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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Friday,  January  2d,  1891,  at  i o’clock  P.  M. 

Present:  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess  and  Theo- 
dore Moss. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

Mayor  Grant:  I understand  there  are  some  gentlemen  here  who  wish  to  be  heard 
—Mr.  Hall,  in  relation  to  the  stringing  of  wires  and  the  erection  of  poles  in  the  23d 
and  24th  Wards,  and  other  gentlemen  in  support  of  some  application  which  they  make. 
Mr.  Hall,  do  you  wish  to  be  heard? 

Mr.  Ernest  Hall:  Very  briefly.  I sent  a day  or  two  since  to  each  member  of  the 
» Board,  I think,  a protest  against  the  stringing  of  overhead  wires  in  the  23d  and  24th 
Wards;. and  that  protest  was  based  simply  upon  the  action  of  the  city  authorities  in 
the  lower  part  of  the  city;  and  simply  as  a citizen  and  a property  owner  I thought  that 
if  it  was  dangerous  to  life  to  have  the  overhead  wires  south  of  the  Harlem  Bridge  that 
it  was  equally  dangerous  to  life  to  have  them  north  of  the  Bridge. 

Mr.  Hall  also  stated  that  he  represented  only  himself  as  a large  property  owner, 
desired  the  Board  to  consider!  all  sides  of  the  matter,  and  wanted  to  be  placed  on 
record  as  opposed  to  these  erections,  and  argued  at  considerable  length  in  support  of 
his  protest. 

Mayor  Grant : I would  like  to  state  to  you  that  the  application  was  granted  upon 
the  petition  of  from  three  to  four  thousand  persons  to  this  Board.  The  Board  for  a 
long  time  tried  to  get  subways  there,  and  made  an  open  proclamation  that  if  any  per- 
son would  build  them  for  the  purpose  of  putting  these  wires  in  them  it  was  perfectly 
willing  to  make  the  contract  with  such  person.  Now,  the  people  up  there  demanded 
that  there  be  some  facilities  given  them,  and  that  the  wires  be  made  safe.  These  wires, 
as  I understand  it,  are  pronounced  by  our  Electrical  Expert  as  coming  within  his  defi- 
nition of  a safe  wire.  This  petition  was  before  the  Board  for  possibly  six  months.  I 
do  not  think  there  was  a person  on  the  line  of  the  routes  for  which  we  granted  the 
permit  who  protested  against  it,  and  I think  there  was  not  one  along  Third  avenue 
that  did  not  ask  for  it.  It  is  very  easy  to  make  criticisms,  but  this  Board  must  not  be 
so  arbitrary  as  to  attempt  to  prevent  improvements  in  the  23d  and  24th  Wards.  The 
great  distinction  between  the  wires  now  up  and  those  up  before  is  that  the  present 
electric  light  wires  are  all  on  one  side  of  the  street,  while  the  telephone  and  telegraph 
wires  are  all  on  the  other  side.  We  would  not  have  granted  the  application  unless  we 
considered  it. 
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Commissioner  Hess : The  application  to  string  these  wires,  or  rather  to  renew 
these  wires  where  they  were  cut,  in  the  upper  part  of  the  city  was  before  this  Board 
for  almost  a year.  There  were  repeated  efforts  made  during  that  time  to  obtain  per- 
mission to  reconstruct  the  lines  that  were  cut  in  that  district,  and  no  one  appeared  be- 
fore the  Board  against  the  proposition;  on  the  contrary,  we  received  applications  from 
almost  every  housekeeper  and  storekeeper  on  the  line  of  the  route  where  the  electric 
lights  had  before  been  to  renew  the  wires  and  poles. 


Mr.  Waldo  Hutchins  appeared  before  the  Board  and  presented  the  following  ap- 
plication ; 

To  the  Honorable  the  Board  of  Electrical  Control  of  the  City  of  New  York: 

The  Harlem  Bridge,  Morrisania  and  Fordham  Railway  Company  respectfully  make 
application  for  leave  to  erect  poles  and  string  wires  thereon,  on,  through  and  along  the 
following  avenues  and  streets  in  the  City  of  New  York: 

i hird  avenue,  from  a point  at  or  near  East  129th  street,  over  and  across  Harlem 
River  to  North  Third  avenue,  thence  on,  through  and  along  North  Third  avenue  to 
Fordham  avenue,  thence  on,  through  and  along  Fordham  avenue  and  Kingsbridge 
road  to  Pelham  avenue.  Also  on,  through  and  along  Boston  avenue  or  Post  road  from 
the  intersection  of  Boston  avenue  and  North  Third  avenue  to  West  Farms,  thence  on, 
through  and  along  Westchester  or  Tremont  avenue  to  the  Bronx  River;  also  on,  through 
and  along  Westchester  avenue  from  the  intersection  of  Westchester  avenue  and  North 
Third  avenue  to  the  Bronx  River;  also  on,  through  and  along  East  138th  street  from 
Harlem  River  to  Long  Island  Sound ; also  on,  through  and  along  Lincoln  avenue  from 
the  intersection  of  Lincoln  avenue  with  East  133d  street  to  the  intersection  of  North 
Third  avenue  and  Lincoln  avenue  at  or  near  East  138th  street. 

This  application  is  made  for  the  purpose  of  enabling  the  said  Railway  Company 
to  construct  and  operate  its  said  several  lines  of  railway  by  what  is  known  as  the  Over- 
head Single  Trolley  Electric  Railway  System,  similar  to  the  system  now  in  successful 
operation  in  Boston,  Buffalo,  Rochester,  Albany,  Newark  and  nearly  three  hundred 
other  cities  in  the  United  States. 

HENRY  SPRATLEY,  President,  H.  B.  M.  and  F.  Ry.  Co. 


The  Board  discussed  and  considered  the  matter  of  the  application  of  the  Harlem 
Bridge,  Morrisania  and  Fordham  Railway  Company,  heard  argument  from  Mr.  Hutch- 
ins and  Mr.  McNamara  in  its  behalf,  and,  on  motion  of  Mayor  Grant,  adopted  the  fol- 
lowing resolution : 

Resolved,  That  the  application  of  the  Harlem  Bridge,  .Morrisania  and  Fordham 
Railway  Company  be  referred  to  the  Electrical  Expert  to  advise  this  Board  from  an 
expert  and  electrical  point  of  view  as  to  its  safety  of  construction  and  feasibility  of 
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operation;  and  also  be  referred  to  the  Counsel  to  the  Corporation  for  his  opinion  as 
to  the  power  and  authority  of  the  Board  to  grant  the  permission  requested. 

Unanimously  adopted. 

Mayor  Grant : The  matter  will  be  taken  up  two  weeks  from  to-day,  at  i o’clock, 
for  the  purpose  of  consideration. 

The  Board,  on  motion  of  Mayor  Grant,  adopted  the  following  resolution : 

Resolved,  That  the  Secretary  be  directed  to  issue  permits  to  the  Metropolitan  Tele- 
phone and  Telegraph  Company  upon  its  applications  before  the  Board  for  overhead 
individual  telephone  connections  approved  by  the  Expert  as  being  in  localities  where 
there  are  no  subways. 

Unanimously  adopted. 

Expert  Wheeler  reported  upon  an  application  of  the  Brush  Electric  Illuminating 
Company,  dated  December  29th,  1890,  to  connect  25  city  lampposts  between  14th  street 
and  42d  street  on  Eighth  avenue,  with  aerial  wires  on  that  avenue,  in  order  to  serve 
that  number  of  lamps  for  the  City  of  New  York,  as  per  contract,  pending  the  making 
of  subsidiary  connections  to  these  lampposts,  and  connections  through  same  to  cables 
in  subway,  that  there  was  a subway  in  the  locality  mentioned  and  ninety  days’  notice 
of  its  completion  had  been  given  to  the  Brush  Company;  and 

The  application  was  denied. 

An  application  of  the  Brush  Electric  Illuminating  Company,  to  connect  eight  city 
lampposts  between  14th  street  and  23d  street,  and  seven  city  lampposts  between  34th 
street  and  42d  street,  on  Tenth  avenue,  with  aerial  line  on  that  avenue,  in  order  to  serve 
that  number  of  lamps  for  the  City  of  New  York,  as  per  contract,  was  referred  to  Ex- 
pert Wheeler  for  report. 


An  application  of  Mr.  Ogden  Mills,  dated  December  29th,  1890,  to  run  two  wires 
from  club  house  corner  72d  street  and  Fourth  avenue  to  East  69th  street,  for  tem- 
porary use  only,  to  be  erected  January  8th  and  taken  down  January  14th,  was  also 
referred  to  Expert  Wheeler. 

The  Board  next  took  up  and  considered  applications  of  the  Western  Union  Tele- 
graph Company,  dated  respectively  October  18,  21,  24,  November  5,  8 and  29,  and  an 
application  of  the  Gold  and  Stock  Telegraph  Company,  dated  December  6,  1890,  to 
string  wires,  and  directed  Expert  Wheeler  to  report  upon  them  in  detail. 
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The  following  communication  from  the  Superintendent  of  the  New  York  Board 
of  Fire  Underwriters  was  read: 


New  York^  December  30th,  1890. 

To  the  Board  of  Electrical  Control,  1266  Broadway,  City: 

Gentlemen-: — Will  you  kindly  inform  us  if  the  Electric  Power  Company  (Draft 
System);  at  115  Broadway  comply  with  rules  and  regulations  of  your  Board,  and  have 
they  privilege  from  you  to  run  wires  oyer  housetops?  They  have  one  central  power 
station  in  Gold  street,  one  corner  Park  place  and  College  place,  and  one  at  Reade  and 
Hudson  streets,  and  they  are  supplying  current  for  a large  number  of  motors  in  the 
lower  part  of  the  city.  We  are  frequently  applied  to  to  grant  permission  for  the  use  of 
such  motors  and  this  is  the  reason  why  we  desire  to  know  if  the  said  Company  com- 
plies with  your  rules. 

Respectfully  yours, 

WILLIAM  A.  ANDERSON,  Superintendent. 

The  Board  considered  the  communication  of  the  New  York  Board  of  Fire  Under- 
writers, and,  on  motion  of  Mayor  Grant,  directed  Expert  Wheeler  to  make  report  at 
the  next  meeting  of  all  wires  put  up  without  permit. 


Two  applications  of  the  North  New  York  Lighting  Company,  dated  respectively 
December  30th  and  December  31st,  1890,  to  erect  lines  of  poles,  etc.,  were,  on  motion 
of  Mayor  Grant,  referred  to  Expert  Wheeler  to  report  upon. 


Adjourned. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Friday,  January  23d,  1891,  at  i o’clock  P.  M. 

Present:  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess  and  Theo- 
dore Moss. 

The  reading  of  the  minutes  of  the  last  meeting  was  dispensed  with. 

Mayor  Grant  called  up  for  consideration  the  matter  of  the  application  of  the  Har- 
lem Bridge,  Morrisania  and  Fordham  Railway  Company  for  leave  to  erect  poles  and 
string  wires  thereon  in  certain  streets  in  the  Annexed  District  for  the  purpose  of 
constructing  and  operating  its  railway  by  the  overhead  single  trolley  electric  railway 
system. 

The  opinion  received  from  Corporation  Counsel  Clark  as  to  the  power  and  au- 
thority of  the  Board  to  grant  the  application  of  the  Railway  Company  is  as  follows : 

New  York,  January  20th,  1891. 

Theodore  Moss,  Esq.,  Secretary  of  the  Board  of  Electrical  Control: 

Sir: — I have  received  your  letter  of  the  sth  inst.,  inclosing  a copy  of  a resolution 
of  the  Board  of  Electrical  Control,  by  which  the  application  of  the  Harlem  Bridge, 
Morrisania  and  Fordham  Railway  Company  is  referred  to  me  for  my  opinion  as  to 
the  power  and  authority  of  the  Board  to  grant  the  permission  requested. 

The  company  named  has  made  application  for  leave  to  erect  poles  and  string 
wires  thereon  through  and  along  certain  streets  and  avenues  in  the  Annexed  District 
for  the  purpose  of  constructing  and  operating  its  railway  by  the  overhead  single  trolley 
electric  railway  system,  and  the  wires  are  to  be  used  as  electrical  conductors  in  con- 
nection with  the  system. 

The  act.  Chapter  716  of  the  Laws  of  1887,  which  defines  the  powers  of  your  Board 
is  entitled  “An  Act  in  Relation  to  Electrical  Conductors  in  the  City  of.  New  York.” 

Section  4 of  the  act  provides  that  except  with  the  permission,  in  writing,  of  the 
Board  of  Electrical  Control  first  obtained,  no  electrical  conductors,  poles,  or  other  fix- 
tures or  devices  therefor,  nor  any  wires  shall  be  continued,  constructed,  erected  or 
maintained  or  strung  above  ground  in  any  part  of  said  City  of  New  York. 

I therefore  have  no  doubt  that  the  permission  of  your  Board  is  necessary  in  order 
to  authorize  the  proposed  erection  of  poles  and  stringing  of  wires  for  electrical  con- 
ductors as  proposed  by  the  company;  and  also  that  your  Board  has  jurisdiction,  in  its 
discretion,  to  grant  the  permission  requested. 

I remain,  yours  respectfully, 

WM.  H.  CLARK,  Counsel  to  the  Corporation. 

The  report  of  Expert  Wheeler  as  to  the  safety  and  advisability  of  the  proposed 
erection  by  the  Railway  Company,  as  follows,  was  read: 
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The  Board  of  Electrical  Control : 

Gentlemen  : — Referring  to  the  application  for  permission  to  erect  an  overhead 
electric  railway  system  in  the  upper  districts  of  the  city,  referred  to  me  at  the  last 
meeting  to  report  upon  as  to  its  safety  and  advisability,  I have  to  report  as  follows ; 

The  current  proposed  to  be  used  does  not  exceed  500  volts  and  such  current  has 
never  been  found  dangerous  to  life.  While  this  current  may  be  dangerous  to  property 
in  respect  to  fires  if  the  wires  become  deranged,  this  objection  can  be  most  entirely 
removed  by  suitable  precautions  mentioned  below. 

The  system  is  a very  feasible  one  and  one  that  affords  a clean,  quick,  less  un- 
sightly and  in  many  ways  more  desirable  means  of  transportation  than  the  ordinary 
horse  cars. 

I may  say  that  I am  justified  in  the  above  statements  by  the  experience  already  had 
upon  the  two  hundred  and  fifty-six  (256)  distinct  electric  railway  systems  now  in  opera- 
tioti  in  this  country.  Within  one  year  just  passed  the  fatal  accidents  from  railways  of 
all  kinds  in  the  New  England  States  were  over  five  thousand,  while  the  fatalities  from 
electric  wires  of  all  kinds,  including  all  the  railroads  similar  to  the  one  here  proposed, 
were  but  five. 

As  the  construction  required  for  such  a road  would  conflict  with  some  of  our  rules 
the  modifications  necessary  to.  safety  should  be  insisted  upon,  and  I recommend  that 
if  this  construction  be  authorized,  adherence  to  rules  of  the  Board  be  strictly  enforced, 
and  the  following  plan  be  prescribed : 

The  trolley  wires  be  carried  by  a single  row  of  poles  in  the  centre  of  the  street 
between  tracks,  with  one  wire  suspended  by  an  ornamental  bracket  from  either  side 
of  the  pole,  and  that  the  car  platforms  be  only  open  at  the  side  away  from  the  other 
track,  the  arrangements  being  the  same  as  usual  with  cable  roads.  The  poles  to  be 
of  wood  set  in  an  ornamental  iron  pedestal  upon  a stone  block  in  the  pavement,  and 
carrying  ornamental  iron  cross  pieces  at  the  top  from  each  end  of  which  trolley  wires 
are  suspended,  with  a support  for  the  suspension  over  the  trolley  wires  at  each  side  of 
a single  heavy  guard  wire  whenever  the  wires  of  any  other  service  cross  the  route  of 
the  electric  railway  wires,  and  that  a heavy  iron  guard  wire  not  smaller  than  No.  4 
be  suspended  directly  over  the  trolley  wire  at  a safe  distance  above  it,  and  a little  out- 
ward away  from  the  posts,  having  sufficient  strength  so  that  if  any  wires  fall  they 
cannot  possibly  come  in  contact  with  the  railway  wires.  The  reason  for  this  unusual 
precaution  is  that  these  railway  wires  are  necessarily  uninsulated,  and  the  only  danger 
in  consequence  of  their  use  is  from  other  wires  falling  upon  them  and  conveying  the 
current  to  and  destroying  telegraphic  apparatus,  etc.  With  these  precautions  carried 
out,  I recommend  the  introduction  of  the  overhead  electric  railway  system  for  the  up- 
per part  of  the  city,  and  believe  it  would  be  a great  convenience  to  the  citizens  and 
increase  the  value  of  property.  ^ 

Very  respectfully, 

SCHUYLER  S.  WHEELER,  Electrical  Expert  to  the  Board. 

Mayor  Grant : Gentlemen,  you  have  heard  the  report  of  the  Electrical  Expert  and 
his  recommendations  therewith.  If  there  is  anyone  desiring  to  be  heard  upon  the  sub- 
ject I think  the  Board  is  ready  to  hear  him. 
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Mr.  Waldo  Hutchins,  Jr.:  I appear,  Mr.  Mayor,  on  behalf  of  the  Harlem  Bridge, 
Morrisania  and  Fordham  Railway  Company,  and  would  like  to  say  a few  words  in 

favor  of  its  application.  The  application  is  one  for  permission 

> 

Mayor  Grant:  Mr.  Hutchins,  we  wish  to  see  first  if  there  is  anybody  who  wishes 
to  be  heard  in  opposition  to  the  application. 

Mr.  A.  C.  Butts : Mr.  Mayor,  I appear  for  certain  property  owners  on  Third 
avenue,  and  the  petition  and  papers  on  which  the  opposition  is  based  have  not  arrived, 
but  I expect  them  here  every  moment.  ^ 

Mayor  Grant : 1 his  rnatter  has  been  before  this  Board  for  several  weeks,  and 

we  have  waited  quite  patiently.  I have  made  a personal  inspection  of  the  system  in 
Boston  and  in  Albany,  and  I find  it  is  a system  of  transit  that  is  extremely  rapid,  and 
that  in  those  places  it  has  increased  both  the  population  and  the  value  of  the  property 
in  the  locality  in  which  it  is  operated.  I have  given  the  matter  very  careful  investi- 
gation, and  I find  it  to  be  a desirable  method  of  transit.  I say  this  so  that  there  will 
be  no  misunderstanding  about  my  position.  I do  not  think  the  system  should  be 
adopted  below  the  Harlem  River,  but  above  the  Harlem  River  where  rapid  transit  is 
so  absolutely  necessary  for  the  benefit  of  the  inhabitants,  and  for  the  increase  in  valua- 
tion of  property  and  the  increase  in  population  of  that  territory,  and  I think,  judging 
from  my  experience,  that  this  is  the  best  system  obtainable  for  immediate  rapid  transit 
above  the  Harlem  River. 

Mr.  Butts,  after  engaging  in  a lengthy  colloquy  with  Mayor  Grant,  submitted  the 
appended  protest,  to  which  were  signed  some  146  names,  and  argued  in  support  of  it, 
and  for  delay  in  action  upon  the  matter  until  protestants  could  more  fully  investigate 
the  system. 

To  the  Board  of  Electrical  Control : 

We,  the  undersigned,  property  owners  of  the  23d  and  24th  Wards,  hereby  object 
to  and  protest  against  the  erection  of  poles  or  other  structures  or  contrivances,  upon 
which  electric  wires  may  be  attached  for  the  purpose  of  constructing  and  establishing 
the  trolley  railway  system,  in  the  public  streets  of  these  wards,  and  we  earnestly  re- 
quest that  the  application  of  the  petitioners  for  this  privilege  be  denied  by  your  Board 
for  the  reasons  as  follows : 

First.  That  overhead  hanging  electric  wires  are  dangerous  to  life  and  property, 
as  has  been  demonstrated  in  numerous  instances  both  in  this  city  as  well  as  in  other 
localities,  where  they  have  been  in  use. 

Second.  That  the  proposed  trolley  system  is  an  unsightly  contrivance  and  will 
result  in  the  disfigurement  of  our  streets  and  avenues  and  is  altogether  unsuitable  to 
any  portion  of  the  City  of  New  York. 

Third.  That  as  far  as  practicable  a uniform  system  of  railway  transit  should  pre- 
vail throughout  the  entire  city  so  as  to  secure  the  full  beneficial  results  of  real  rapid 
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transit,  and  no  system  should  be  put  in  operation  in  the  23d  and  24th  Wards  which  is 
objectionable  to  the  people  of  any  other  portion  of  the  city. 

We  hereby  withdraw  our  signatures,  in  case  the  same  has  been  given,  to  any  doc- 
ument purporting  to  give  consent  to  the  construction  and  operation  of  the  trolley  rail- 
way system  in  any  of  the  public  streets  of  the  23d  and  24th  Wards. 

(Appended  hereto  are  some  146  names.) 

Mayor  Grant ; When  this  matter  was  before  the  Board  some  weeks  ago  I stated 
that  for  the  purpose  of 'having  discussion  upon  the  subject  it  would  be  adjourned,  and 
there  has  been  some  discussion  of  it  in  the  public  press.  I stated  at  the  time  that  I 
would  like  to  have  the  widest  public  discussion  about  it  and  that  I was  going  to  look 
into  the  system,  as  will  be  borne  out  by  all  those  who  are  in  the  habit  of  attending  the 
Board  meetings.  As  far  as  my  individual  action  in  this  matter  is  concerned  I shall 
ask  for  the  disposition  of  the  matter  to-day.  It  has  been  pending  here  a long  time. 
I expect  to  go  away  in  a day  or  two.  It  is  very  seldom  that  I ask  for  any  recreation 
from  my  duties,  but  it  is  necessary  for  me  to  go  away  now,  and  I do  not  think  it 
fair  for  any  person  after  this  matter  has  been  here  so  long  to  ask  for  a postpone- 
ment. 

Mr.  Charles  S.  Simpson  presented  to  the  Board  a protest,  which  is  appended,  with 
the  exception  of  names  signed  thereto,  against  the  construction  or  operation  of  the 
overhead  trolley  electric  railway  system  on  Boston  avenue,  and  made  an  argument 
against  the  granting  by  the  Board  of  the  application  of  the  Harlem  Bridge,  Morrisania 
and  Fordham  Railway  Company  for  permission  to  use  such  system  on  that  avenue. 

In  the  matter  of  the  application  of  the  Harlem  Bridge,  Morrisania  and  Fordham 
Railway  Company  for  authority  to  operate  its  railroad  by  other  power  than  and  in- 
stead of  horsepower;  and  for  leave  to  erect  poles  and  string  wires  thereon,  on, 
through  and  along  Boston  avenue  and  certain  other  avenues  in  the  City  of  New  York. 

The  undersigned,  owners  of  property  on  Boston  avenue  in  the  City  of  New  York, 
object  to  and  protest  against  the  erection  of  any  poles  or  structure  of  any  kind  and  the 
stringing  of  any  wires  on,  through  or  along  the  said  Boston  avenue,  and  particularly 
against  the  construction  or  operation  of  what  is  known  as  Overhead  Trolley  Electric 
Railway  System. 

Such  of  the  undersigned  as  have  signed  a certain  paper  purporting  to  give  their 
consent  to  the  construction  of  operation  of  said  railroad  by  power  other  than  horse- 
power, hereby  withdraw  the  same  and  cancel  their  signatures  thereto ; the  said  signa- 
tures having  been  obtained  upon  a representation  of  said  Railway  Company  made 
upon  the  signing  of  said  paper  that  the  said  paper  was  only  a consent  to  the  construc- 
tion and  operation  of  a cable  road,  upon  which  said  representation  they  relied  in  signing 
the  said  paper. 

(Appended  hereto  are  some  48  signatures.) 
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Ex-Judge  Ernest  Hall  stated  to  the  Board  that  he  represented  himself,  as  well  as 
a large  number  of  other  property  owners  on  Boston  avenue  owning  a considerable  por- 
tion of  the  property  on  that  avenue,  enumerating  them  and  their  respective  frontage 
of  ownership,  and  on  their  behalf  and  his  own  petitioned  and  argued  in  favor  of  the 
granting  by  the  Board  of  the  application  of  the  Harlem  Bridge,  Morrisania  and  Ford- 
ham  Railway  Company. 

Commissioner  Louis  J.  Heintz  appeared  before  the  Board  and  asked  that  it  defer 
action  on  the  subject  of  the  application  of  the  Railway  Company  until  such  time  as  it 
could  be  fully  discussed  by  the  people  of  his  portion  of  the  city,  presenting  the  follow- 
ing formal  protest  and  request  for  postponement  of  action,  and  arguing  at  considerable 
length  in  support  of  same : 

January  2ISt,  1891. 

To  the  Honorable,  the  Board  of  Electrical  Control : 

Gentlemen  As  Commissioner  of  Street  Improvements  of  the  23d  and  24th 
Wards,  and  as  a property  owner  and  resident  therein,  I deem  it  my  duty  to  respect- 
fully enter  a formal  protest  against  the  erection  of  poles  or  structures  of  any  descrip- 
tion and  the  stringing  of  wires  thereon  for  the  purpose  of  constructing  and  operating 
what  is  known  as  the  overhead  trolley  railway  system,  in  any  of  the  public  streets  of 
these  wards. 

After  careful  investigation  I find  that  the  people  of  these  wards  are  determinedly 
opposed  to  the  disfiguiement  of  our  public  highways  in  the  manner  contemplated  by 
the  projectors  of  this  system. 

Moieovei,  the  constant  danger  to  life  and  property  incident  to  overhanging  elec- 
tric wires  in  ci  owded  thoroughfares  has  been  fully  and  fatally  demonstrated  in  several 
localities  where  they  have  been  in  use,  and  especially  in  the  City  of  New  York.  . 

If  such  a system  is  objectionable  in  that  portion  of  the  city  which  lies  below  the 
Harlem  River,  there  can  be  no  good  reason  why  it  is  adapted  to  the  23d  and  24th 
Wards. 

With  a population  already  of  nearly  ninety  thousand,  which  is  rapidly  increasing, 
this  district  in  the  not  far  distant  future  will  be  the  home  of  half  a million  of  people. 

All  improvements  therefore,  especially  those  of  railway  transit,  should  be  con- 
structed with  a view  to  the  necessities  and  safety  of  the  future  populous  condition  of 
these  wards,  and  any  attempt  to  give  them  the  treatment  or  the  aspect  of  a suburban 
appendage,  or  to  force  upon  this  community  a less  sightly,  effective  or  safe  railway 
system  than  that  which  is  to  prevail  in  the  rest  of  the  city,  is  not  only  a gross  injustice 
to  the  district  itself,  but,  if  carried  into  effect,  will  be  greatly  detrimental  to  the  inter- 
ests of  the  city  at  large. 

Hn  order  that  the  people  of  this  portion  of  the  city  may  have  an  opportunity  to 
fully  discuss  and  comprehend  the  nature  of  the  proposed  scheme,  I respectfully  request 
that  your  Honorable  body  will  defer  action  on  the  subject  for  a period  of  not  less  than 
twenty  days  from  this  date. 

I have  the  honor  to  remain,  very  respectfully  yours, 

LOUIS  J.  HEINTZ,  Commissioner  of  Street  Improvements  of  the  23d  and  24th  Wards. 
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Mr.  Hutchins  made  a lengthy  argument  on  behalf  of  the  Harlem  Bridge,  Moirisania 
and  Fordham  Railway  Company  in  support  of  its  application  and  in  favor  of  the  pro- 
posed system  of  transit. 

Mayor  Grant : The  Secretary  (handing  him  paper)  will  read  this  resolution : 

The  following  preambles  and  resolution  was  thereupon  read: 

Whereas,  the  Harlem  Bridge,  Morrisania  and  Fordham  Railway  Company  has  ap- 
plied to  this  Board  for  permission  to  erect  and  maintain  poles  and  wires  for  the  pur- 
pose of  enabling  the  said  Railway  Company  to  construct  and  operate  its  several  lines  of 
railway  by  the  Overhead  Single  Trolley  Electric  Railway  System  through  the  follow- 
ing streets  and  avenues  in  the  City  of  New  York:  Third  avenue,  from  a point  at  or 
near  East  129th  street  over  and  across  the  Harlem  River  to  North  third  avenue,  thence 
on,  through  and  along  North  Third  avenue  to  Eordham  avenue;  thence  on,  through 
and  along  Fordham  avenue  and  Kingsbridge  road  to  Pelham  avenue;  also  on,  through 
and  along  Boston  avenue  or  Post  road  from  the  intersection  of  Boston  avenue  and 
North  Third  avenue  to  West  Farms;  thence  on,  through  and  along  Westchester  or 
Tremont  avenue  to  the  Bronx  River;  also  on,  through  and  along  Westchester  avenue 
from  the  intersection  of  Westchester  avenue  and  North  Third  avenue  to  the  Bronx 
River;  also  on,  through  and  along  East  138th  street  from  Harlem  River  to  Long  Island 
Sound;  also  on,  through  and  along  East  133d  street  (or  Southern  Boulevard)  from  its 
junction  with  Third  avenue  to  Lincoln  avenue;  thence  on,  through  and  along  Lincoln 
avenue  from  the  intersection  of  Lincoln  avenue  with  East  133d  street  to  the  intersec- 
tion of  North  Third  avenue  and  Lincoln  avenue  at  or  near  East  138th  street. 

And  whereas  due  inciuiry  has  been  made  by  this  Board  and  due  hearing  of  all 
parties  interested  had  for  the  purpose  of  determining  the  advisability  of  granting  such 
permission ; and. 

Whereas,  this  Board  finds  that  such  proposed  change  of  motive  power  by  said 
Railway  Company  would  be  a great  improvement  upon  its  present  motive  power  and 
would  be  of  great  benefit  to  the  property  owners  in  the  Annexed  District  and  of  great 
convenience  to  the  traveling  public. 

Resolved,  That  permission  be  and  is  hereby  given  to  said  Harlem  Bridge,  Mor- 
risania and  Fordham  Railway  Company,  its  successors  or  assigns,  for  the  purpose  of 
operating  its  said  railway  by  the  Single  Trolley  Electric  Railway  System,  to  erect,  place 
and  maintain  poles  and  wires  in  the  streets,  avenues  and  highways  in  which  its  tracks 
now  are  or  may  hereafter  be  lawfully  constructed,  such  as  shall  be  necessary  and  pioper 
for  the  operation  of  its  said  railway  by  the  said  system.  The  placing  and  erection  of 
such  necessary  poles  and  wires  along  the  streets,  avenues  and  highways  on  either  or 
both  sides  of  the  railroad  track  or  tracks  of  the  said  railroad  company  shall  be  done 
under  the  direction  and  determination  of  the  Engineer  and  the  Electrical  Expert  of 
* this  Board,  and  the  said  poles  and  wires  shall  be  set  in  such  places  and  at  such  dis- 
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tances  apart  along  the  line  or  lines  of  said  railway  company  and  shall  be  of  such 
height  and  depth  as  the  said  Engineer  and  Electrical  Expert  of  this  Board  shall  de- 
termine. 

And  this  license  is  given  upon  the  express  condition  that  whenever  and  wherever 
the  surface  of  such  street,  avenue  or  highway  or  of  any  pavement  thereof  shall  be  dis- 
turbed, excavated,  deranged  or  taken  up  in  whole  or  in  part,  by  said  Company,  in  the 
placing  of  said  poles  or  wires,  the  said  Company  shall  immediately  thereafter  restore 
the  said  roadway  or  pavement  as  near  as  possible  to  their  former  condition,  and  for 
any  refusal  or  intentional  neglect  of  said  Railway  Company  in  that  respect  the  li- 
cense hereby  granted  may,  after  notice  to  said  Company  and  opportunity  to  be  heard, 
be  thereupon  revoked  and  annulled.  The  said  Company  shall  also  indemnify  and  save 
harmless  the  City  of  New  York,  its  officers  h,nd  agents,  from  all  claims,  costs  and 
damages,  if  any,  arising  through  the  excavation  or  derangement  of  the  said  streets, 
avenues  or  highways  by  the  construction  of  such  posts  or  wires. 

Mayor  Grant  moved  the  adoption  of  the  foregoing  preambles  and  resolutions 
added  to  and  amended  as  follows : 

■Resolved,  That  the  poles  and  wires  so  to  be  erected  and  maintained  shall  be  placed, 
where  practicable,  in  the  centre  of  the  street,  so  as  to  cause  the  least  possible  dis- 
figurement. 

Resolved,  That  the  license  hereby  granted  shall  be  without  prejrfdice  to  the  right 
and  power  of  the  Board,  whenever  hereafter  in  its  opinion  it  is  deemed  practicable  for 
said  Railway  Company  to  operate  its  road  or  any  great  portion  of  it  by  means  of  an 
underground  electrical  system,  to  order  and  direct  the  Company  to  convert  its  over- 
head to  such  underground  system. 

Resolved,  That  it  is  the  express  and  earnest  wish  of  the  Board  that  the  Railway 
Company  procure,  if  possible,  the  permission  of  the  Elevated  Railroad  Company  to 
hang  wires  on  its  structure  in  any  street  along  the  route  mentioned  where  such 
structure  exists. 

Resolved,  That  the  Railway  Company,  where  practicable,  use  cars  having  accom- 
modation and  seating  capacity  for  from  thirty-four  to  thirty-six  people,  and  light  its 
cars  with  electricity. 

The  foregoing  preambles  and  resolutions  were  all  unanimously  adopted.  . 

Mayor  Grant  offered  the  following  resolution  : 

Resolved,  That  the  applications  before  the  Board  of  the  Metropolitan  Telephone 
and  Telegraph  Company  approved  by  Expert  Wheeler  as  being  for  connections  for 
telephones  in  localities  where  there  are  no  subways  be  granted. 


Unanimously  adopted. 
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On  motion  of  Commissioner  Moss  an  application  of  the  Metropolitan  Telephone 
and  Telegraph  Company  to  replace  dangerous  poles  in  Dey  street  with  new  ones  was 
granted. 

Engineer  Kearny  made  the  following  report : 

New  Yoric,  January  23,  1891. 

To  the  Honorable  the  Board  of  Electrical  Control: 

Gentlemen  : — I have  to  recommend  that  you  authorize  the  construction  of  the 
following  subsidiary  connections  applied  for  at  the  meeting  of  December  26th,  1890, 
and  referred  to  me  for  consideration : 

For  Edison  Electric  Illuminating  Company: 

To  connect  premises  No.  ii  East  17th  street  with  Edison  main  on  east  side  of 
Fifth  avenue,  and  set  junction  box  at  point  of  intersection. 

To  connect  No.  55  Eighth  avenue  with  Edison  main  on  west  side  of  Eighth 
avenue  at  intersection  of  13th  street. 

To  connect  premises  No.  41  Dey  street  with  Edison  main  on  south  side  of 
Dey  street,  between  Broadway  and  Church  street. 

To  connect  premises  No.  28  Elm  street  with  spur  extending  into  east  side  of 
Elm  street,  from  Edison  main  on  Duane  street. 

To  connect  No.  iii  East  23d  street  with  Edison  main  on  east  side  of  Fourth 
avenue,  and  set  junction  box  at  point  of  intersection. 

To  connect  premises  Nos.  22-24  West  59th  street  with  Edison  main  between 
Sixth  avenue  and  premises  No.  30  on  the  south  side  of  West  59th  street. 

For  the  Consolidated  Telegraph  and  Elec’l  Subway  Co.: 

From  the  manhole  at  the  northwest  corner  of  Third  avenue  and  iiith  street, 
on  the  north  side  of  tilth  street,  to  a point  opposite  No.  207  W.  41st  street,  con- 
necting with  a blower  plant  to  be  established  in  said  premises. 

I also  recommend  the  authorization  of  the  following  subsidiary  connections 
for  the  Harlem  Lighting  Company: 

1.  On  Sixth  avenue  from  44th  street  south  to  opposite  No.  765  Sixth  avenue. 

2.  Across  Third  avenue  at  99th  street  from  the  east  side  of  the  avenue,  ex- 
tending too  feet  west  of  the  avenue. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer  of  the  Board. 

The  Board  laid  over  Engineer  Kearny’s  report  until  the  next  meeting,  except 
the  portion  embraced  in  the  folowing  resolution  moved  bj^  Mayor  Grant: 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  authorized,  empowered  and  directed  to  construct  a subway  connection  from 
the  manhole  at  the  northwest  corner  of  Third  avenue  and  tilth  street,  on  the 
north  side  of  tilth  street,  to  a point  opposite  No.  207  West  41st  street,  connecting 
with  a blower  plant  to  be  established  in  said  premises. 


Unanimously  adopted. 
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The  Boaid,  after  due  consideration,  on  motion  of  Mayor  Grant,  adopted  the 
following  resolution: 

Resolved,  That  the  application  of  the  North  New  York  Lighting  Company, 
to  replace  iron  poles  with  wooden  poles  on  the  east  side  of  Third  avenue  from 
158th  street  to  i6ist  street,  and  to  string  eight  wires  on  the  same  to  connect  with 
existing  circuits  on  the  west  side  of  Third  avenue  at  158th  street,  and  to  erect 
poles,  wires  and  lampposts  for  lighting  public  lamps  awarded  by  the  Gas  Com- 
mission, be  referred  to  .Engineer  Kearny  and  Expert  Wheeler,  with  power  to 
act. 

Unanimously  adopted.  ; 

Mayor  Grant  offered  the  following  resolution:  ■ 

Resolved,  That  all  those  Electric  Light  Companies  which  have  been  awarded 
contracts  for  public  lighting  by  the  Gas  Commission  be  authorized,  under  the 
direction  of  the  Engineer  and  the  Expert  of  this  Board,  to  make  such  connections 
as  may  be  necessary  to  carry  out  their  contracts  in  subway  districts  only. 

Unanimously  adopted. 

The  Board  adjourned  sine  die. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Mayoi-,  in  the  City  of  New  York,  February  27th,  1891,  at  2 o’clock  P.  M. 

Present:  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess  and 
Theodore  Moss. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

Mayor  Grant  stated  that  he  had  given  notice  yesterday  that  to-day  he  would 
offer  three  resolutions,  and  called  for  their  reading. 

The  following  resolutions  were  thereupon  read,  and,  after  due  consideration, 
on  motion  of  Mayor  Grant,  unanimously  adopted: 

Resolved,  That  all  Electric  Light  and  Power  Companies  who  own  and  operate 
wires  on  housetops,  in  the  district  bounded  on  the  north  by  Canal  street,  on  the 
south  by  the  Battery,  on  the  east  by  the  East  River,  and  on  the  west'  by  the 
North  River,  as  indicated  on  the  accompanying  map  and  list,  be  ordered  to  re- 
move said  wires  forthwith  to  the  subways  in  all  streets' in  which  there  are  subways 
within  one  block  of  their  present  routes. 


February  27,  1891.] 


1034 


Resolved,  That  they  be  notified  that  upon  failure  to  do  this  within  thirty  days 
the  Coinniissioner  of  Public  Works  will  cut  down  such  wires  at  once. 

Unanimously  adopted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  directed  to  build  subways  whenever  required  m the  streets 
where  new  pavements  are  to  be  laid  by  the  Commissioner  of  Public  Works  during 
the  present  year. 

Unanimously  adopted. 

Resolved,  That  the  Engineer  of  this  Board  be  and  he  hereby  is  directed  to 
send  the  following  notice  to  the  Electric  Light,  Power,  Telegraph  and  Telephone 
Companies  in  the  city  which  have  made  applications  for  subway  accommodations, 

viz.: 

Gentlemen:— I am  preparing  a list  of  streets  for  subway  construction  for  the 

present  year,  and  respectfully  request  that  you  furnish  me  a list  of  the  streets, 

with  the  number  of  ducts  required,  for  your  service,  within  one  week. 

\ 

Previous  applications  for  subway  facilities  that  have  not  been  constructed  up 
to  date  I will  consider  as  abandoned,  so  that  you  will  please  renew  your  applica- 
tions in  case  you  still  require  the  same. 

I wash  to  call  your  attention  to  the  recent  action  of  the  Commissioner  of 
Public  Works  designating  certain  streets  an-d  avenues  to  be  repaved  at  once,  and 
remind  you  that  the  Department  of  Public  Works  will  refuse  all  permits  for 
opening  these  streets,  as  well  as  any  streets  remaining  unpaved  under  contracts 
aw'arded  last  year,  after  the  work  of  paving  has  been  ordered  on,  so  that  any 
delay  on  your  part  may  prevent  your  receiving  accommodations  in  the  same. 

Very  respectfully. 

Engineer  to  the  Board. 

Unanimously  adopted. 

The  Board  now  considered  the  followdng  preambles  and  resolution: 

Whereas,  the  Board  of  Electrical  Control  during  the  past  two  years  has  re- 
peatedly requested  the  several  electrical  companies  operating  in  the  City  of  New 
York  to  avail  themselves  of  the  facilities  for  accommodation  in  the  subways  al- 
ready constructed  by  the  direction  of  this  Board,  and. 

Whereas,  in  the  district  bounded  by  Third  avenue.  Eighth  avenue,  8th  street 
and  SQth  street,  suitable  accommodations  for  all  electric  wires  have  already  been 
provided  and  a sufficient  time  has  elapsed  to  enable  all  the  electric  companies 
operating  in  this  section  to  provide  themselves  with  cable  and  occupy  the  sub- 
v/ays. 

Resolved,  That  the  Mayor  is  authorized'after  the  first  day  of  June.  1891,  being 
more  than  ninety  days  from  this  date,  to  direct  the  Commissioner  of  Public 
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Works  to  remove  all  poles  carrying  wires  for  electric  service  of  any  kind  within 
the  district  bounded  by  Third  avenue,  Eighth  avenue,  8th  street  and  spth  street, 
including  the  boundary  streets  and  avenues. 


Unanimously  adopted. 

Mayor  Grant  (after  reading  of  foregoing  resolution) : The  question  will 
arise  upon  that  resolution.  If  there  are  any  objections  to  be  made  to  that  reso- 
lution, now  is  the  time  to  make  them.  ' 

Mr.  Cravath  (representing  U.  S.  111.  Co.  and  Brush  Electric  111.  Co.) : I have 
no  objection,  except  a suggestion,  sir.  Almost  all  the  wires  of  the  United  States 
and  Brush  Companies  are  now  in  the  subways,  and  by  the  ist  of  June  wherever 
they  can  be  placed  in  the  subways  they  will  be  placed  there. 

Mr.  Cravath,  after  first  stating  their  contents,  submitted  the  following  com- 
munications : 

New  York,  February  27,  1891. 

Hon.  Hugh  J.  Grant,  Chairman  Board  of  Electrical  Control,  City  Hall,  New  York: 

Dear  Sir:— We  have  been  furnished  with  a copy  of  the  proposed  resolution 
of  the  Board  of  Electrical  Control,  sent  by  the  Mayor,  to  cause  to  be  removed 
after  June  i,  1891,  all  poles  carrying  electric  wires  within  the  district  bounded 
by  Third  avenue,  8th  avenue,  8th  street  and  59th  street,  including  the  boundary 
streets  and  avenues.  We  have  already  availed  ourselves,  as  far  as  possible  up  to 
date,  of  the  subway  facilities  within  that  district,  and  by  June  ist  every  wire 
within  this  district  will  have  been  removed.  There  are  certain  streets  which  are 
not  provided  with  subways,  upon  which  we  have  wires  in  actual  service,  furnish- 
ing  lights  in  these  streets.  They  are  as  follows: 

3d  avenue,  east  side,  8th  to  14th  streets. 

Clinton  place  and  University  place  to  9th  street,  corner  University  place,  in- 
candescent service. 


A subway  has  been  oidered  for  the  east  side  of  3tl  avenue,  and  we  can  have 
our  wires  on  that  side  of  the  street  in  the  subway  very  soon  after  its  completion. 

There  is  as  yet  no  subway  in  use  for  Clinton  and  University  places,  and  until 
subways  in  this  street  have  been  ordered  and  built  our  service  there  is  absolutely 
dependent  upon  the  pair  of  wires  now  there. 

We  remain  very  truly  yours, 

TFIE  UNITED  STATES  ILLUMINATING  COMPANY, 

By  A.  E.  SCOULLARD,  General  Supt. 

New  York,  Feb.  27,  1891. 

Hon.  Hugh  J.  Grant,  Chairman  Board  of  Electrical  Control,  City  Hall,  New  York: 

Dear  Sir: — We  have  been  furnished  with  a copy  of  the  proposed  resolution  of 
the  Board  of  Electrical  Control,  sent  by  the  Mayor,  to  cause  to  be  removed  after 
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June  I,  1891,  all  poles  carrying  electric  wires  within  the  district  bounded  by  Thiid 
avenue,  8th  avenue,  8th  street  and  S9th  street,  including  the  boundary  streets  and 
avenues.  We  have  already  availed  ourselves,  as  far  as  possible  up  to  date,  of 
the  subway  facilities  within  that  district,  and  by  June  ist  every  wire  within  this 
district  will  have  been  removed.  There  are  certain  streets  which  are  not  provided 
with  subways,  upon  which  we  have  wires  in  actual  service,  furnishing  lights  in 
these  streets.  They  are  as  follows! 

Sth  avenue  south  of  23d  street,  where  we  are  furnishing  18  city  lamps. 

34th  street,  where  we  are  furnishing  city  lamps. 

7th  avenue,  14th  street,  to  42d  street,  about  27  city  lamps  and  some  commercial 
lights. 

In  each  of  the  above  streets  we  have  but  one  wire,  upon  which  the  seivice  in 
those  streets  is  absolutely  dependent,  and  we  shall  be  very  glad  when  subway 
accommodations  are  furnished  in  those  streets,  so  that  we  can  replace  the  over- 
head wires  there  by  underground  cables,  and  we  assume  that  it  is  the  intention 
of  the  Board  to  allow  us  to  use  the  existing  overhead  wires  in  the  meantime. 

We  remain  very  truly  yours, 

BRUSH  ELECTRIC  ILLUMINATING  COMPANY, 

By  G.  M’FALL,  Sec’y  & Treas. 

Judge  Kelly  (representing  East  River  Electric  Light  Co.)  stated  that  theie 
were  no  subways  in  Sth  street,  west  of  Third  avenue,  and  m Irving  place,  from 
14th  street  to  20th  street. 

Mayor  Grant  stated,  in  reference  to  the  streets  mentioned  as  having  no  sub- 
ways, that  if  the  companies  would  apply  for  the  subways  the  Board  would  have 
them' constructed;  and,  in  the  event  of  their  not  so  applying,  the  Board  would 
consider  it  the  fault  of  the  companies  that  such  accommodations  are  not  provided. 

Mr.  Cutler  (President  of  the  Met.  Tel.  & Tel.  Co.)  stated  that  he  did  not 
want  the  opportunity  to  pass  without  objecting  to  the  resolution,  and  asked  to 
have  the  subway  terminal  poles  of  the  Metropolitan  Telephone  and  Telegraph 
Company  excepted  from  its  operation. 

The  Board,  after  some  colloquy  between  Mayor  Grant  and  Mr.  Cutler,  during 
which  Mayor  Grant  stated  that  he  proposed  to  cause  to  be  cut  every  pole  and 
wire  in  the  district  embraced  by  the  resolution  on  the  first  of  June,  adopted  the 
resolution  by  a unanimous  vote. 

An  application  of  the  United  States  Illuminating  Company,  dated  February 
19,  1891,  to  erect  two  regulation  city  lamp-posts  for  the  Park  Avenue  Hotel,  on 
motion  of  Mayor  Grant,  was  laid  over  until  certain  requirements  of  the  Board 
of  Aldermen  in  relation  to  such  lamp-posts  are  first  complied  with. 

The  following  communication  of  the  North  New  York  Lighting  Company 

was  read: 
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New  York,  Feb.  26th,  1891. 

To  the  Honorable  Board  of  Electrical  Control  of  the  City  of  New  York: 

Gentlemen.  The  lighting  of  Lincoln  avenue  is  included  in  the  contract  for 
street  lighting  that  the  city  has  made  with  us.  Both  sides  of  the  avenue  are 
now  occupied  with  signal  wires. 

We  desire  to  string  our  wires  on  the  easterly  side  of  the  avenue  from  I32d 
street  to  138th  street,  and  respectfully  ask  that  such  action  be  taken  as  may  be 
necessary  to  allow  the  permit  to  be  issued  for  placing  the  wires  for  said  public 
lighting. 

Very  respectfully, 

NORTH  N.  Y.  LIGHTING  CO., 

JOHN  J.  MOORE,  General  Manager. 

The  Board,  after  considering  the  communication  of  the  North  New  York 
Lighting  Company,  adopted  the  following  resolution: 

Resolved,  That  the  Secretary  be  directed  to  notify  the  companies  owning 
or  operating  signal  wires  on  the  easterly  side  of  Lincoln  avenue,  between  I32d 
and  138th  streets,  that  their  lines,  unless  consolidated  in  accordance  with  the 
rules  of  the  Board,  on  one  side  or  the  other  of  the  avenue,  as  recommended  by 
Lie  Engineer  and  the  Expert,  at  the  time  of  the  next  meeting  of  the  Board,  will 
be  cut  down. 

Unanimously  adopted. 

The  Board  considered  the  report  of  Engineer  Kearny,  dated  January  23, 
1891,  read  and  laid  over  at  the  meeting  of  the  Board  of  that  date,  and,  on  motion 
of  Mayor  Grant,  passed  the  following  resolution: 

^ Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 

be  authorized,  directed  and  empowered  to  construct  subsidiary  connections,  as 
follows : 

To  connect  premises  No.  ii  East  17th  street  with  Edison  main  on  east  side 
Fifth  avenue,  and  set  junction  box  at  point  of  intersection. 

To  connect  No.  55  Eighth  avenue  with  Edison  main  on  west  side  of  Eighth 
avenue  at  intersection  of  13th  street. 

To  connect  premises  No.  41  Dey  street  with  Edison  main  on  south  side  of 
Dey  street,  between  Broadway  and  Church  street. 

To  connect  premises  No.  28  Elm  street  with  spur  extending  into  east  side  of 
Elm  street,  from  Edison  main  on  Duane  street. 

To  connect  No.  iii  East  23d  street  with  Edison  main  on  east  side  of  Fourth 
avenue,  and  set  junction  box  at  point  of  intersection. 

To  connect  premises  Nos.  22-24  West  S9th  street  with  Edison  main  between 
Sixth  avenue  and  premises  No.  30  on  the  south  side  of  West  Spth  street. 

On  Sixth  avenue,  fiom  44!^  street  south  to  opposite  No.  765  Sixth  avenue. 
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Across  Third  avenue  at  99th  street,  from  east  side  of  the  avenue  extending 
TOO  feet  west  of  avenue. 


Unanimously  adopted. 


The  following  resolution  was,  on  motion  of  Mayor  Grant,  unanimously 
adopted; 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accom- 
modation of  telephone  and  telegraph  conductors  on  the  north  side  of  124th  street 
from  St.  Nicholas  to  Tenth  avenues,  to  connect  with  subway  already  constructed 
on  124th  street  to  St.  Nicholas  avenue,  in  order  to  avoid  the  necessity  for  the 
reconstruction  of  the  pole  line  on  124th  street,  between  the  points  mentioned. 
Said  subway  to  be  constructed  under  the  direction  of  the  Engineer  of  this  Board. 

Applications  of  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
for  subsidiary  and  subway  construction  were  referred  to  Engineer  Kearny  to  re- 
port at  the  next  meeting. 

The  Board  hereupon  adjourned  to  Friday,  March  6th.  1891,  at  2 o'clock  P.  M. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Mayor,  in  the  City  of  New  York,  on  Friday,  March  6th.  .891,  at  2 o clock 

P.  M.  ’ 


Present:  Mayor  Hugh  J.  Graut,  President;  Commissioners  Jacob  Hess  and 
Theodore  Moss. 


The  minutes  of  the  last  meeting  were  read  and  approved. 


Mayor  Grant:  The  first  business  will  be  the  report  of  the  Engineer  in  rela 
tion  to  the  subways  to  be  constructed. 


Engineer  Kearny:  The  notice  directed  to  be  sent,  under  the  resolution 
adopted  at  the  last  meeting,  to  the  various  electr.eal  companies,  requesting  them 
to  state  their  wants  in  respect  to  subway  accommodations,  was  mailed  the  day 
after  that  meeting  to  seventeen  different  companies  operating  in  New  York,  and 
gave  them  one  week  in  which  to  reply.  Only  the  United  States  Illuurinating 
Company,  the  Mount  Morris  Electric  Light  Company,  the  Manhattan  Eleclnc  ■ 
Liitht  Company,  the  Harlem  Lighting  Company  and  the  Stock  Quotation  Te  e- 
gr:ph  Company  have  answered  the  notice.  As  I have  received  these  miswers 
within  the  last  hour,  I have  been  unable  to  examine  and  tabulate  them.  The  u 
week  given  the  companies  to  make  reply  to  the  notice  will  not  expire  until  to- 

night. 
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Mayor  Grant;  When  can  you  make  a report? 

Engineer  Kearny:  In  24  hours. 

Mayor  Grant:  Suppose  we  adjourn  this  meeting  until  Wednesday,  at  12 
o'clock,  for  the  purpose  of  hearing  this  report. 

Engineer  Kearny:  I am  to  assume  that  all  applications  that  are  not  in  to- 
night are  not  to  come  in? 

Mayor  Grant:  They  forfeit  all  right  to  make  application  after  to-night. 

Mayor  Grant:  Have  the  companies  operating  signal  wires  in  Lincoln  avenue 
been  notified  to  consolidate  their  lines  under  the  resolution  passed  at  the  last 
meeting? 

Commissioner  Moss:  Yes,  sir;  but  I have  had  no  communications  from  them. 

Mayor  Grant  (after  receiving  from  Expert  Wheeler  the  statement  that  he 
had  not  made  an  inspection  of  the  Lincoln  avenue  lines)  moved  the  following- 
resolution  : 

Resolved,  That  the  Engineer  and  the  Expert  of  the  Board  be  requested  to 
inform  the  Board  at  its  next  meeting,  on  Wednesday,  as  to  the  status  of  the 
matter  of  the  pole  lines  on  Lincoln  avenue,  and  that  they  make  such  recommenda- 
tions as  they  may  see  fit  in  the  premises. 

Which  was  unanimously  adopted. 

Mayor  Grant:  Now,  about  the  Electric  Light  and  Power  Companies  which 
are  stringing  wires  overhead  downtown — have  notices  been  sent  to  them  under 
the  resolution  passed  at  the  last  meeting? 

Commissioner  Moss:  Yes,  sir. 

Mayor  Grant:  I move: 

Resolved,  That  the  Electrical  Expert  be  directed  to  report  to  this  Board  at 
the  next  meeting,  on  Wednesday,  the  places  in  which  are  already  completed  sub- 
ways in  which  Electric  Light  and  Power  Companies’  overhead  wires  can  be  put, 
and  the  wires  that  would  still  remain  up  after  that  is  done. 

Which  resolution  was  unanimously  adopted. 

Mayor  Grant:  I wish  again  to  call  the  attention  of  gentlemen  to  this  con- 
struction of  subways  for  the  coming  Summer — that  if  the  companies  have  not 
accommodations  for  their  wires  in  the  territory  indicated  in  the  resolution  that 
Avas  adopted  at  the  last  meeting,  I,  for  my  part,  shall  insist  upon  ^their  wires 
being  taken  down;  and  I shall  consider  that  they  have  neglected  to  make  the 
application  and  are  therefore  themselves  responsible.  And  I would  like  to  know 
from  the  Engineer  and  the  Expert  if  it  is  not  possible  in  some  of  the  districts 
in  which  companies  may  apply  for  subway  construction  to  place  their  wires  in 
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the  streets  running  in  the  same  direction  as  the  streets  applied  for.  For  instance, 
I understand  there  are  some  streets  in  that  territory  running  to  the  northward 
and  southward  that  have  subway  construction  in  them  but  have  no  electric  wires 
overhead,  but  the  next  avenue  has. 

Engineer  Kearny:  The  subways  were  laid  out  with  the  idea  of  having  every 
alternate  avenue  accommodate  all  the  wires,  so  that  every  other  avenue  would 
not  have  to  have  a subway  in  it.  There  are  a number  of  lines  that  are  trunk  lines 
coming  into  the  city,  that  could  come  all  the  way  down  Third  avenue,  that  now 
come  on  pole  lines  on  Second  avenue  and  Madison  avenue. 

Mayor  Grant:  I wish  you  would  indicate  all  these  all  over  the  city. 

Commissioner  Hess:  You  are  speaking  particularly  of  signalling  wires  now? 

Engineer  Kearny:  Yes. 

Mayor  Grant:  I hope  at  the  next  meeting  you  will  be  able  to  give  us  that. 

Mayor  Grant:  I wish  the  Secretary  would,  at  the  next  meeting,  take  from 
his  minutes  those  things  that  are  expected  to  be  taken  up,  so  that  nothing  may 
be  skipped  that  should  be  acted  upon.  Eor  instance,  at  the  last  meeting  30  days’ 
notice  was  given  to  the  Electric  Light  and  Power  Companies  to  take  down  their 
housetop  wires.  Now,  at  the  meeting  held  nearest  30  days  from  that  meeting  the 
Secretary  will  be  expected  to  call  the  Board’s  attention  to  that  fact;  and  all  the 
other  resolutions  of  that  nature  the  Secretary  will  be  expected  to  keep  a minute 
of  and  call  the  Board’s  attention  to.  I think  it  would  be  wise  to  keep  a diary. 

Judge  Kelly  (representing  East  River  Electric  Light  Co.) : May  we  have 
until  to-morrow  to  put  in  our  applications? 

Mayor  Grant:  I am  very  sorry,  but  I cannot  extend  that  time;  we  shall  ex- 
pect you  to  have  that  this  evening. 

Judge  Kelly:  I suppose  we  can  mail  it  to-night.  We  have  a right  under  the 
letter  until  to-morrow. 

Mayor  Grant:  If  that  is  the  case,  I cannot  alter  it. 

Adjourned  to  Wednesday,  March  nth,  1891,  at  12  o’clock  noon. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Wednesday,  March  nth,  1891,  at  12  o’clock  noon. 

Present:  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess  and 
Theodore  Moss. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

Mayor  Grant  called  for  the  reading  of  the  Report  of  Engineer  Kearny  upon  sub- 
way construction. 


The  Report  of  Engineer  Kearny,  as  follows,  was  thereupon  read: 

New  York,  March  ii,  1891. 

To  the  Honorable,  the  Board  of  Electrical  Control: 

Gentlemen  : — In  pursuance  of  a resolution  of  the  Board  of  Electrical  Control  of 
February  27th,  1891,  directing  me  to  notify  the  various  electrical  companies  operating 
in  the  City  of  New  York  to  furnish  me  with  a list  of  the  streets,  with  the  number  of 
ducts,  required  for  their  service,  where  they  wish  subways  constructed  the  ensuing 
season,  I mailed  letters  to  all  of  them  and  received  only  the  following  replies:  from 

Metropolitan  Telephone  Company, 

United  Electric  Light  and  Power  Company, 

Manhattan  Electric  Light  Company, 

Harlem  Lighting  Company, 

Mount  Morris  Electric  Light  Company, 

East  River  Electric  Light  Company, 

Edison  Electric  Illuminating  Company, 

the  original  letters  being  herewith  submitted,  with  a map  showing  the  streets  and 
avenues  designated  for  subway  construction  in  the  various  letters. 

Among  other  items  of  information  on  the  map,  I have  considered  it  advisable  to 
designate  by  yellow  color  the  various  streets  and  avenues  paved  by  the  Commissioner 
of  Public  Works  during  the  year  1890,  where  I assume  that  the  Board  will  deny 
applications  for  subway  construction,  in  accordance  with  the  often  expressed  intention 
of  the  Board,  as  well  as  Fifth  avenue  north  to  59th  street,  and  Broadway,  from 
Bowling  Green  to  59th  street,  after  the  new  paving  is  begun.  If  I am  right  in  this 
assumption,  many  of  the  streets  mentioned  in  these  letters  will  be  excluded,  and  I 
can,  therefore,  only  recommend  those  streets  and  avenues  outside  of  the  proscribed 
district  for  construction,  with  the  instruction  to  the  Consolidated  Telegraph  and  Elec- 
trical Subway  Company  that  preference  be  given  in  the  order  of  beginning  work  to 
streets  where  the  Commissioner  of  Public  Works  intends  repaving  during  the  coming 
season. 

Very  respectfully. 


HENRY  S.  KEARNY. 
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The  following  are  the  communications  referred  to  by  Engineer  Kearny  as  being 
submitted  with  his  report: 

New  York,  March  5,  1891. 

Hon.  Hugh  J.  Grant,  Mayor,  Chairman  Board  of  Electrical  Control,  New  York  City: 

Dear  Sir: — We  submit  herewith  a statement  of  certain  subway  facilities  we  will 
need  in  the  district  bounded  by  8th  street,  59th  street  and  3d  and  8th  avenues,  to 
enable  us  to  remove  our  overhead  lines  in  that  district  by  the  first  of  June,  1891,  in 
conformity  with  resolution  adopted  at  your  meeting  of  February  27th: 


Sth  avenue 

42d  street 

S9th  street 

East  side 

I 

duct 

5th  avenue 

42d  street 

59th  street 

West  side 

I 

5th  avenue 

8th  street 

23d  street 

West  side 

I 

<< 

Sth  avenue 

, 8th  street 

23d  street 

East  side 

I 

(( 

34th  street 

3d  avenue 

8th  avenue 

South  side 

I 

(k 

7th  avenue 

14th  street 

42d  street 

East  side 

I 

(( 

3d  avenue 

8th  street 

14th  street 

East  side 

I 

{( 

iith  street 

University  place 

50  E.  nth  St. 

South  side 

I 

i( 

University  pi. 

8th  street 

nth  Street 

East  side 

I 

({ 

(All  the  above  to  be  distributing  ducts.) 

Besides  the  above  we  will  require  the  following  subway  facilities  in  streets  which 

are  to  be  repaved  in  order  to  provide  for  the  aerial  lines  which 

we  now  have 

in  these 

streets. 

Broadway 

Bowling  Green 

Houston 

West  side 

4 duct* 

Church 

Chambers 

Canal 

East  side 

I 

i t 

3d  avenue 

6th  street 

8th  street 

East  side 

I 

1 i 

Park  Row 

Beekman 

Broadway 

East  side 

2 

(t 

Beekman 

William 

Pearl 

South  side 

I 

(( 

Grand 

Broadway 

Bowery 

South  side 

I 

<( 

Grand 

Bowery 

Goerck 

North  side 

I 

i( 

Grand 

Bowery 

Goerck 

South  side 

2 

(( 

23d  street 

6th  avenue 

loth  avenue 

North  side 

I 

it 

Washington  street 

Chambers 

Canal 

East  side 

I 

ii 

Washington 

Chambers 

Canal 

West  side 

I 

(( 

Chambers 

Greenwich 

Washington 

South  side 

2 

ii 

Desbrosses 

Washington 

West 

North  side 

I 

ii 

West 

Battery  place 

Desbrosses 

East  side 

I 

ii 

Bowery 

Canal 

Prince 

East  side 

2 

ii 

Bowery 

1st 

6th 

East  side 

2 

ii 

(All  the  above  to  be  distributing  ducts.) 


In  addition  to  the  two  groups  of  subway  facilities  above  described,  we  are  en- 
gaged in  the  preparation  of  a list  of.  such  other  facilities  as  we  may  require,  which  we 
hope  to  have  completed  so  as  to  submit  to  the  Honorable  Board  at  a very  early  (late, 
and  we  trust  you  will  afiford  us  the  further  time  necessary. 

Very  truly  yours, 

THE  UNITED  ELECTRIC  LIGHT  & POWER  COMPANY, 


By  C.  H.  JACKSON,  President. 
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New  York,  March  6,  1891. 

Hon.  Hugh  J.  Grant,  Mayor,  Chairman  Board  of  Electrical  Control,  New  York  City: 

Dear  Sir:— In  addition  to  our  letter  of  this  date,  in  which  we  submitted  a state- 
ment of  two  groups  of  subway  facilities  we  will  need,  we  desire,  in  conformity  with 
your  request  made  at  the  meeting  held  to-day,  to  sumbit  the  following  additional 
statement  of  subway  facilities.  This  list  includes  the  facilities  asked  for  last  year, 
which  were  not  provided,  and  also  facilities  in  streets  included  in  the  list  furnished 
by  the  Commissioner  of  Public  Works,  dated  February  26,  1891,  of  streets  to  be  re- 
paved, either  now  under  contract  or  in  contemplation. 


Cliff  street 

John  street 

Ferry 

2 

ducts 

Reade  street 

Hudson  street 

Broadway 

I 

a 

Spring 

Bowery 

Broadway 

2 

u 

Horatio 

Greenwich 

W.  4th  st. 

I 

(( 

Stone 

William 

Broad 

I 

ti 

Platt 

Pearl 

William 

I 

(( 

Madison  avenue 

33d  street 

36th  street 

2 

a 

Lexington  ave. 

2ISt  st. 

42d  st. 

2 

a 

Little  W.  I2th 

Washington 

loth  avenue 

I 

(( 

Bowling  Green 

State 

Whitehall 

I 

{( 

Liberty 

Broadway 

West 

I 

Cortlandt 

Broadway 

West 

I 

<< 

Dey 

Broadway 

West  " 

I 

(( 

Fulton 

Washington 

West 

I 

(( 

Vesey 

Broadway 

West 

I 

a 

Barclay 

Broadway 

Greenwich 

I 

(( 

Park  place 

Broadway 

Greenwich 

2 

(( 

Murray  st. 

Broadway 

Greenwich 

I 

i( 

Warren 

Broadway 

Greenwich 

I 

a 

Chambers 

Centre 

Greenwich 

2 

<< 

Duane 

Broadway 

W.  Broadway 

I 

<i 

Worth 

Broadway 

W.  Broadway 

I 

(< 

Franklin 

Broadway 

W.  Broadway 

I 

(( 

White 

Broadway 

W.  Broadway 

I 

<( 

Walker 

Broadway 

W^.  Broadway 

I 

(( 

4th  avenue 

17th 

32d 

West  side 

2 

(< 

3d  avenue 

14th 

S9th 

East  side 

I 

(( 

Houston 

1st  avenue 

Avenue  A 

North  side 

3 

(( 

Houston 

Avenue  A 

Avenue  B 

North  side 

2 

(< 

Houston 

Avenue  B 

Avenue  C 

North  side 

I 

<( 

45th  street 

Madison  avenue 

Sth  avenue 

I 

(( 

32d  street 

Lexington  ave. 

3d  avenue 

I 

<( 

Exchange  place 

Broadway 

William 

3 

a 

Maiden  Lane 

Broadway 

Liberty 

2 

(( 

Duane 

West 

W.  Broadway 

I 

<4 

Duane 

Broadway 

Elm 

4 

(( 

Duane 

Elm 

Park  Row 

I 

(C 

iSth  street 

Union  Square 

6th  ave. 

I 

(( 

17th  street 

Union  Square 

6th  ave. 

I 

{< 

53d  St. 

Madison  ave 

4th  ave. 

I 

(C 

58th  st. 

Lexington 

Madison 

South  side 

j 

<( 
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43d  St. 

5th  ave. 

6th  ave. 

North  side 

I 

duct 

Sth  ave. 

Waverly  place 

8th  st. 

East  side 

I 

ti 

Sth  ave. 

Waverly  place 

8th  st. 

West  side 

I 

U 

Pearl  st. 

Oak 

Broadway 

North  side 

I 

ii 

Pearl  st. 

Whitehall 

Wall 

East  side 

I 

ii 

Stone  st. 

Whitehall 

Broad 

South  side 

I 

it 

New  st. 

Marketfield 

Wall 

East  side 

I 

4 4 

William 

Beaver 

Old  Slip 

West  side 

I 

«« 

Elm  st. 

Reade 

Pearl 

East  side 

2 

it 

Elm 

Reade 

Pearl 

West  side 

2 

ii 

Centre 

Reade 

Canal 

East  side 

I 

ii 

Centre 

Reade 

Canal 

West  side 

I 

ii 

Park 

Duane 

Worth 

South  side 

I 

ii 

Worth 

Park 

Chatham  Sq. 

South  side 

I 

ii 

Old  Slip 

William 

South 

North  side 

2 

- 

Old  Slip 

William 

South 

South  side 

2 

<{ 

Water 

Old  Slip 

Wall 

West  side 

I 

ii 

Front 

Old  Slip 

Wall 

West  side 

I 

it 

South 

Old  Slip 

Wall 

West  side 

I 

ii 

South 

DePeyster 

Burling  Slip 

West  side 

I 

ii 

Nassau 

Park  Row 

Fulton 

4 

ii 

Nassau 

Fulton 

Wall 

2 

ii 

Beekman 

Park  Row 

William 

2 

ii 

Spring 

Greenwich 

West 

South  side 

I 

a 

Franklin 

Washington 

West 

South  side 

I 

a 

Reade 

Washington 

West 

South  side 

I 

ii 

Chambers 

Washington 

West 

South  side 

2 

a 

Dover  , 

Pearl 

South 

South  side 

I 

ii 

6th  ave. 

Carmine 

1 2th 

North  side 

I 

a 

6th  ave. 

Carmine 

14th  st. 

East  side 

I 

is 

i6th  st. 

Sth  ave. 

6th  ave. 

South  side 

I 

ii 

20th  st. 

Sth  ave. 

6th  aye. 

South  side 

I 

it 

2ISt  st. 

Sth  ave. 

6th  ave. 

South  side 

I 

ii 

Gramercy  Park 

I 

ii 

26th  st. 

3d  ave. 

Madison 

North  side 

I 

ii 

30th  street 

Madison  ave. 

Broadway 

North  side 

I 

ii 

35th  street 

Madison  ’ 

6th  ave. 

North  side 

I 

ii 

40th  st. 

Sth  ave. 

6th  ave. 

South  side 

I 

<{ 

45th  st. 

Sth  ave. 

6th  ave. 

South  side 

I 

ii 

48th  st. 

Madison  ave. 

7th  ave. 

South  side 

I 

it 

50th  street 

Sth  avenue 

6th  avenue 

North  side 

I 

it 

S7th  street 

3d  avenue 

8th  avenue 

North  side 

T 

ii 

39th  street 

Sth  avenue 

6th  avenue 

South  side 

I 

a 

In  this  and 

the'  other  applications 

of  this  date,  the 

first  column  de 

signates 

all  streets  in  which,  and  the  second  and  third  columns  name  streets,  from  and  to 
which,  the  subways  should  be  built. 

The  construction  is  desired  to  be  of  the  same  general  character  and  ad- 
vantages as  the  distributing  system  provided  last  year. 

Very  truly  yours, 

THE  UNITED  ELECTRIC  LIGHT  & POWER  COMPvVNY, 

By  C.  H.  JACKSON,  President. 
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New  York,  March  5th,  1891. 


Henry  S.  Kearny,  Esq.,  Engineer  to  Board  of  Electrical  Control,  1266  Broadway,  City: 


Dear  Sir: — Referring  to  your  communication  of  February  28th,  we  beg  to 
say  that,  after  carefully  consulting  the  list  of  streets  to  be  paved  or  repaved  this 
year,  kindly  furnished  us  by  the  Department  of  Public  Works,  we  shall  require 
one  distributing  duct  on  the  south  side  of  65th  street,  between  Madison  and  Fifth 
avenues.  We  presume  as  a matter  of  course  that,  should  the  necessities  of  our 
business,  which  we  cannot  foresee,  require  further  accommodation  later  on,  the 
same  will  be  furnished  us  upon  application,  provided  the  street  or  streets  have 
not  already  been  repaved. 


Please  reply  and  oblige. 

Yours  very  truly. 


/ 


THE  MANHATTAN  ELECTRIC  LIGHT  COMPANY,  LIMITED, 


By  E.  A.  LESLIE. 


New  York,  March  sth,  1891. 

PIenry  S.  Kearny,  Esq.,  Engineer  to  Board  of  Electrical  Control,  1266  Broadway,  City: 

Dear  Sir:— Referring  to  your  communication  of  the  28th  of  February,  we 
beg  to  say  that,  after  carefully  consulting  the  list  of  streets  to  be  paved  or  re- 
paved this  year,  kindly  furnished  us  b}'-  the  Department  of  Public  Works,  we 
shall  require  one  distributing  duct  on  the  south  side  of  86th  street,  between  Third 
avenue  and  East  River  Park.  We  presume  as  a matter  of  course  that,  should 
the  necessities  of  our  business,  which  we  cannot  now  foresee,  require  further 
accommodation  later  on,  the  same  will  be  furnished  us  upon  application,  provided 
the  street  or  streets  have  not  already  been  repaved. 


Please  reply  and  oblige. 

Yours  very  truly, 

TPIE  MANHATTAN  ELECTRIC  LIGHT  COMPANY,  LIMITED, 


By  E.  A.  LESLIE. 


New  York,  March  sth,  1891. 


Colonel  Henry  S.  Kearny,  Engineer,  Board  of  Electrical  Control,  1266  Broadway, 
New  York: 

Dear  Sir: — In  compliance  with  the  request  of  your  letter  of  the  28th  of  Feb- 
ruary, we  beg  herewith  to  hand  you  the  list  of  subways  that  the  Mount  Morris 
Electric  Light  Company  desires. 

We  also  beg  to  call  your  special  attention  to  the  fact  that  there  were  four 
streets,  as  follows:  Duane  street,  Broadway  to  Greenwich;  Reade  street,  Broad- 
way to  Washington;  Worth  street,  Broadway  to  Hudson,  and  Wall  street,  Broad- 
way to  Pearl,  which  were  repaved  in  1890  and  in  which  no  facilities  were  pro- 
vided for  this  company,  although  the  Subway  Co.  was  ordered  to  build  the  same 
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and  we  made  proper  application  as  required;  and  we  earnestly  hope  that  you  will 
cause  the  subways  to  be  built  in  those  streets  at  an  early  date. 

Respectfully, 

THE  MOUNT  MORRIS  ELECTRIC  LIGHT  CO., 

EDWARD  MAY,  President. 


LIST  OF  STREETS  IN  WHICH  SUBWAY 

FACILITIES 

ARE 

DESIRED, 

AND  WHICH  ARE  TO  BE  REPAVED. 

No. 

Ducts. 

disk 

main. 

Park  Row,  Broadway  to  Frankfort  st.. 

S.  S. 

I 

Church  st..  Chambers  to  Canal, 

E.  S. 

I 

Broadway,  Houston  to  Bowling  Green, 

W.  S. 

I 

Beekman  st..  Park  Row  to  Pearl, 

S.  S. 

I 

Washington,  Chambers  to  Canal, 

E.  S. 

I 

Chambers,  Greenwich  to  West  street. 

S.  S. 

I 

Desbrosses,  Greenwich  to  West  st.. 

N.  S, 

I 

Canal  st.,  Washington  to  West  st.. 

S.  S. 

2 

West  st.,  Gansevoort  to  Battery  place, 

E.  S. 

I 

Grand  st.,  Broadway  to  Goerck, 

S.  S, 

I 

Also  the  following,  provided  subway  will  be 

built  up  to  Broadway: 

Reade  st.,  Washington  to  West  st.. 

S.  S. 

I 

STREETS  IN  WHICPI  SUBWAY  FACILITIES  ARE 

DESIRED  AND 

WHICH  WERE  APPLIED 

FOR  IN  1890. 

No.. 

Ducts. 

dist. 

main. 

Church  st..  Chambers  to  Fulton, 

E.  S. 

I 

Mercer  st..  Canal  st.  to  8th  st.. 

E.  S. 

I 

Greene  st..  Canal  to  8th  st.. 

E.  S. 

I 

. Reade  st..  Centre  to  Chatham  st.. 

S.  S. 

I 

Greenwich  st.,  Fulton  to  Liberty, 

W.  S. 

I 

2 

Greenwich  st..  Liberty  to  Morris, 

W.  S. 

I 

I 

Greenwich  st.,  Morris  st.  to  Battery, 

W.  S. 

I 

Morris  st.,  Greenwich  to  Broadway  (E.  S.) 

S.  S. 

I 

I 

Pearl  st.,.  Whitehall  to  Fulton, 

E.  S. 

I 

Exchange  place,  Broadway  to  William  st.. 

S.  S. 

I 

Liberty,  West  to  Pearl  street,. 

S.  S. 

I 

Cortlandt,  West  to  Broadway, 

s.  s. 

I 

Maiden  Lane,  Broadway  to  Liberty, 

s.  s. 

I 

Dey  st..  West  to  Broadway, 

s.  s. 

I 

John  st.,  Broadway  to  Pearl, 

s.  s. 

I 

Fulton,  William  to  Pearl, 

N.  S. 

I 

Vesey-st.,  West  to  Broadway, 

s.  s. 

I 

Barclay,  West  to  Broadway, 

s.  s. 

I 

Park  place,  Broadway  to  Greenwich, 

N.  S. 

I 

Park  place,  Broadway  to  Greenwich, 

S.  S. 

I 
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Murray,  Broadway  to  Greenwich, 

Warren,  Broadway  to  Greenwich, 

Chambers  st.,  Broadway  to  Greenwich, 
Franklin,  Broadway  to  West  Broadway 
White  st.,  Broadway  to  West  Broadway, 
Walker  st.,  Broadway  to  West  Broadway, 
Clinton  place,  Broadway  to  University  place. 
University  place,  Clinton  place  to  14th  st., 
Nassau  st..  Wall  st.  to  Park  row, 

14th  st.,  8th  ave.  to  9th  ave.. 

College  place.  Chambers  to  Barclay, 

Pearl  st.,  Broadway  to  Oak, 

New  st..  Exchange  place  to  Marketfield, 

Old  Slip,  William  to  South  st.. 

Canal  st.,  Greenwich  to  Washington, 

Duane  st.  Park  row  to  Broadway, 

Elm  st.,  Reade  to  Pearl, 

Centre  st.,  Reade  to  Canal  st.. 

Park  st.,  Duane  st.  to  Worth, 

Water  st..  Old  Slip  to  Wall  st.. 

Front  st..  Old  Slip  to  Wall  st.. 

South  st..  Old  Slip  to  Wall  st.. 
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S.  S. 
S.  S. 
S.  S. 
S.  S. 
S.  S. 
S.  S. 
S.  S. 
W.  S. 
E.  S. 
S.  S. 
W.  S. 
N.  S. 
E.  S. 
W.  S. 
S.  S. 
S.  S. 
E.  S. 
W.  S. 
W.  S. 
N.  S. 
N.  S. 
N.  S. 


No. 

dist 

I 

I 

I 

1 

I 

I 

I 

I 

I 

I 

I 

I 

I 

1 

2 
I 
I 
I 
I 

. I 
I 
I 


Ducts 

main. 


WE  ALSO  APPLIED  EOR  THE  EOLLOWING  DUCTS  IN  1890,  WHICH 
WERE  NOT  BUILT,  AND  WE  HEREBY  RENEW  OUR 
APPLICATIONS  EOR  THE  SAME. 


S.  S. 
S.  S. 

s.  s. 
s.  s. 


No. 

dist. 

I 

I 

I 

I 


Ducts. 

main. 


Wall  st.,  Broadway  to  Pearl  st., 

Reade  st.,  Broadway  to  Washington  st., 

Duane  st.,  Broadway  to  Greenwich, 

Worth  st.,  Broadway  to  Hudson  st.. 

The  above  streets  are  very  urgent,  and  we  very  much  desire  their  construction 
at  early  date.  Respectfully, 

THE  MOUNT  MORRIS  ELECTRIC  LIGHT  CO., 

EDWARD  MAY,  President. 

March  Sth,  1891. 

New  York,  March  6th,  1891. 

Mr.  H.  S.  Kearny,  Chief  Engineer,  Board  Electrical  Control : 

Dear  Sir  : In  reply  to  yours  of  Feb.  28th  we  respectfully  request  that  you  cause 

subways  to  be  built  as  follows: 

8th  street  and  Clinton  place,  from  3d  to  6th  avenue,  north  side. 

Irving  place,  14th  to  20th  st.,  west  side. 

67th  st.,  3d  avenue  to  Lexington,  north  side. 


mi 
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Broadway,  Houston  to  Bowling  Green,  west  side. 

Grand  street,  Broadway  to  East  River,  north  side. 

Grand  street,  Bowery  to  East  Broadway,  south  side. 

Church  street.  Chambers  to  Canal,  west  side. 

Canal  street.  Church  to  Broadway. 

Park  row,  Broadway  to  Frankfort,  west  side. 

Bowery,  Park  row  to  6th  street,  east  side. 

3d  avenue,  6th  street  to  59th  street,  east  side. 

Will  call  on  you  Monday  A.  M.  in  reference  to  above.  Kindly  defer  action 
until  then  and  greatly  oblige.  Yours  very  truly, 

E.  E.  DEXTER,  Superintendent  East  River  Electric  Light  Co. 

New  York,  March  9th,  1891. 

Mr.  H.  S.  Kearny,  Engineer,  Board  of  Electrical  Control : 

Dear  Sir;— In  addition  to  applications  for  subways  under  date  March  7th,  please 
cause  to  be  built  for  us  the  following: 

On  34th  street,  from  3d  avenue  to  4th  ave.,  south  side,  i duct  distrib. 

On  34th  street,  from  4th  avenue  to  6th  avenue,  north  side,  i ductj  distrib. 

On  6th  avenue,  from  Carmine  to  14th  street,  west  side,  i duct  distrib. 

On  5th  avenue,  from  13th  street  to  23d  street,  west  side,  i duct  distrib. 

Kindly  have  all  ducts  applied  for,  both  under  this  date  and  that  of  March 
7th,  be  distributing  ducts.  Thanking  you  kindly  for  your  indulgence,  we  remain. 

Yours  very  truly, 

EAST  RIVER  ELECTRIC  LIGHT  CO., 

Per  E.  DEXTER,  Supt. 

P.  S.  Also  I duct  distrib.  on  76th  street,  from  3d  avenue  to  5th  avenue. 

The  Edison  Electric  Illuminating  Co.  of  New  York, 

March  6th,  1891. 

Col.  H.  S.  Kearny,  Engineer,  the  Board  of  Electrical  Control,  1266  Broadway,  New 
York  City: 

Dear  Sir:— In  addition  to  the  copy  of  the  letter  to  the  Consolidated  Telegraph 
& Electrical  Subway  Company,  handed  to  you  to-day,  I inclose  copy  of  a second 
letter  to  them,  containing  a list  of  additional  streets  made  up  on  receipt  of 
Commissioner  Gilroy’s  official  letter,  which  included  several  streets  not  in  the 
list  originally  obtained  from  him.  Please  consider  all  these  as  applications 
before  the  Board.  We  are  notifying  the  Consolidated  Telegraph  & Electrical 
Subway  Company  that  we  shall  also  desire  to  take  on  the  north  side  of  58th 
street,  between  Madison  and  Park  avenues,  to  connect  a sub-station,  which  we  are 
establishing  there,  with  our  mains.  Truly  yours. 


R.  R.  BOWKER,  First  Vice-President. 
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The  Edison  Electric  Illuminating  Co.  of  New  York. 


February  27th,  1891. 

The  Consolidated  Telegraph  & Electrical  Subway  Co.,  No.  115  West  38th  Street, 
New  York  City: 


Gentlemen 

-We  desire  that  you  will  arrange  to  provide  during  the  coming  season 

for  Edison  ducts 

in  the  following  named  streets,  which  are  included  in  the  paving 

plans  of  the  Commissioner  of  Public 

Works  during  the  current  year  or  in  the 

work  left  over  from  last  year: 

On 

Side. 

From 

To 

Bowling  Green 

South 

Whitehall  st. 

Battery  pi. 

Broadway 

East 

N.  from  Exchange  pi 

Broadway 

West 

N.  from  Battery  pi. 

For  such  distances  and  at  such  places 

as  new  ducts  or  re- 

pairs may  be  necessary  previous  to  the 

new  paving. 

Beekman  st. 

Both 

Pearl  st. 

Park  row 

Park  row 

East 

Ann  st. 

Beekman  st. 

Bowery 

West 

Chatham  Square 

Canal  st. 

Bowery 

Both 

Canal  st. 

Grand  st. 

Grand  st. 

South 

Broadway 

Bowery 

Third  ave. 

North  from  14th  st.  at  such  places  wh 

ere  ducts  may  be  re- 

quired  to  tie  together  our  system. 

Sixth  ave. 

Both 

8th  st. 

14th  st. 

20th  st. 

North 

Fifth  ave. 

Sixth  ave. 

A space  of  about 

250  feet  completing  our  line. 

20th  st. 

South. 

Third  ave. 

Fourth  ave. 

Gramercy  Park 

Both 

20th  st. 

2ist  st. 

2ISt  st. 

North 

Third  ave. 

Fourth  ave. 

23d  St. 

North 

Madison  ave. 

Third  ave. 

26th  st. 

N orth 

Third  ave. 

Eighth  ave. 

30th  st. 

North 

Madison  ave. 

Fifth  ave. 

4Sth  st. 

North 

Fifth  ave. 

Sixth  ave. 

48th  st. 

South 

Fifth  ave. 

Seventh  ave. 

57th  st. 

North 

Fifth  ave. 

Park  ave. 

Madison  ave. 

Both 

60th  st. 

66th  st. 

Also  on  the  following,  when  widened: 

College  pi. 

Vesey  st. 

Chambers  st 

Also  on  the  following  streets: 

Liberty  st. 

North 

Broadway 

West  st. 

West  st. 

East 

Liberty  st. 

Vesey  st. 

Vesey  st. 

North 

Broadway 

West  st. 

West  Broadwa}’’ 

Chambers  st. 

Duane  st. 

Thomas  st. 

Both 

Broadway 

Church  st. 

Worth  st. 

Both 

Broadway 

West  Broadway 

Franklin  st. 

Both 

Bro.adway 

Greenwich  st. 

White  st. 

Both 

Broadway 

West  Broadway 

Walker  st. 

Both 

Broadway 

West  Broadway 

Pearl  st. 

East 

Whitehall  st. 

Wall  st. 

Mail  st. 

South 

Park  row 

Broadway 
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On 

Side 

From 

To 

N.  William  st. 

East 

Frankfort  st. 

Park  row 

Centre  st. 

West 

Park  row 

Duane  st. 

Duane  st. 

South 

Park  row 

Centre  st. 

Park  st. 

East 

Pearl  st. 

Worth  st. 

Worth  st. 

South 

Park  st. 

Chatham  Sciuare 

Sixth  ave. 

East 

40th  st. 

53d  st. 

8th  st. 

Broadway 

Sixth  ave. 

34th  st. 

South 

Sixth  ave. 

Eighth  ave. 

34th  st. 

South 

Fifth  ave. 

Third  ave. 

3Sth  st. 

North 

Fifth  ave. 

Lexington  ave. 

39th  st. 

North 

Sixth  ave. 

Eighth  ave. 

39th  st. 

Both 

Madison  ave. 

Park  ave. 

Park  ave. 

West 

38th  st. 

40th  st. 

40th  st. 

South 

Sixth  ave. 

Broadway 

42d  st. 

North 

Madison  ave. 

Fourth  ave. 

43d  st. 

South 

Fifth  ave. 

Sixth  ave. 

S9th  st. 

South 

Sixth  ave. 

Madison  ave. 

We  include  in  this  list,  as  we  understand  is  desired,  streets  for  which  permits 
have  already  been  granted  by  The  Board  of  Electrical  Control,  and  while  we  do  not 
abandon  the  laying  of  lines  on  streets  for  which  permits  have  already  been  granted 
the  foregoing  list  represents  our  general  plan  of  work  for  the  year  1891,  to  which  we 
propose  to  add  only  such  portions  of  streets  on  which  ducts  may  be  demanded  for 
special  reasons  arising  later  in  the  season. 

We  have  endeavored  to  keep  our  plans  within  such  limits  as  will  permit  us  to 
close  our  construction  with  the  close  of  the  fall  instead  of  carrying  it  as  during  the 
past  year  into  the  winter  season. 


Truly  yours, 

R.  R.  BOWKER,  First  Vice-President. 

The  Edison  Electric  Illuminating  Co.  of  New  York, 

^ . March  4th,  1891. 

The  Consolidated  Tel.  & Electrical  Subway  Co.,  Leonard  F.  Beckwith,  Esq.,  Chiet 
Engineer,  115  West  38th  street.  New  York: 

Dear  Sir: — We  have  your  favor  of  March  3d,  in  reply  to  my  memorandum  dated 
February  27th,  and  thank  you  for  contents  of  same.  The  full  list  was  sent  you,  as 
stated,  that  the  applications  might  be  made  in  either  way  your  Company  preferred. 

This  Company  received  yesterday  afternoon  the  official  list  of  pavements  con- 
tracted for,  advertised,  or  contemplated,  which  includes  some  streets  not  on  the  list 
previously  sent  us  by  the  Commissioner  of  Public  Works  unofficially;  we  therefore 
notify  you  that  we  may  desire  during  the  current  year  ducts  on  the  following  streets, 
additional  to  those  already  scheduled  in  our  letter  of  February  27th,  although  as 
these  will  be  included  in  the  paving  resolution,  we  do  not  understand  that  specific 
application  on  your  part  will  be  necessary : 
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On 


Side 

Both 

Both 

North 

Both 

North 

East 

East 


From 


To 


63d  street 
I 6th  street 
64th  street 
65th  street 


Church  street 


Greenwich  street 
West  street 


Chambers  street 
Madison  avenue 
Fifth  avenue 


Fourth  avenue 
Fourth  avenue 
Vesey  street 


Liberty  street 


Canal  street 
Fifth  avenue 
Sixth  avenue 
Fifth  avenue 
Fifth  avenue 
Barclay  street 
Vesey  street 


Very  truly  yours, 

R.  R.  BOWKER,  First  Vice-President. 


The  Metropolitan  Telephone  and  Telegraph  Co., 

New  York,  March  10,  1891. 


Henry  S-  Kearny,  Engineer  to  Board  of  Electrical  Control : 

Dear  Sir  Referring  to  your  letter  of  the  28th  ultimo,  inquiring  whether  this 
Company  will  ask  for  subways  to  be  placed  under  the  streets,  a list  of  which  you 
append  as  a communication  from  Commissioner  Gilroy,  dated  26th  ultimo,  coveiing 
streets  to  be  repaved  immediately,  and  also  inquiring  what  additional  subways  this 
Company  will  wish  constructed  this  season,  I beg  to  reply  that  it  does  not  appear 
that  there  are  any  streets  affected  by  Commissioner  Gilroy’s  list,  in  which  we  will 
need  subways  or  subsidiary  pipes. 

. This  Company  has  under  consideration  the  following  list  of  subways,  which  we 
now  think  we  will  ask  constructed  for  this  season; 

The  extension  of  Worth  st.  subway  from  Chatham  square  north  through  East 
Broadway  to  Rutgers  and  east  on  Rutgers  st.  to  the  East  River. 

The  East  Grand  st.  subway  to  be  extended  from  Chrystie  st.  to  the  East  River. 

East  Houston  from  Allen  to  the  East  River. 

West  4th  street  from  6th  ave.  to  Christopher,  and  down  Christopher  st.  to  the 
North  River. 

West  i8th  st.  subway  from  8th  ave.  to  the  North  River,  and  I3tk  street  from  the 
North  River  north  to  the  East  River. 

East  30th  street  from  4th  ave.  to  the  East  River. 

West  30th  st.  from  8th  ave.  to  the  North  River. 

East  32d  st.  from  Sth  ave.  to  4th  ave. 

West  38th  st.  from  8th  ave.  to  the  North  River. 

East  42d  street  from  Madison  ave.  to  Lexington  ave. 

East  45th  st.  from  Lexington  ave.  to  the  East  River. 

We.st  50th  st.  from  8th  ave.  to  North  River. 

East  S2d  street  from  Lexington  ave.  to  the  East  River. 

East  58th  street  from  3d  ave.  to  the  East  River. 


Yours  truly, 

DAVID  B.  PARKER,  General  Manager. 


Engineer  Kearny  made  a statement  explaining  his  report  and  the  accompanying 


map. 
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Mayor  Grant : The  report  will  be  accepted  and  placed  on  file. 

The  Board,  in  connection  with  the  report,  considered  in  detail  the  following  reso- 
lution proposed  by  Mayor  Grant: 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be, 
and  it  hereby  is,  authorized  and  directed  to  construct  subways  forthwith,  as  they  have 
been  applied  for  by  the  several  electric  companies  under  resolution  of  this  Board,  in 
the  district  bounded  on  the  north  by  spth  street,  on  the  south  by  8th  avenue  and 
Clinton  place,  on  the  east  by  Third  avenue,  and  on  the  west  by  Eighth  avenue,  in  the 
following  ’named  streets  and  avenues,  to  wit : 

Seventh  ave*ue,  14th  to  45th  streets. 

Sixth  avenue,  40th  to  53d  streets. 

Fourth  avenue,  west  side,  17th  to  32d  streets. 

University  place,  8th  to  14th  streets, 

Irving  place,  14th  to  20th  streets, 

3d  avenue,  east  side,  6th  to  Spth  streets, 

Clinton  place,  3d  avenue  to  6th  avenue, 

13th  street,  river  to  river, 

14th  street,  8th  to  9th  avenues, 

15th  street.  Union  square  to  5th  avenue, 
i6th  street,  5th  to  6th  avenue, 

17th  street.  Union  square  to  5th  avenue, 
i8th  street,  8th  avenue  to  North  River, 

20th  street,  5th  to  6th  avenue, 

20th  street,  3d  to  4th  avenues, 

21  st  street,  from  5th  to  6th  avenues, 

2ist  street,  3d  to  4th  avenues, 

27th  street,  3d  to  8th  avenues, 

30th  street,  4th  avenue  to  East  River, 

30th  street,  Madison  avenue  to  Broadway, 

30th  street,  8th  avenue  to  North  River, 

32d  street,  3d  to  Lexington  avenues, 

32d  street,  4th  to  5th  avenues, 

33d  street,  6th  to  loth  avenues, 

34th  street,  3d  avenue  to  8th  avenue, 

35th  street,  Lexington  to  6th  avenues, 

38th  street,  8th  avenue  to  North  River, 

39th  street,  4th  to  Madison  avenues, 

39th  street,  5th  to  8th  avenues, 

40th  street,  5th  avenue  to  Broadway, 

42d  street,  3d  to  Madison  avenues, 

43d  street,  5th  to  6th  avenues. 
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45th  street,  Lexington  avenue  to  East  River, 

45th  street,  Madison  to  6th  avenues, 

47th  street,  Madison  to  7th  avenues, 

48th  street,  5th  to  7tli  avenues, 

50th  street,  8th  avenue  to  North  River, 

50th  street,  Sth  to  6th  avenues, 

52d  street,  Lexington  avenue  to  East  River, 

57th  street,  3d  to  8th  avenues, 

S8th  street,  Lexington  avenue  to  East  River,  ' 

59th  street,  6th  to  8th  avenues. 

The  number  of  ducts  and  styles  of  construction  is,  in  each  case,  to  be  designated 
by  the  Engineer  to  the  Board. 

Pending  the  consideration  of  the  resolution  (which  was  not  adopted),  Mayoi 
Grant  offered  the  following: 

Resolved,  That  the  Engineer  be  requested  to  furnish  to  the  Board  at  its  next 
meeting  two  lists  for  the  construction  of  subways  in  the  territory  known  as  the  pro- 
scribed territory — between  8th  and  59th  streets.  Third  and  Eighth  avenues — one  list 
to  be  for  the  construction  of  such  subways  as  will  be  necessary  to  clear  that  territory 
of  existing  pole  lines,  the  other  to  cover  that  territory  for  subways  in  streets  where 
new  pavements  are  to  be  laid  by  the  Commissioner  of  Public  Works. 

Which  was  unanimously  adopted. 

Mayor  Grant:  This  matter  will  be  laid  over  until  Friday  at  ii  o’clock. 


Mr.  Lauterbach  (representing  the  Consolidated  Telegraph  and  Electrical  Subway 
Company)  read  to  the  Board  the  following  statement,  which  was  directed  to  be  placed 
on  file: 


CONSTRUCTION  OF  1890  AT  REQUEST  OF  THE  SEVERAL  ELECTRIC 


LIGHT  COMPANIES. 


Company. 

Mileage 

constructed. 

Mileage 
occupied 
to  date. 

Vacant. 

United  Electric  Light  & P.  Co 

39-754 

1-752 

38.002 

East  River  Electric  Light  Co 

.727 

8.291 

Mt.  Morris  Electric  Light  Co 

2.069 

12.248 

Manhattan  Electric  Light  Co 

.204 

3-257 

66.550  4.752 

Mayor  Grant  (after  a colloquy  between  himself  and  Mr.  Browne  and  Mr. 

61.798 

Cravath 

in  respect  to  the  pole  line  on  Broadway  between  Houston  and  14th  streets,  the  latter 
claiming  for  the  United  States  Illuminating  Company  as  a reason  for  the  non-removal 
of  the  line  both  an  inability  to  obtain  subsidiary  connections  and  an  insufficiency  of 
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subway  ducts)  : I will  write  an  order  now  and  send  it  over  to  the  Commissioner  of 
Public  Works,  directing  him  to  cut  that  pole  line  on  Broadway  between  Houston  and 
14th  street  on  the  first  day  of  April  if  it  is  then  in  existence.  Mr.  Speer,  I wish  you 
would  draft  an  order  to  the  Commissioner  of  Public  Works,  directing  him  to  cut  the 
pole  line  on  Broadway  from  14th  street  to  Houston,  both  sides,  and  that  it  be 
executed  on  the  first  day  of  April. 

Engineer  Kearny  reported,  in  reference  to  the  Lincoln  avenue  pole  line,  that  the 
Postal  Telegraph  Company  occupied  the  east  side  and  the  Western  Union  Company 
the  west  side  of  the  avenue;  and  that  a receiver  has  charge  of  the  Postal  Company, 
which  is  enjoined  by  an  injunction  of  the  United  States  Court  from  touching  any  of 
its  poles  and  wires.  This  latter  Company  is  to  be  sold  next  week. 

Expert  Wheeler  suggested  that  the  Board  permit  the  erection  of  a new  line 
large  enough  to  carry  the  wires  of  the  two  companies  in  place  of  the  two  old  ones. 

And  Mayor  Grant  offered  the  following  resolution  : 

Resolved,  That  within  one  week  the  pole  lines  of  the  Western  Union  Telegraph 
Company  and  Postal  Telegraph  Company  on  Lincoln  avenue  must  be  removed;  and 
a permit  will  be  given  to  these  two  companies  to  reconstruct  a line  on  the  west  side  of 
the  avenue,  with  provision  for  wires  of  the  Eire  Department,  to  carry  their  own  and  the 
said  Department’s  wires.  This  matter  to  be  adjusted  by  the  Engineer  of  this  Board 
and  the  same  to  be  completed  within  one  week  from  to-day.  And  the  Secretary  is 
directed  to  notify  these  companies  of  this  resolution. 

Which  was  adopted. 

Expert  Wheeler  reported  the  following  streets  as  having  subways  in  which  house- 
top wires  of  Electric  Light  and  Power  Companies  can  be  placed : 

Broadway,  Canal  to  Whitehall  street, 

Greenwich  street,  Ganal  to  Eulton  street, 

Eulton  street,  William  to  Washington  street, 

Washington  street,  Eulton  to  Cortlandt  street, 

William  street.  Chambers  to  Broad  street. 

Broad  street.  Wall  to  Bridge  street, 

Beaver  street,  Bowery  to  Wall  street. 

Pearl  street,  Eulton  to  Canal  street, 

West  Broadway,  Canal  to  Chambers, 

Leonard,  Broadway  to  Hudson  street, 

Thomas  street.  Church  to  Hudson  street, 

Reade  street.  Centre  street  to  Broadway, 

Centre  street,  Duane  to  Chambers  street, 

Chatham  street.  Pearl  to  Erankfort  street. 
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Mayor  Grant,  at  the  conclusion  of  Expert  Wheeler’s  Report,  moved  the  following 
resolution : 

Resolved,  That  the  Secretary  of  this  Board  send  to  the  Electric  Light  and  Powei 
Companies  which  are  operating  housetop  wires  the  list  of  streets,  as  furnished  by  the 
Electrical  Expert,  where  there  are  subways  in  which  they  are  expected  to  have  their 
wires  at  the  time  mentioned  in  the  resolution  of  February  27th. 

Which  was  adopted. 

The  following  communication  was  read ; 

New  York,  March  nth,  1891. 

Hugh  J.  Grant,  Esq.,  Mayor  New  York  City: 

Dear  Sir: — I respectfully  request  the  Board  of  Control  to  authorize  Mr.  Wheeler, 
your  expert,  to  visit  Philadelphia  and  examine  my  system  of  underground  electrical 
conductors,  and  report  his  observations  and  conclusions  to  your  honorable  body  his 
opinion  as  to  the  economy  and  efficiency  of  its  employment  in  the  further  extension 
of  your  underground  system  in  New  York. 

^ Very  respectfully, 

DAVID  BROOKS,  Union  League  Club,  Philadelphia. 

Mayor  Grant : I am  perfectly  willing  that  both  the  Expert  and  the  Engineer  should 
go  to  Philadelphia.  It  is  their  duty  to  get  all  the  information  they  can. 

The  following  report  of  Engineer  Kearny  was  read: 

New  York,  March  ii,  1891. 

To  the  Honorable,  The  Board  of  Electrical  Control: 

Gentlemen  : — I have  to  recommend  that  you  authorize  the  construction  of  the 
following  subsidiary  connections  applied  for,  and  referred  to  me  for  consideration  . 

For  Edison  Electric  Illuminating  Company. 

To  connect  premises  No.  9 Vestry  street  with  Edison  main  on  south  side  of  Cana\ 
street,  connection  to  be  made  with  junction  box  at  the  intersection  of  Canal,  Varick 
and  Vestry  streets. 

To  make  connection  between  premises  Nos.  5 ^.nd  17  Trinity  place.  (Chinch 
street.) 

For  Western  Union  Telegraph  Company. 

Connection  from  a manhole  on  the  north  side  of  Battery  place  at  the  intersection 
of  Greenwich  street  to  pole  on  east  side  of  West  street  just  north  of  Battery  place. 

For  Postal  Telegraph  Cable  Company. 

Connections  from  nearest  manholes  on  line  of  subway 

To  85  East  13th  street  near  Broadway, 

To  5 East  14th  street  near  5th  avenue, 
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To  1132  Broadway  near  25th  street, 

To  1181  Broadway  near  28th  street, 

To  Hotel  Metropole,  Broadway  and  42d  street, 

To  714  Seventh  avenue  near  47th  street. 

Very  respectfully, 

H.  S.  KEARNY,  Engineer. 

The  Board  considered  the  Report  of  Engineer  Kearny,  Mayor  Grant  offering  the 
following  resolution : 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
authorized,  empowered  and  directed  to  construct  subsidiary  connections,  as  follows : 

To  connect  premises  No.  9 Vestry  street  with  Edison  main  on  south  side  of  Canal 
street,  connection  to  be  made  with  junction  box  at  the  intersection  of  Canal,  Varick 
and  Vestry  streets. 

To  make  connection  between  premises  Nos.  5 and  17  Trinity  place.  (Church 
street.) 

Connection  from  a manhole  on  the  north  side  of  Battery  place  at  the  intersection 
of  Greenwich  street  to  pole  on  east  side  of  West  street  just  north  of  Battery  place. 

Which  resolution  was  unanimously  adopted. 

Whereupon  the  Board  adjourned  until  Friday,  March  i8th,  1891,  at  ii  o’clock  A.  M. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Wednesday,  March  i8th,  1891,  at  ii  o’clock  A.  M. 

Present:  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess  and  Theo- 
dore Moss. 

Commissioner  Hess  moved  the  following  resolution : 

Resolved,  That  the  minutes  of  the  last  meeting  be  corrected  by  making  the  resolu- 
tion at  page  25  of  said  minutes  read  as  follows : 

Resolved,  That  the  Engineer  be  requested  to  furnish  to  the  Board  at  its  next 
meeting  two  lists  lor  the  construction  of  subways — one  list  for  such  subways  in  the 
territory  known  as  the  proscribed  territory,  between  8th  and  59th  streets.  Third  and 
Eighth  avenues,  as  will  be  necessary  to  clear  that  territory  of  existing  pole  lines,  the 
other  for  subways  in  streets  where  new  pavements  are  to  be  laid  by  the  Commissioner 
of  Public  Works. 

Which  was  unanimously  adopted. 
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Mayor  Grant : The  minutes,  with  that  exception,  will  stand  over  until  the  next 
meeting. 

Engineer  Kearny  made  a report,  as  follows : 

New  York,  March  17,  1891. 

To  the  Honorable,  The  Commissioners  of  the  Board  of  Electrical  Control : 

Gentlemen  ; — I have  to  report  on  several  complaints  about  dangerous  poles  brought 
to  the  notice  of  the  Mayor,  and  referred  by  him  to  me  for  examination  and  report : 

1.  Letter  of  Henry  Erben,  130  E.  44th  street,  complains  of  pole  insecurely  set  in 
the  ground.  The  filling  was  completed  around  the  pole  before  I arrived  on  the 
premises  to  inspect ; but  from  the  statement  of  the  Superintendent  of  the  Metropolitan 
Telephone  Companj''  that  the -pole  was  placed  more  than  734  feet  below  the  surface  I 
believe  it  to  be  secure  for  the  present,  and  will  be  safe  until  the  line  of  subway  in 
that  street  is  constructed,  as  per  my  recommendation  of  this  date  to  your  Board. 

2.  Letter  of  Benjamin  B.  Wood,  148  E.  44th  street,  complains  of  dangerous  poles 
in  front  of  his  house.  Same  condition  and  same  answer  applicable  as  complaint  of 
Henry  Erben. 

3.  Complaint  of  a dangerous  pole  in  front  of  No.  1451  Lexington  avenue.  An 
inspector  of  the  Board  reports  to  me  that  this  pole  is  in  no  immediate  danger  of 
falling,  but  that  at  some  future  time  the  entire  line  if  allowed  to  remain  will  need  ^ 
resetting. 

4.  Letter  of  J.  H.  Hunt,  124  West  End  avenue,  complains  of  damage  done  by 
telephone  pole  falling  on  his  house.  The  damage  has  been  repaired,  and  I am  informed 
that  the  Telephone  Company  has  made  satisfactory  arrangement  and  compensation 
for  damages. 

5.  In  relation  to  complaint  of  Henry  L.  Mortin,  two  lines  of  poles  on  St.  Nicholas 
avenue  from  i2Sth  to  i5Sth  street,  I find  the  line  on  the  east  side  to  be  the  property  of 
the  French  Cable  Company,  carrying  two  wires  only  from  i2Sth  street  north  to  the 
Harlem  River.  The  line  on  the  west  side  of  the  street  belongs  to  the  Fire  Department 
of  New  York  City  and  could  and  should  carry  the  two  wires  of  the  French  Cable 
Company  from  i2Sth  to  issth  street,  thereby  allowing  the  removal  of  the  line  on  the 
east  side. 

Very  respectfully, 

H.  S.  KEARNY,  Engineer. 

The  Board,  on  motion  of  Mayor  Grant,  accepted  the  Engineer’s  report  and  directed 
it  to  be  placed  on  file. 

Mayor  Grant:  The  Secretary  will  please  communicate  with  the  complainants 
named  in  the  Engineer’s  report,  and  inform  them  of  the  action  of  the  Board. 

> f 

Mayor  Grant  also  offered,  in  connection  with  said  report,  the  following  resolution : 

Resolved,  That  the  recommendations  of  the  report  of  Engineer  Kearny,  in  relation 
to  the  two  pole  lines  on  St.  Nicholas  avenue  between  125th  and  155th  streets,  be 
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adopted  by  the  Board,  and  that  the  Secretary  be  directed  to  communicate  with  the  Fire 
Department  and  the  French  Cable  Company,  and  request  the  transfer  of  the  two  wires 
of  the  French  Cable  Company  on  the  east  side  of  the  avenue  to  the  Fire  Department 
line  on  the  west  side,  so  as  to  allow  the  removal  of  the  French  Cable  Company  line. 

Which  resolution  was  unanimously  adopted. 

Engineer  Kearny  also  reported,  as  follows: 

New  York,  March  17th,  1891. 

To  the  Honorable,  The  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — Attached  hereto  are  applications  of  the  Postal  Telegraph-Cable 
Company,  with  maps,  for  subsidiary  connections,  to  allow  them  to  connect  with  their 
cable  placed  in  the  subways — which  I recommend  be  granted. 

Very  respectfully, 

, HENRY  S.  KEARNY,  Engineer  to  the  Board. 

New  York,  March  10,  1891. 

To  the  Hon.  Board  of  Electrical  Control,  1266  Broadway,  City: 

Gentlemen  : — Subsidiary  ducts  are  required  as  follows  for  the  purpose  of  con- 
necting various  branch  offices  of  the  Postal  Telegraph-Cable  Company  with  the  subway 
in  Broadway. 

It  is  respectfully  requested  that  the  necessary  work  be  ordered,  from  the  nearest 
manhole  on  Broadway  in  line  of  subway 

To  85  East  13th  street  near  Broadway, 

To  s East  14th  street  near  sth  avenue,  jj 

To  1132  Broadway  near  25th  street. 

To  1181  Broadway  near  28th  street,  ■ . 

To  Hotel  Metropole,  Broadway  and  42d  street. 

To  714  Seventh  avenue  near  47th  street. 

POSTAL  TELEGRAPH-CABLE  CO., 

By  J.  H.  EMERICK,  Gen.  Supt. 

The  Board  considered  the  application  of  the  Postal  Telegraph-Cable  Company  in 
detail.  Mayor  Grant  offering  the  following  resolution : 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
authorized,  empowered  and  directed  to  build  subsidiaries  from  the  nearest  subway 
manhole  on  Broadway  to  each  of  the  following  places : 

85  East  13th  street, 

1132  Broadway, 

1181  Broadway, 

Hotel  Metropole,  Broadway  and  42d  street, 

714  Seventh  avenue,  near  47th  street, 
for  the  Postal  Telegraph-Cable  Company. 

Which  was  unanimously  adopted. 
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Engineer  Kearny  read  from  his  report,  dated  March  18,  1891,  as  follows: 

To  the  Honorable,  The  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — In  pursuance  of  a resolution  passed  by  the  Board  at  the  last  meet- 
ing, I have  prepared  two  lists  of  streets  for  subway  construction  for  the  coming  season, 
which  I submit,  and  recommend  that  you  order,  with  the  number  of  ducts  and  form 
of  construction  to  be  designated ' by  your  Engineer. 

The  first  list  includes  all  streets  within  the  boundaries  of  8th  street  and  S9th  street 
and  Third  avenue  and  Eighth  avenue  (including  said  streets  and  avenues)  where 
application  has  been  made  and  where  it  is  necessary  to  build  subways  to  provide  under- 
ground accommodation  for  existing  pole  lines,  and  is  as  follows,  viz. : 

For  Electric  Light  and  Power  Service. 

Irving  place  from  14th  street  to  20th  street. 

Seventh  avenue  from  14th  street  to  42d  street. 

University  place  from  8th  street  to  9th  street. 

8th  street  and  Clinton  place  from  Third  ave.  to  Sixth  ave. 

34th  street  from  Third  avenue  to  Eighth  avenue. 

For  Telephone  and  Telegraph  Service. 

I2th  street  from  Third  avenue  to  and  through  Greenwich  avenue  and  13th  street 
to  Eighth  avenue. 

42d  street  from  Madison  avenue  to  Third  avenue. 

45th  street  from  Lexington  avenue  to  Depew  avenue. 

Mr.  Lauterbach : I would  like  to  say  in  respect  to  those  streets  recommended  for 
subway  construction  just  mentioned  that,  while  the  Consolidated  Telegraph  and  Elec- 
trical Subway  Company  would  like  to  have  it  understood  that  all  subways  to  be  con- 
structed are  to  be  constructed  under  the  rules  heretofore  made,  so  far  as  these  specific 
streets  are  concerned  we  are  perfectly  willing  to  build  subways  in  them  at  once  whether 
security  is  given  or  not,  in  order  that  the  Commission  may  be  aided. 

Engineer  Kearny  amended  that  portion  of  his  report  just  read  relating  to  34th 
street  by  making  it  read  “34th  street  from  Third  avenue  to  Eighth  avenue”  instead  of 
“34th  street  from  Fourth  avenue  to  Eighth  avenue,”  upon  the  statement  of  Judge  Kelly 
of  the  East  River  Electric  Light  Company,  substantiated  by  Mr.  Browne  of  the  United 
Electric  Light  and  Power  Company,  that  there  is  a pole  line  for  city  lights  in  34th 
street  between  Third  and  Eighth  avenues. 

The  Board,  after  consideration  of  this  portion  of  the  Engineer’s  report,  on  motion 
of  Mayor  Grant,  adopted  resolutions,  as  follows : 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
authorized,  empowered  and  directed  to  construct  during  the  coming  season,  and  prior 
to  any  other  subway  construction  heretofore  ordered  or  which  may  hereafter  be  or- 
dered, subways  in  the  following  streets  and  avenues : 


J 
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. For  Electric  Light  and  Power  Service. 

Irving  place  from  14th  street  to  20th  street, 

Se;venth. avenue  from  14th  street  to  42d  street, 

University  place  from  8th  street  to  9th  street, 

8th  street  and  Clinton  place  from  Third  avenue  to  Sixth  avenue, 

34th  street  from  Third  avenue  to  Eighth  avenue.  ' 

1 For  Telephone  and  Telegraph  Service. 

I2th  street  from  Third  avenue  to  and  through  Greenwich  avenue  and  13th  street 
to  Eighth  avenue, 

42d  street  from  Madison  avenue  to  Third  avenue, 

4Sth  street  from  Lexington  avenue  to  Depew  avenue. 

The  number  of  ducts  and  form  of  construction  to  be  designated  by  the  Engineer  of 
the  Board. 

Resolved,  That  the  Secretary  be  directed  to  notify  all  the  companies  owning  or 
operating  electrical  conductors  in  the  district  known  as  the  proscribed  district,  bounded 
by  8th  and  Spth  streets.  Third  and  Eighth  avenues,  including  the  boundary  streets  and 
avenues,  that  they  will  be  expected  to  have  their  cables  in  the  subway  and  connected 
by  the  first  of  June;  and  that  no  excuse  can  be  made  to  this  Board  that  the  subways 
were  not  finished  and  that  they  did  not  have  time  to  get  their  cables  ready  as  they 
can  order  their  cables  now. 

Mayor  Grant:  What  is  the  other  portion  of  the  report? 

Engineer  Kearny  stated  that  he  had  made  up  a supplemental  list  of  streets  in  the 
proscribed  district  where  application  had  been  made  for  subways,  but  where  there  are 
no  pole  lines  at  present,  and  commenced  its  reading. 

Mayor  Grant  (interrupting)  : Give  us  the  streets  to  be  paved. 

Engineer  Kearny  hereupon  continued  the  reading  of  his  report,  dated  March  18, 
as  follows : 

Second  list — in  order  to  provide  subways  beyond  the  proscribed  district,  and 
where  Electric  Companies  have  miade  requests,  in  streets  designated  by  the  Commis- 
sioner of  Public  Works  for  repaving  as  soon  as  the  weather  permits : 

For  Electric  Light  and  Power  Service. 

Church  street  from  Chambers  street  to  Canal  street. 

Washington  street  frorh  Chambers  street  to  Canal  street. 

Chambers  street  from  Greenwich  street  to  West  street. 

Reade  street  from  West  street  to  Washington  street. 

Franklin  street  from  West  street  to  Washington  str^t. 

Desbrosses  street  from  West  street  to  Greenwich  street. 

Canal  street  from  West  street  to  Greenwich  street. 

Spring  street  from  West  street  to  Greenwich  street.  - 
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Park  Row  from  Beekman  street  to  Broadway 
Beekman  street  from  Park  Row  to  Pearl  street. 

Bowery,  east  side,  Canal  street  to  6th  street. 

Grand  street  from  Broadway  to  Goerck  street.  , . 

i6th  street  from  Fifth  avenue  to  Sixth  avenue. 

26th  4th  ave.,  and  sth  ave.  to  6th  avenue. 

26th  street  from  Third  avenue  to  Madison  avenue. 

30th  street  from  Madison  avenue  to  Broadway. 

3Sth  street  from  Madison  avenue  to  Broadway.  . ■ 

40th  street  from  sth  avenue  to  6th  avenue,  . ' 

4Sth  street  from  Fifth  avenue  to  Sixth  avenue. 

48th  street  from  Fifth  avenue  to  Seventh  avenue. 

57th  street  from  Fourth  avenue  to  Sixth  avenue. 

67th  street  from  Third  avenue  to  Lexington  avenue. 

f portion  of  Engineer  Kearny’s 
report,  adopted  the  following  resolutions  moved  by  Mayor  Grant: 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
authorized,  empowered  and  directed  to  construct  during  the  coming  season  subways 
for  Electric  Light  and  Power  service  in  the  following  streets,  viz. : 


Church  street  from  Chambers  street  to  Canal  street, 

Washington  street  from  Chambers  street  to  Grand  street. 

Chambers  street  from  Greenwich  street  to  West  street 
Reade  street  from  West  street  to  Washington  street,  ' 

Franklin  street  from  West  street  to  Washington  street, 

Desbrosses  street  from  West  street  to  Greenwich  street. 

Canal  street  from  West  street  to  Greenwich  street, 

Spring  street  from  West  street  to  Greenwich  street, 

Park  Row  from  Beekman  street  to  Broadway, 

Beekman  street  from  Park  Row  to  Pearl  street. 

Bowery,  east  side,  from  Canal  street  to  6th  street, 

Grand  street  from  Broadway  to  Goerck  street, 
i6th  street  from  Fifth  avenue  to  Sixth  avenue, 

21  st  street,  from  Third  to  Fourth  avenue,  and  from  Fifth  avenue  to  Sixth 
26th  street  from  Third  avenue  to  Madison  avenue, 

30th  street  from  Madison  avenue  to  Broadway, 

3Sfh  street  from  Madison  avenue  to  Broadway, 

40th  street  from  Fifth  avenue  to  Sixth  avenue, 

4St[i  street  from  Fifth  avenue  to  Sixth  avenue, 

48th  street  from  Fifth  avenue  to  Seventh  avenue, 

S7th  street  from  Fourth  avenue  to  Sixth  avenue, 

67th  street  from  Third  avenue  to  Lexington  avenue. 


avenue, 


The  number  of  ducts 
the  Board. 


and  form  of  construction  to  be  designated  by  the  Engineer  of 
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Resolved.  That  the  Secretary  be  directed  to  notify  the  Companies  that  .f  they  have 
any  desire  for  increased  subway  facilities  in  the  subways  ordered  at  this  meeting  t ey 
will  have  to  make  application  therefor  to  the  Engineer  ot  the  Board  before  Mon  ay 

next. 

Mayor  Grant:  This  Board  expects  the  Subway  Company  to  construct  those  sub- 
ways  first  passed  without  any  delay  and  immediately. 

Mr.  Lauterbach:  That  is  understood— waiving  all  requirements  in  respect  to  the 
first  order,  with  these  requirements  in  respect  to  the  second  order. 


Engineer  Kearny  again  read  from  his  report,  as  follows . 


There  are  several  streets  where  four  lines  of  poles  are  maintained  as  well  as  two 

S^hd- orth^mf nXirvir-  :f.h:^:a -h: 

Board;  and  that,  too,  where  subways  were  constructed  several  months  ago. 

Aeain  I find  that  the  Fire  Department  owns  and  maintains  the  largest  number 
of  noks  in  the  proscribed  district,  and  in  numerous  instances  where  subways  have  bee 

wires. 

Within  the  proscribed  district  are  several  companies  operating  overhead  wires 
whicTl  believe  have  never  made  application  for  subway  accommodations  or  over  tea 

facilities. 

Mayor  Grant:  As  regards  the  Fire  Department,  of  course  I do  not  care  to  inter- 
fere with  the  Fire  Department  signalling  wires  if  it  can  be  helped.  I think  t 
of  the  companies  have  been  putting  their  wires  upon  Fire  Department  hne^  an  1 
am  informed  correctly,  have  been  actually  building  pole  lines  for  the  Fire  Department 
so  as  to  keep  their  wires  up.  If  that  condition  of  affairs  is  in  existence  m any  of  the 
streets  in  that  proscribed  territory  on  the  first  of  June  they  had  better  take  care 
their  property  so  far  as  my  power  goes. 

Expert  Wheeler  stated  to  the  Board  that  that  which  Col.  Kearny  reported  in 
respect  to  duplicate  lines  of  poles  on  the  same  street  was  true. 

The  Board  discussed  and  considered  this  portion  of  the  Engineer  s report  at  some 
length.  Mayor  Grant  finally  offering  the  following  resolution : 

Resolved,  That  the  Engineer  and  the  Electrieal  Expert  be  requested  to  furnish  the 
Board  at  its  next  meeting  with  a list  of  all  lines  as  described  m the  Engineer  s repor 
in  the  proscribed  district,  stating  their  ownership,  how  they  can  be  removed,  and 

about  them. 

Which  was  unanimously  adopted. 
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Expert  Wheeler:  I believe  there  is  such  a list  on  the  records.  It  is  printed  in 
tJie  last  annual  report. 

Mayor  Grant : Bring  it  to  our  attention  at  the  next  meeting. 

The  following  report  was  read  and  ordered  to  be  placed  on  file: 

March  17,  1891. 

Dr.  S.  S.  Wheeler,  Electrical  Expert: 

juncHon“ofLinTta''rnd  tTT''*  **’'  Lincoln  avenue  from 

transILirt:  ‘poTe  on"  ^"st^ste’^aTen:^  ' xLet^e  r ‘"detd  Zr 

ing  on  the  east  siVIp  r\f  T inrxrxi  1 ^ dead  poles  now  stand- 

in^  on  tne  east  side  of  Lincoln  avenue  that  can  be  removed  at  once. 


Respectfully, 


F.  E.  BROWN. 


hy  dL“f  Ta  WMef  ““ 

' F.  E.  BROWN. 

Expert  Wheeler  submitted  to  the  Board  the  following  reports : 

New  York,  March  9th,  1891. 

The  Honorable  Commissioners  of  the  Board  of  Electrical  Control : 

Gentlemen:-!  have  to  report  the  following  as  streets  in  which  there  are  sub- 
189?:  ^ ^ resolution  of  February  27th, 

Broadway,  Canal  to  Whitehall  streets, 

Greenwich,  Canal  to  Fulton  streets, 

Fulton,  William  to  Washington  streets,  ' ^ 

Washington,  Fulton  to  Cortlandt  streets,  ^ - 

William,  Chambers  to  Broad  streets. 

Broad,  Wall  to  Bridge  streets, 

Beaver,  Broadway  to  Wall  street,  ' 

Pearl,  Fulton  to  Canal  streets, 

W^est  Broadway,  Canal  to  Chambers  streets, 

Leonard  street,  Broadway  to  Hudson  streets, 

Thomas  street,  Church  to  Hudson  streets, 

Reade,  Centre  to  -Broadway, 

Centre,  Duane  to  Chambers  streets, 

Chatham,  Pearl  to  Frankfort  streets. 

Very  respectfully, 

S.  S.  WHEELER,  Electrical  Expert. 
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March,  1891. 

The  Hon.  Commissioners  Board  of  Electrical  Control . 

Cfntlemen  :-I  have  to  report  the  following  as  the  streets  in  the  district  below 
Canal  street  in  which  there  are  subways  for  signaling  wires,  and  in  w ic  ^ ouse 
wtres  may  be  placed,  according  to  your  resolution  of  February  .7th,  1891,  viz.. 

Canal  street  from  Greene  street  to  South  Fifth  avenue. 

Broadway  from  Canal  street  to  Battery  place. 

West  Broadway  from  Canal  street  to  Barclay  street. 

Hudson  street  from  Canal  street  to  Worth  street. 

Centre  street  from  Canal  street  to  Reade  street. 

Pearl  street  from  Worth  street  to  Old  Slip- 
Worth  street  from  Hudson  street  to  Pearl  street. 

Chambers  street  from  West  Broadway  to  West  street. 

Park  Row  from  Duane  street  to  Broadway. 

Frankfort  street  from  Park  Row  to  Pearl  street. 

Murray  street  from  Broadway  to  West  Broadway. 

Dover  street  from  Water  street  to  Pearl  street. 

Barclay  street  from  Church  street  to  West  street. 

a..  .0.  M..™  I.ne  . W., 

street 

Broad  street  from  Wall  street  to  Water  street. 

John  street  from  Front  street  to  Broadway. 

Dey  street  from  Broadway  to  Greenwich  street. 

Maiden  lane  from  Front  street  to  Broadway. 

Cortlandt  street  from  Broadway  to  West  street. 

William  street  from  Maiden  lane  to  Pine  street. 

Cedar  street  from  Church  street  to  West  street. 

Front  street  from  Maiden  lane  to  Pine  street. 

Front  street  from  Gouverneur  Slip  to  Old  Slip. 

Wall  street  from  Nassau  street  to  Pearl  street. 

Exchange  place  from  Nassau  street  to  Church  street. 

William  street  from  Exchange  place  to  Old  Slip.  ,,  , . 

Stone  street  from  William  street  to  Broad  street 
Battery  place  from  Whitehall  street  to  Greenwich  street. 

Whitehall  street  from  Battery  place  to  Water  street, 
i 

Very  respectfully, 

;V,'  g g_  WHEELER,  Electrical  Expert  to  the  Board. 


Mayor  Grant : I move : 

Resolved,  That  all  companies  owning  or  operating  housetop  wires  in  the  streets 
nentioned  in  the  reports  of  Expert  Wheeler  as  having  subways  be  notified  that  if  they 
,re  not  in  the  subways  in  those  streets  by  the  first  day  of  June  their  wires  will  be  cut. 

Which  was  unanimousjy  adopted. 

Mayor  Grant  also  moved  the  following  resolution : 


io65 
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Resolved,  That  the  Engineer  and  the  Expert  report  to  the  Board  at  its  next 
meeting  as  to  whether  or  not  it  is  practicable  to  have  another  proscribed  district  in 
which  Chambers  street  and  Broadway  may  be  its  centre. 

Which  was  unanimously  adopted.  . ; 


Mayor  Grant:  I move:  ' ■ - ■ - - , - 

Resolved,  That  when  the  Board  adjourns  it  adjourn  to  meet  here  oil  next  Tuesday 
at  12  o’clock,  noon. 

Which  was  unanimously  adopted.  -"r  1 

i 

_ The  Board  referred  the  following  copy  of  a permit  of  Commissioner  Louis  J. 
Heintz  to  the  Corporation  Counsel  for  his  report  thereon : 


(COPY) 


New  York,  March  2d,  1891. 


Permission  is  hereby  granted  the  North  New  York  Lighting  Company  to  erect 
poles  carrying  two  wires  on  the  following  streets:  138th  street  to  Southern  boulevard 
(North  side  of  street),  Southern  boulevard,  Willis  avenue  to  138th  street  (South  side). 
Milhs  avenue  Southern  boulevard  to  140th  street  (West  side);  Alexander  avenue, 
Southern  bou  evard  to  143d  street  (West  side),  they  having  obtained  the  necessar; 
permit  from  the  Board  of  Electrical  Control  under  their  contract  with  the  Gas  Com- 
mission upon  the  following  conditions : 


u r Company  shall  erect  only  such  poles  and  wires  as  are  prescribed 

y the  Board  of  Electrical  Control,  so  as  to  guard  against  injury  to  life  and  property. 


Second : Said  Company  shall  deposit  with  the  Commissioner  of  Street  Improve- 
ments $100  as  a security  for  the  restoration  of  the  sidewalks  and  all  other  portions  of 
the  streets  and  avenues  which  may  be  disturbed  by  said  Company  which  is  to  be  done 
at  said  Company’s  expense  and  to  the  satisfaction  of  the  Chief  Engineer  of  this  De- 
partment and  for  the  payment  of  an  Inspector  hereinafter  mentioned,  and  the  said 
Commissioner  may  from  time  to  time  when  he  deems  it  necessary  require  an  additional 
deposit  to  be  made  by  the  said  Company  for  the  said  purposes. 

That  this  Department  shall  appoint  an  Inspector  over  said  work  who  is  to  be  paid 
by  the  said  Company  at  the  rate  of  $2,50  per  day. 

Third:  In  consideration  of  this  permission  the  said  Company  hereby  agrees  to- 
save  harmless  the  Mayor,  Aldermen  and  Commonalty  of  the  City  of  New  York  and 
the  Commissioner  of  Street  Improvements  of  the  23d  and  24th  Wards  from  any  and 
all  damage  that  may  occur  by  reason  of  this  permit. 

Fourth . In  case  of  the  violation  of  any  of  the  above  conditions  by  the  said  Com- 
pany the  said  Company  agrees  in  consideration  of  receiving  this  permit  that  this- 
permit  shall  be  void,  and  that  the  Commissioner  of  Street  Improvements  may  there- 
upon proceed  to  remove  any  poles  and  wires  erected  by  said  Company  which  he  may 
deem  necessary  to  be  removed  for  the  protection  and  safety  of  the  public. 

The  further  conditions  of  this  permit  are  that  the  said  Company  shall  obtain  the 
consent  of  the  owner  or  owners  of  any  and  all  premises  in  front  of  which  a pole  is 
to  be  placed. 
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That  all  the  work  to  be  done  under  this  permit  shall  be  subject  to  the  restrictions 
prescribed  by  the  laws  and  ordinances  in  such  matters. 

That  a copy  of  the  permit  be  filed  in  the  offices  of  the  Mayor  of  the  City  of  New 
York. 

(Signed)  LOUIS  J.  HEINTZ, 

Commissioner  of  Street  Improvements  of  the  23d  and  24th  Wards. 

The  North  New  York  Lighting  Company  receives  and  accepts  the  above  permit 
on  the  terms  and  conditions  above  specified. 

Adj  ourned. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Wednesday,  March  2Sth,  1891,  at  2 o’clock  P.  M. 

Present:  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess  and  Theo- 
dore Moss. 

# 

The  minutes  of  the  last  meeting  were  read. 

Mayor  Grant  thereupon  moved  the  following  resolution: 

Resolved,  That  the  minutes  of  the  last  meeting  be  corrected  by  stinking  out  the 
word  “wires”  in  second  line  of  resolution  at  page  18  and  inserting  in  its  place  the 
words  “lines  without  permission  from  this  Board.” 

Which  was  unanimously  adopted. 

Whereupon  the  Board,  on  motion  of  Mayor  Grant,  approved  of  the  minutes,  as 
corrected. 

Mayor  Grant  called  for  the  reading  of  the  list  of  streets  embraced  in  the  last  90 
days’  notice  sent  out  December  i6th,  i89a-being  streets  having  subways  for  electric 
light  and  power  service. 

The  list,  as  follows,  was  thereupon  read: 

Park  Row,  from  Chatham  square  to  Brooklyn  bridge. 

Whitehall  street,  from  Beaver  street  to  South  Ferry. 

Sixth  avenue,  from  I22d  street  to  i2Sth  street. 

58th  street,  from  Sixth  avenue  to  Madison  avenue. 

42d  street,  from  First  avenue  to  Eighth  avenue. 

37th  street,  from  Sixth  avenue  to  Madison  avenue,  and  from  Madison  avenue  to 
Fourth  avenue. 

32d  street,  from  Fourth  avenue  to  Lexington  avenue. 
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29th  street,  from  First  avenue  to  Broadway. 

23d  street,  from  Third  avenue  to  Fourth  avenue. 

22d  street,  from  Broadway  to  Fourth  avenue. 

Stanton  street,  from  Bowery  to  Chrystie  street. 

Prince  street,  from  Elizabeth  street  to  Bowery. 

Broome  street,  from  Broadway  to  Centre  street.  j'.  - 

Howard  street,  from  Mercer  street  to  Broadway.  " ' ■ ' 

Canal  street,  from  Greenwich  street  to  Bowery. 

Leonard  street,  from  Hudson  street  to  Broadway. 

Thomas  street,  from  Hudson  street  to  Church  street. 

y 

Reade  street,  from  Broadway  to  Centre  street. 

Lexington  avenue,  from  32d  street  to  S9th  street. 

Madison  avenue,  from  41st  street  to  S9th  street.  , }■■ 

Eighth  avenue,  from  13th  street  to  S9th  street.  • ”, 

Eleventh  avenue,  from  23d  street  to  24th  street.  ■ 

Elizabeth  street,  from  Canal  street  to  Houston  street. 

Vandam  street,  from  Greenwich  street  to  Macdougal  street. 

Macdougal  street,  from  Vandam  street  to  Houston  street. 

West  Broadway,  from  Chambers  street  to  Canal  street.  ' 

Greenwich  street,  from  Fulton  street  to  Vandam  street. 

Pearl  street  and  New  Bowery,  from  Fulton  st.  to  Chatham  sq. 

Catherine  street,  from  Cherry  street  to  New  Bowery. 

William  street,  from  Beaver  street  to  Frankfort  street. 

Beaver  street,  from  Broadway  to  Wall  street.  ; 

Broad  street,  from  Pearl  street  to  Wall  street. 

Fifth  avenue,  from  23d  street  to  42d  street. 

North  William  street,  from  Park  Row  to  Frankfort  street. 

37th  street,  from'  Third  avenue  to  Lexington  avenue. 

Seventh  avenue,  from  58th  street  to  59th  street. 

Fulton  street,  from  Broadway  to  William  street. 

Centre  street,  from  Reade  street  to  Park  Row. 

’ William  street,  from  Frankfort  street  to  Park  Row. 

Fourth  avenue,  from  14th  street  to  isth  street. 

Mayor  Grant:  I understand  the  poles  have  not  been  removed  from  most  of  those 
streets,  if  any.  Has  any  gentleman  any  excuse  to  offer  why  they  should  not  be  re- 
moved? Is  there  any  gentleman  here  who  has  any  objections  to  the  lines  being  cut 
down  immediately? 

Mr.  Browne  (representing  The  United  Electric  Light  and  Power  Co.)  : In  regard 
to  some  of  those  lines,  Mr.  Mayor,  the  season  has  interposed  considerable  difficulties 
to  making  the  necessary  arrangements  to  get  underground — making  our  house  connec- 
tions, and  so  on. 
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Mr.  Browne  further  stated,  in  the  course  of  a long  colloquy  between  Mayor  Grant 
and  himself,  that  if  given  time  he  would  furnish  a detailed  statement  in  reference  to  all 
the  streets  of  the  list,  and  asked  that  the  matter  be  laid  over  for  a resonable  time  for 
that  purpose. 

The  Board,  after  consideration  of  the  matter,  and  more  particularly  in  reference 
to  the  following  streets  having  electric  light  and  power  subways  for  which  the  90 ; 
days’  notice  has  been  given  and  expired : 

Fulton  street,  from  Greenwich  street  to  Broadway, 

Canal  street,  from  Hudson  street  to  Bowery, 

13th  street,  from  First  avenue  to  Sixth  avenue, 

14th  street,  from  First  avenue  to  Eighth  avenue, 

23d  street,  from  Third  avenue  to  Broadway, 

Broadway,  from  Bowling  Green  to  Houston  street. 

Fourth  avenue,  from  14th  street  to  32d  street, 

Washington  street,  from  Chambers  street  to  Canal  street. 

Bowery  and  Chatham  st.,  from  Canal  st.  to  Brooklyn  bridge, 

and  after  hearing  Judge  Kelly,  Mr.  Browne  and  Mr.  May,  representing  respectively 
the  East  River  Electric  Light  Company,  the  United  Electric  Light  and  Power  Com- 
pany arid  the  Mount  Morris  Electric  Light  Company,  on  motion  of  Mayor  Grant,  laid 
the  matter  over  until  the  next  meeting,  and  as  to 

Broadway,  from  Bowling  Green  to  Houston  street, 
adopted  the  following  resolution : 

Resolved,  That,  in  the  matter  of  subway  facilities  on  Broadway  between  Houston 
street  and  Bowling  Green,  it  be  referred  to  the  Commissioner  of  Public  Works  and 
Engineer  of  this  Board  to  report  at  the  next  meeting  as  to  which  is  the  better — a 
subway  on  the  west  side  or  subsidiary  connections  from  the  subway  on  east  side  to 
the  west  side. 

Commissioner  Gilroy : I am  going  to  pave  23d  street,  and  I want  this  Board  to 
notify  the  Company  that  built  the  subways  to  put  in  hand-  holes  now,  for  I will  not' 
allow  the  pavement  to  be  taken  up.  \ 

Mayor  Grant:  You  had  better  send  them  notices. 

Commissioner  Gilroy : I do  not  know  what  streets  these  hand  holes  are  not  in. 
Mayor  Grant  offered  the  following  resolution : 

Resolved,  That  the  Metropolitan  Telephone  and  Telegraph  Company  be  directed 
to  remove  its  line  of  poles  on  13th  street,  upon  which  are  strung  electric  light  wires, 
within  24  hours,  or  this  Board  commits  itself  not  to  grant  it  any  further  permits. 

Which  was  unanimously  adopted. 
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The  Board,  on  motion  of  Mayor  Grant,  adopted  the  following  resolutions : 

Resolved,  That  the  Engineer  and  the  Expert  of  this  Board  proceed  immediately 
to  notify  all  electrical  companies  owning  poles  to  conform  to  the  rule  in  respect  to 
marking  poles,  so  that  their  ownership  can  be  known,  and  that,  in  case  the  Board 
discovers  after  the  lapse  of  two  weeks  any  pole  of  any  company  not  so  marked,  no 
further  permit  will  be  granted  by  this  Board  to  that  company  until  such  marking  has 
taken  place. 

Resolved,  That  the  Secretary  notify  each  company  in  this  city  operating  electrical 
wires,  either  high  or  low  tension,  telephone  or  telegraph,  that  it  file  with  the  Secretary 
of  the  Board,  for  the  purpose  of  a record,  a list  of  all  poles  and  lines  owned  or  con- 
trolled by  it;  and  it  shall  be  the  duty  of  the  Engineer  and  the  Expert  of  this  Board,  in 
case  any  line  is  not  claimed  by  any  of  the  companies,  to  report  immediately  to  this 
Board  the  existence  of  such  a line. 

Judge  Kelly  (referring-to  resolution  directing  Telephone  Co.  to  take  down  its  13th 
st.  pole  line)  : The  Telephone  Company  will  cut  off  the  electric  light  wires  and  be 
all  right. 

I 

Mayor  Grant:  Oh,  no;  I say  take  the  pole  lines  down.  I don’t  propose  to 
take  down  one  line  and  exempt  the  others.  I want  it  distinctly  understood  that 
I propose  to  take  that  telephone  line  down. 

Mayor  Grant  moved  the  following  resolution: 

Resolved,  That  the  Engineer  be  directed  to  report  at  the  next  meeting  all 
electric  light  and  power  lines  strung  upon  poles  of  police,  fire,  telegraph  or  tele- 
phone lines,  in  violation  of  the  rules  of  this  Board. 

Which  was  unanimously  adopted. 

Mayor  Grant:  I move: 

Resolved,  That  the  companies  owning  the  pole  lines  on  West  End  avenue 
between  70th  and  71st  streets  be  directed  to  consolidate  their  lines  on  the  east 
side  of  the  avenue. 

Which  was  unanimously  adopted. 

The  following  report  of  the  Engineer  and  the  Expert  was  read: 

New  York,  March  21,  1891. 

To  the  Honorable  Commissioners  of  the  Board  of  Electrical  Control. 

Gentlemen  : — In  compliance  with  the  resolution  passed  at  the  last  meeting  of  the 
Board,  on  examination  of  map  of  subways  constructed,  we  have  to  report  that,  in 
our  opinion,  it  is  practicable  to  clear  the  streets  of  poles  and  wires  in  another  dis- 
trict having  for  its  centre  Chambers  street  and  Broadway;  and  we  recommend 
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that  the  Board  order  the  removal  of  all  poles  and  wires  on  streets  bounded  by 
Canal  street  on  the  north,  the  Battery  on  the  south,  the  Bowery  and  Pearl  street 
on  the  east,  and  Greenwich  street  on  the  west.  Very  respectfully, 

HENRY  S.  KEARNY,  Engineer  to  the  Board. 

S.  S.  WHEELER,  Electrical  Expert  to  the  Board. 

The  following  resolution,  submitted  with  report,  was  also  read: 

Whereas,  the  Board  of  Electrical  Control  during  the  past  two  years  has 
repeatedly  requested  the  several  electric  companies  operating  in  the  city  of 
New  York  to  designate  where  they  wished  subways  constructed  for  their  accom- 
modation, and  to  avail  themselves  of  the  facilities  by  occupying  the  subways 
already  constructed  by  the  direction  of  this  Board,  and 

Whereas,  in  the  opinion  of  the  Board,  in  the  district  bounded  by  Canal  street 
on  the  north.  Battery  place  and  State  street  on  the  south.  Bowery,  New  Bowery, 
Pearl  street  and  Whitehall  street  on  the  east,  and  Greenwich  street  on  the  west, 
suitable  accommodations  for  all  electric  wires  have  already  been  provided,  where- 
ever  requests  have  been  made  in  compliance  with  the  requirements  of  the  Board, 
and  a sufficient  time  has  elapsed  to  enable  all  the  electric  companies  operating  in 
this  section  to  provide  themselves  with  cable  and  occupy  the  subways, 

Resolved,  That  the  Mayor  is  authorized  and  requested,  after  the  ist  day  of 
July,  1891,  being  more  than  ninety  days  from  this  date,  to  direct  the  Commissioner 
of  Public  Works  to  remove  all  poles  carrying  wires  for  electric  service  of  any 
kind  within  the  district  bounded  by  Canal  street  on  the  north,  Battery  place  and 
State  street  on  the  south.  Bowery,  New  Bowery,  Pearl  street  and  Whitehall  street 
on  the  east,  and  Greenwich  street  on  the  west,  including  the  boundary  streets. 

Commissioner  Pless:  I suggest  that  we  make  that  the  ist  of  August,  instead 
of  the  1st  of  July. 

Mayor  Grant;  I have  no  objection  to  that.  If  we  are  going  to  give  them 
to  the  1st  of  August,  I do  not  know  why  that  resolution  had  not  better  lie  over,  to 
give  them  an  opportunity  to  see  if  they  wish  any  subw'ays  in  that  district;  and 
I move: 

Resolved,  That  the  resolution  authorizing  and  requesting  the  Mayor,  after  the 
1st  day  of  August,  1891,  to  direct  the  Commissioner  of  Public  Works  to  remove 
all  poles  carrying  wires  for  electric  service  of  any  kind  within  the  district  bounded 
by  Canal  street  on  the  north.  Battery  place  and  State  street  on  the  south,  Bowery,. 
New  Bowery,  Pearl  street  and  Whitehall  street  on  the  east,  and  Greenwich  street 
on  the  west,  including  the  boundary  streets,  lie  over  until  the  next  meeting;  and 
that  the  Electric  light  and  power,  telegraph  and  telephone  companies  which  wish 
subways  constructed  in  that  territory  are  directed  to  notify  the  Engineer  of  this. 
Board  before  the  next  meeting,  within  forty-eight  hours,  as  to  what  they  want  in 
such  territory. 


1071. 


[March  25,  1891. 


Mayor  Grant  called  for  the  report  on  duplicate  lines  of  poles. 

Expert  Wheeler:  I have  a long  list  that  covers  as  many  streets  as  our  single 
available  inspector  could  obtain.  If  you  are  to  pass  a resolution  about  a second 
proscribed  district,  I would  like  to  hold  it  back. 

Mayor  Grant;  Report  deferred  until  the  next  meeting,  so  that  it  may  not 
interfere  with  the  proscribed  district. 

Engineer  Kearny  made  the  following  written  report: 

New  York,  March  25,  1891. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — I have  to  recommend  for  construction  during  the  ensuing  season 
the  following  lines  of  subways,  as  applied  for  by  the  various  electrical  companies, 
with  the  suggestion  that  the  work  be  begun  after  the  completion  of  List  No.  i 
in  my  last  report,  or  so  as  not  in  any  way  to  interfere  with  the  performance  of 
that  work. 

• FOR  ELECTRIC  LIGHT  AND  POWER  SERVICE. 

(In  streets  to  be  repaved  by  the  Commissioner  of  Public  Works  in  1891,  and  some 

other  necessary  places.) 

Sixth  avenue,  from  Carmine  to  14th  street,  both  sides. 

University  place,  from  9th  street  to  14th  street. 

The  four  sides  of  Cramercy  Park. 

FOR  EDISON  ELECTRIC  ILLUMINATING  COMPANY. 

i6th  street,  from  Fifth  avenue  to  Sixth  avenue. 

20th  street,  north  side,  from  Fifth  to  Sixth  avenue. 

20th  street,  south  side,  from  Third  to  Fourth  avenue. 

2ist  street,  north  side,  from  Third  to  Fourth  avenue. 

23d  street,  north  side,  from  Madison  to  Third  avenue. 

26th  street,  north  side,  from  Third  to  Eighth  avenue. 

30th  street,  north  side,  from  Madison  to  Fifth  avenue. 

45th  street,  north  side,  from  Fifth  to  Sixth  avenue. 

48th  street,  south  side,  from  Fifth  to  Seventh  avenue. 

FOR  TELEPHONE  AND  TELEGRAPH  SERVICE. 

32d  street,  from  Fourth  av^enue  to  Fifth  avenue. 

Plouston  street,  from  Green  street  to  Broadway. 

Bedford  street,  from  Downing  to  Christopher  street. 

FOR  SUBSIDIARY  CONNECTIONS. 

I submit  the  original  application  of  the  Western  Union  Telegraph  Company, 
with  accompanying  map.  Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 

Mayor  Grant  (after  consideration  and  discussion  of  report  of  the  Engineer): 
Lay  that  matter  over  until  the  next  meeting,  so  that  I can  examine  it  with  the 
Commissioner  of  Public  Works.  The  subsidiaries  we  will  take  up  immediately. 
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The  Board,  after  a consideration  of  the  applications  for  subsidiaries,  on  motion 
of  Mayor  Grant,  adopted  the  following  resolutions: 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  authorized,  empowered  and^directed  to  construct  subsidiary  ducts  on  the  west 
side  of  Broadway,  between  Dey  and  14th  streets,  as  follows:  From 
Manhole  corner  of  Dey  street  to  195  Broadway. 

Manhole  corner  of  Vesey  street  to  Astor  House. 

Manhole  corner  of  Barclay  street  to  235  Broadway. 

Manhole  corner  of  Warren  street  to  261  Broadway. 

Manhole  corner  of  Chambers  street  to  271  Broadway. 

Manhole  corner  of  Reade  street  to  281  Broadway. 

Manhole  corner  of  Thomas  street  to  317  Broadway. 

Manhole  corner  of  Thomas  street  to  316  Broadway. 

Manhole  corner  of  Worth  street  to  343  Broadway. 

Manhole  corner  of  Leonard  street  to  346  Broadway. 

Manhole  corner  of  Franklin  street  to  363  Broadway. 

Manhole  corner  of  Franklin  street  to  362  Broadway. 

Manhole  corner  of  White  street  to  381  Broadway. 

Manhole  corner  of  Walker  street  to  407  Broadway. 

Manhole  corner  of  Lispenard  street  to  415  Broadway. 

Manhole  corner  of  Floward  street  to  429  Broadway. 

Manhole  corner  of  Howard  street  to  435  Broadway. 

Manhole  corner  of  Spring  street  to  525  Broadway. 

Manhole  corner  of  Prince  street  to  Metropolitan  Hotel.  i 

Manhole  corner  of  Houston  street  to  599  Broadway. 

Manhole  corner  of  West  3d  street  to  Grand  Central  Hotel. 

Manhole  corner  of  Waverly  place  to  New  York  Hotel. 

Manhole  corner  of  8th  street  to  Sinclair  House. 

Manhole  corner  of  loth  street  to  785  Broadway. 

Manhole  corner  of  loth  street  to  Stewart’s  stores. 

Manhole  corner  of  nth  street  to  St.  Denis  Hotel. 

Manhole  corner  of  14th  street  to  849  Broadway. 

Manhole  corner  of  14th  street  to  854  Broadway. 

For  the  Western  Union  Telegraph  Companj^  for  the  purpose  of  reaching  the 
several  offices  at  the  points  named. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  authorized,  empowered  and  directed  to  construct  subsidiary  ducts  connecting 
with  the  main  subway,  as  follows:  From  manholes 

S.  E.  cor.  Broadway  and  2Sth  street  to  Hoffman  House. 

N.  E.  cor.  Fifth  avenue  and  42d  street  to  4 E.  42d  street. 

S;  E.  cor.  Lexington  avenue  and  S4th  street  to  154  E.  S4th  street. 

For  the  Postal  Telegraph-Cable  Company. 
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An  application  of  the  Metropolitan  Telephone  and  Telegraph  Company  to  put 
up  guy  poles  at  Tenth  and  Eleventh  avenues  and  66th  street  was  referred  to  the 
Engineer  to  ascertain  and  report  the  number  of  poles  desired. 

Mayor  Grant  offered  the  following  resolution: 

Resolved,  That  the  Engineer  and  the  Electrical  Expert  of  the  Board  be 
directed  to  see  that  Rule  ii  of  the  Rules  and  Regulations  for  Overhead  Wires 
is  enforced. 

Which  was  unanimously  adopted. 

Judge  Kelly,  pending  the  consideration  of  the  foregoing  resolution,  protested 
against  Rule  ii  as  unreasonable,  unjust  and  irrational. 

The  Board,  on  motion,  of  Mayor  Grant,  adjourned  to  Monday,  March  30th, 
1891,  at  3 o’clock  P.  M. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Mayor,  in  the  City  of  New  York,  on  Monday,  March  30th,  1891,  at  3 
o’clock  P.  M. 

Present:  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess  and 
Theodore  Moss. 

The  minutes  of  the  previous  meeting  were  read  and  approved. 

Mayor  Grant:  The  Electrical  Expert  makes  a communication  to  the  Board 
in  relation  to  housetop  power  wires.  The  Secretary  will  read  it. 

The  communication,  as  follows,  was  thereupon  read: 

New  York,  March  30,  1891. 

To  the  Honorable  Commissioners  of  the  Board  of  Electrical  Control : 

Gentlemen  : — I have  to  report  the  following  list  of  housetop  Power  wires  which 
wires  are  within  one  block  of  completed  subways,  and  which  can  now  be  removed, 
according  to  your  resolution  passed  thirty  days  ago: 

Broadway,  Franklin  to  Leonard  street,  west  side. 

Leonard  street,  Hudson  street  to  Broadway,  south  side. 

Hudson  street,  Franklin  to  Chambers  street,  both  sides. 

Greenwich  street.  Chambers  to  Murray  street,  both  sides. 

Greenwich  street,  Vesey  to  Cortlandt  street,  both  sides. 

Greenwich  street,  Murray  to  Vesey  street,  east  side. 

Broad  street.  Water  to  Beaver  street,  east  side. 

AVilliam  street.  Spruce  to  Wall  street,  both  sides. 
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Pearl  street,  Ferry  to  John  street,  both  sides. 

Fulton  street,  Washington  to  Gold  street,  both  sides. 

The  power  wires  in  the  following  streets  have  been  removed: 

William  street,  John  to  North  Chambers  street. 

William  street.  North  Chambers  to  Oak  street. 

Front  street,  Dover  to  James  street. 

Dover  street.  Water  to  Front  street. 

Very  respectfully, 

SCHUYLER  S.  WHEELER,  Electrical  Expert. 

(Attached  to  the  foreging  report  is  a map  of  housetop  power  wires  of  Electric 
Power  Company.) 

Commissioner  Hess:  I move: 

Resolved,  That  his  Honor  the  Mayor  be  requested  to  order  the  removal  by 
the  Commissioner  of  Public  Works  of  the  housetop  'power  wires  in  the  following 
streets,  there  being  subways  for  their  accommodation,  and  the  ninety  days’  notice 
in  respect  to  such  wires  and  subways  having  expired,  to  wit: 

Broadway,  Franklin  to  Leonard  street,  west  side. 

Leonard  street,  Hudson  street  to  Broadway,  south  side. 

Hudson  street,  Franklin  to  Chambers  street,  both  sides. 

Greenwich  street.  Chambers  to  Murray  street,  both  sides. 

Greenwich  street,  Vesey  to  Cortlandt  street,  both  sides. 

Greenwich  street,  Murray  to  Vesey  street,  east  side. 

Greenwich  street,  Corflandt  to  Vesey  street,  east  side. 

Broad  street,  water  to  Beaver  street,  each  side. 

William  street.  Spruce  to  Wall  street,  both  sides. 

Pearl  street.  Ferry  to  John  street,  both  sides. 

Fulton  street,  Washington  to  Gold  street,  both  sides. 

Which  was  unanimously  adopted. 

Mayor  Grant  (to  Mr.  Wheeler) : What  do  you  say  in  relation  to  the  other 
housetop  power  wires  shown  on  the  map  attached  to  your  report? 

Expert  Wheeler:  The  balance  of  those  power  wires  have  been  put  up,  as 
I am  informed,  without  permission.  They  are  not  within  a block  of  the  subways. 
I am  prepared  to  say  they  have  no  right  to  be  there. 

Mayor  Grant:  I move  this  resolution: 

Resolved,  That  the  Secretary  be  instructed  to  notify  the  Electric  Power 
Company  that,  in  case  any  of  its  housetop  power  wires  remain  up  without  a permit 
on  the  15th  day  of  April  next,  the  Board  will  take  action  and  have  them  cut  down. 

Which  was  unanimously  adopted. 
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Expert  Wheeler  reported  the  following 

DUPLICATE  LINES: 

Green  Street — Prince  to  Spring  Street: 

Line  of  Fire  poles  on  west  side,  and  line  of  M.  T.  & T.  on  east  side, 
wires  to  go  on  east  side. 

West  nth  Street — Greenwich  Avenue  to  West  Street: 

Fire  line  on  south  side. 

M.  T.  & T.  line  on  north  side. 

All  wires  to  go  on  north  side. 

8th  Street — Sixth  Avenue  to  McDougal  Street: 

South  side  Fire. 

North  side  M.  T.  & T. 

All  go  on  north  side  line.  ^ 

University  Place — 13th  Street  to  Waverly  Place: 

F'ire  on  west  side  or  W.  U. 

Some  on  east  side. 

All  wires  could  go  on  west  side  line. 

Mercer  Street — West  4th  to  Plouston  Street: 

M.  T.  & T.  line  on  east  side. 

Fire  on  west  side. 

Wires  all  to  go  on  east  side. 

Spring  Street — Greene  Street  to  South  Fifth  Avenue: 

Fire  line  on  north  side. 

M.  T.  & T.  on  south  side. 

All  wires  could  go  on  south  side. 

Broome  Street — Mercer  Street  to  Broadway: 

Fire  on  north  side. 

M.  T.  & T.  on  south  side. 

All  wires  could  go  on  north  side. 

Beaver  Street — Broad  Street  to  Broadway: 

U.  S.  on  north. 

Mt.  Morris  on  south. 

U.  S.  should  go  on  Mt.  Morris. 

Front  Street — Fulton  to  Roosevelt  Street: 

M.  T.  & T.  on  east. 

Fire  on  west. 

Fire  can  go  on  M.  T.  & T. 

William  Street — Frankfort  to  N.  Chambers  Street. 

M.  T.  & T.  on  west  side. 

Fire  on  east  side. 

Fire  can  go  on  M.  T.  & T. 

Chambers  Street— Park  Row  to  Centre  Street: 

Fire  on  south  side. 

M.  T.  & T.  on  north  side. 

Fire  can  go  on  M.  T.  & T. 


All 
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Centre  Street — Duane  to  Chambers  Street. 

P'ire  on  west  side. 

M.  T.  & T.  on  east  side. 

Fire  can  go  on  M.  T.  & T. 

N.  Chambers  Street — Park  Row  to  Rose  Street: 

M.  T.  & T.  and  Fire  on  south  side. 

Fire  can  go  on  M.  T.  & T. 

Pearl — N.  Cliambers  Street  to  Park  Row: 

W.  U.  on  west  side. 

Fire  on  east  side. 

Fire  can  go  on  Western  Union. 

Cherry  Street — Roosevelt  to  N.  Chambers  Street: 

W.  U.  on  west  side.  ^ 

M.  T.  & T.  on  east  side. 

W.  U.  can  go  on  M.  T.  & T. 

Roosevelt  Street — Cherry  to  South  Street: 

P'ire  and  M.  T.  & T.  on  north  side. 

Fire  can  go  on  M.  T.  & T. 

Water  Street — Roosevelt  Street  to  James  Slip: 

W.  U.  on  east-side. 

M.  T.  & T.  on  west  side. 

James  Slip  to  Catherine,  both  on  east  side. 

W.  U.  can  go  on  M.  T.  & T. 

James  Slip — East  River  to  Cherry  Street: 

Fire  on  north  side. 

M.  T.  & T.  on  south  side. 

Fire  can  go  on  M.  T.  & T. 

James  Street — N.  Chambers  to  Oak  Street: 

M.  T.  & T.  on  south  side. 

Fire  on  north  side. 

Fire  can  go  on  M.  T.  & T. 

Oliver  Street — East  River  to  Chatham  Square: 

M.  T.  & T.  on  north  side. 

W.  U.  or  American  Rapid  on  south  side. 

W.  U.  can  go  on  M.  T.  & T. 

Dey  Street — Greenwich  to  West  Street. 

M.  T.  & T.  on  both  sides  of  the  street. 

All  wires  could  go  on  north  side. 

Franklin  Street — Pludson  to  Greenwich  Street: 

P'ire  on  south  side. 

W.  U.  on  north  side. 

The  B.  of  I.  have  order  to  remove  W.  U.,  as  it  is  dead. 

Duane  Street — Elm  Street  to  Broadway. 

Fire  and  U.  S.  on  south  side. 

Fire  can  be  removed. 
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Hester  Street — Bowery  to  Orchard  Street: 

M.  T.  & T.  on  south  side. 

Fire  on  north  side. 

Fire  can  go  on  M.  T.  & T. 

Hester  Street — Ludlow  to  Clinton  Street: 

Fire  on  north  side. 

M.  T.  & T.  on  south  side. 

Fire  can  go  on  M.  T.  & T.  \ 

Clinton  Street — Monroe  to  Hester  Street: 

Fire  and  G.  & S.  on  south  side. 

Fire  to  be  removed. 

Scammel  Street — Monroe  to  Grand  Street: 

Fire  on  west  side. 

W.  U.  on  east  side. 

Fire  to  be  removed. 

Henry  Street — Gouverneur  to  Ridge  Street: 
Fire  and  M.  T.  & T.  on  east  side. 

Fire  to  be  removed. 

Pitt  Street — Grand  to  Houston  Street: 
American  Rapid  on  west  side. 

Fire  on  east  side. 

Fire  to  be  removed. 

Gouverneur  Street — Grand  to  Monroe  Street: 
American  Rapid  on  north  side. 

M.  T.  & T.  on  south  side. 

M.  T.  & T.  to  be  removed. 

Division  Street — Ridge  to  Clinton  Street: 

W.  U.  on  north  side. 

Fire  on  south  side. 

Fire  to  be  removed. 

Delancey  Street — Forsyth  E. : 

M.  T.  & T.  on  north  side. 

Fire  on  south  side. 

P'ire  to  be  removed. 

Houston  Street — Allen  to  Orchard: 

Fire  on  north  side. 

M.  T.  & T.  on  south  side,  also  U.  S. 

Fire  to  be  removed. 

Houston  Street — Cannon  Street  to  East  River: 
M.  T.  & T.  on  north  side. 

Eire  on  south  side. 

Eire  to  be  removed. 

Elizabeth  Street — Canal  to  Prince  Street: 

U.  S.  and  Eire  on  west  side. 

M.  T.  & T.  on  east  side. 

Fire  to  be  removed. 
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Hester  Street — Bowery  to  Mott  Street: 

M.  T.  & T.  on  south  side. 

Fire  on  north  side. 

Fire  to  be  removed. 

Mulberry  Street — Canal  to  Spring  Street: 

Fire  on  west  side. 

W.  U.  or  Postal  on  east  side. 

W.  U.  to  be  removed. 

Elm  Street — Canal  to  Broome  Street: 

W.  U.  on  west  side. 

Fire  on  east  side.  ^ 

Fire  to  be  removed. 

Tenth  Avenue— iSth  to  13th  Street: 

M.  T.  & T.  on  west  side. 

Fire  on  W.  U.  on  east  side. 

All  wires  to  go  on  west  side. 

Tenth  Avenue— 13th  to  Little  12th  Street: 

On  west  side  two  lines  of  poles — M.  T.  & T.  & W.  U. 

On  the  east  side  Fire  or  W.  U. 

All  could  go  on  H.  T.  & T.  line  on  west  side. 

13th  Street— North  River  to  Tenth  Avenue: 

Postal  or  W.  U.  on  north  side. 

M.  T.  & T.  on  south  side. 

All  wires  could  go  on  north  side. 

West  Street— Cedar  to  Spring  Street: 

Western  Union  on  east  side. 

M.  T.  & T.  on  west  side. 

All  wires  could  go  on  west  side. 

West  Street  and  lOth  Avenue— Little  W.  12th  to  Gansevoort  Streets 
W.  U.  on  east  side. 

M.  T.  & T.  on  west  side. 

All  wires  could  go  on  west  side. 

Broome  Street— Broadway  to  Bowery: 

Fire  on  north  side. 

M.  T.  & T.  and  U.  S.  on  south  side. 

Fire  to  be  removed. 

Spring  Street — Crosby  to  Mott  Street : 

Fire  on  north  side. 

M.  T.  & T.  on  south  side.  M.  T.  & T.  poles  dead. 

Elizabeth  Street — Prince  to  Houston  Street: 

Fire  and  M.  T.  & T.  on  west  side. 

U.  S.  on  east  side. 

Fire  to  be  removed. 

Crosby  Street — Houston  to  Bleecker  Street: 

Fire  on  west  side. 

M.  T.  & T.  on  east  side. 

Fire  to  be  removed. 


1079 


[March  30,  1891 


Bleecker  Street — Crosby  to  Bowery : 

Fire  on  west  side. 

M.  T.  & T.  on  east  side. 

Fire  to  be  removed. 

Henry  Street — Oliver  to  Catharine:  ' 

W.  U.  on  west  side. 

M.  T.  & T.  on  east  side. 

W.  U.  can  go  on  M.  T.  & T. 

Henry  Street — Catharine  to  Pike:  , 

W.  U.  on  west  side. 

Fire  on  east  side. 

Fire  can  go  on  W.  U. 

East  Broadway — Chatham  Square  to  Canal  Street: 
Fire  and  M.  T.  & T.  on  east  side. 

Fire  can  go  on  M.  T.  & T, 

Market  Street — East  Broadway  to  Division  Street : 
Fire  on  south  side. 

M.  T.  & T.  on  north  side. 

M.  T.  & T.  can  go  on  Fire. 

Bayard  Street — Division  to  Baxter  Street: 

Fire  and  M.  T.  & T.  on  north  side. 

Fire  can  go  on  M.  T.  & T. 

Pike  Street — ^Division  Street  to  East  Broadway: 
Fire  and  M.  T.  & T.  on  north  side. 

Fire  can  go  on  M.  T.  & T. 

Orchard  Street  north  from  Division  Street: 

Fire  on  east  side. 

G.  & S.  on  west  side. 

Fire  can  go  on  G.  & S. 

Madison  Street — Chatham  Square  to  Rutgers  Street: 

W.  U.  on  west  side. 

Fire  on  east  side. 

Fire  can  go  on  W.  U. 

Bayard  Street — Division  Street  to  Bowery: 

M.  T.  & T.  and  Fire  on  north  side. 

Fire  can  go  on  M.  T.  & T. 

Elizabeth  Street— Canal  to  Bayard  Street: 

Fire  on  west  side. 

M.  T.  & T.  on  east  side. 

Fire  can  go  on  M.  T.  & T. 

Baxter  Street— Park  Row  to  Canal  Street: 

W.  U.  on  west  side. 

M.  T.  & T.  on  east  side. 

M.  T.  & T.  can  go  on  W-  U. 
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Wooster  Street — Grand  to  Prince  Street : 

Fire  on  west  side. 

M.  T.  & T.  on  east  side. 

All  wires  could  go  on  east  side. 

Seventh  Avenue— 34th  to  33d  Street: 

Fire  on  'east  side. 

M.  T.  & T.  on  west  side. 

Seventh  Avenue— 33d  Street  to  Greenwich  Avenue: 

Fire  on  west  side. 

M.  T.  & T.  on  east  side.  ' 

14th  Street — Sixth  to  Seventh  Avenue : 

Two  lines  on  electric  light  poles  on  same  side  street — Brush  and  U.  S. 

Greenwich  Avenue— 12th  Street  to  Eighth  Avenue : 

Fire  on  south  side. 

M.  T.  & T.  on  north  side. 

All  wires  could  go  on  north  side. 

Greenwich  Avenue— Sixth  to  Seventh  Avenue : 

Fire  on  north  side. 

M.  T.  & T.  on  south  side. 

All  wires  could  go  on  south  side. 

Canal  Street— West  to  Mercer  Street; 

South  side  W.  U.  and  F. 

North  side  M.  T.  & T.  Co. 

All  wires  could  go  on  M.  T.  & T.  line  on  north  side. 

The  north  side  has  also  an  electric  light  line,  which  should  be  transferred  to 
subway. 

Greenwich  Street — Cortlandt  to  Fulton  Street : 

U.  S.  E.  L.  light  line  on  east  side. 

Mt.  Morris  on  west  side. 

All  go  on  west  side. 

Hester  Street— Orchard  to  Ludlow  Street: 

M.  T.  & T.,  also  Fire  on  north  side. 

Fire  can  go  on  M.  T.  & T. 

i2Sth  Street — Eighth  Avenue  to  Manhattan  Street: 

Fire  on  south  side. 

Western  Union  on  north  side. 

Fire  can  go  on  north  side. 

Eighth  Avenue— I2ist  to  125th  Street: 

Fire  on  west  side  over  Mt.  Morris  E.  L. 

W.  U.  on  east  side. 

Fire  could  go  on  east  side. 

Eighth  Avenue— 145th  Street  to  Macomb’s  Dam  Lane: 

Fire  on  west  side. 

French  Cable  on  east. 

All  wires  could  go  on  east  side. 
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Macomb’s  Dam  Lane — Eighth  Avenue  to  Macomb  s Dam  Bridge . 

A line  of  French  Cable  poles  that  go  part  way  on  east  side,  then  cross  to  west 
side,  which  is  unnecessary,  as  they  only  carry  the  two  French  Cable^  wires 
which  could  be  placed  on  Fire  poles  on  Eighth  avenue  to  iS4th  street, 
thence  through  iS4th  street  on  Fire  poles  to  Macomb’s  Dam  Bridge. 

Boulevard— 144th  to  iSist  Street: 

M.  T.  & T.  on  west  side. 

Fire  on  east  side. 

Fire  can  go  on  M.  T.  & T. 

Tenth  Avenue — 66th  to  144th  Street: 

M.  T.  & T.  (trunk)  line  on  east  side. 

Fire,  Western  Union  or  Postal  on  west  side,  which  should  be  placed  on  M.  T. 
& T.  line. 

.St.  Nicholas  Avenue — 125th  to  i4Sth  Street : 

Fire  on  west  side. 

French  Cable  Company  on  east  side. 

French  Cable  to  go  on  Fire  poles. 

St.  Nicholas  Avenue— 145th  to  155th  Street:  « 

Fire  on  east  side. 

W.  U.  or  Postal  on  west  side.  _ at  a-  » 

All  wires  to  be  put  on  pole  line  on  Fire  line,  or  else  all  wires  go  on  M.  T.  & 

T.  line  on  east  side  of  Tenth  avenue. 

145th  Street— Eighth  to  St.  Nicholas  Avenue: 

French  Cable  Co.  line  on  north  side. 

Fire  on  south  side. 

All  go  on  south  side. 

St.  Ann’s  Avenue— So.  Boulevard  to  149th  Street: 

W.  U.  on  west  side. 

Fire  on  east  side. 

Line  to  go  on  side, 

s / 

West  4th  Street — Eighth  Avenue  to  Grove  Street* 

Fire  on  east  side. 

M.  T.  & T.  on  west  side. 

All  wires  can  go  on  west  side. 

Carmine  Street— W.  3d  to  Bleecker  Street: 

Fire  on  east  side. 

N M.  T.  & T.  on  west  side. 

Fire  can  go  on  M.  T.  & T. 

30th  Street— Ninth  to  Tenth  Avenue: 

Fire  on  south  side. 

W.  U.  on  north  side. 

All  wires  to  go  on  north  side. 

Catharine  Street— Division  to  Henry  Street: 

M.  T.  & T.  on  north  side. 

W.  U.  on  south  side. 

W.  U.  to  go  on  M.  T.  & T.  a ■ ■ . ■ 
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Canal  Street — Centre  Street  to  Broadway: 

U.  S.  111.  Co.  on  both  sides  of  the  street. 

Canal  Street — Elm  to  Broadway: 

Fire  on  north  side. 

M.  T.  & T.  on  south  side. 

Fire  to  go  on  M.  T.  & T. 

Gt.  Jones  Street — Broadway  to  Lafayette  Place: 

Fire  and  W.  U. 

Fire  poles  can  be  removed. 

4th  Avenue — 8th  to  14th  Street: 

W.  U.  on  west  side. 

M.  T.  & T.  on  east  side. 

W.  Q.  can  go  on  M.  T.  & T.  and  poles  removed. 

Second  Avenue — Houston  to  8th  Street: 

W.  U.  on  west  side. 

M.  T.  & T.  and  U.  S.  on  east  side. 

M.  T.  & T.  wires  can  go  on  W.  U.  and  poles  removed. 

Avenue  A — Houston  to  8th  Street: 

M.  T.  & T.  on  east  side. 

W.  U.  and  E.  R.  on  west. 

W.  U.  wires  and  poles  can  be  removed. 

Lewis  Street— Houston  to  5th  Street: 

Fire  on  east  side. 

M.  T.  & T.  is  on  west  side 
Fire  can  be  removed. 

Avenue  C — Houston  to  i8th  Street: 

M.  T.  & T.  or  American  Rapid  on  east  side. 

Fire  on  west  side. 

Fire  can  be  removed. 

Lewis  Street — 5th  to  8th  Street : 

Fire  on  west  side. 

M.  T.  & T.  on  the  east.  — 

Fire  can  be  removed. 

8th  Street — Lewis  to  Avenue  D : 

M.  T.  & T.  on  north  side. 

Fire  on  south  side. 

Fire  can  be  removed. 

Avenue  — 8th  to  loth  Street: 

Fire  on  west  side. 

M.  T.  & T.  and  East  River  on  the  east. 

Fire  can  be  removed. 

First  Avenue — 6th  to  7th  Street : 

Fire  or  W.  U.  and  E.  R.  on  east. 

M.  T.  & T.  on  west. 

Fire  can  be  removed. 
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13th  Street— 13th  Street,  Third  Avenue  to  Avenue  A: 
M.  T.  & T.  on  north  side. 

Fire  on  south. 

Fire  can  be  removed. 

Second  Avenue— 14th  Street  to  40th  Street: 

M.  T.  & T.  on  east  side. 

W.  U.  on  west  side. 

W.  U.  can  go  on  M.  T.  & T.  line. 

Avenue  A — 14th  to  23d  Street : 

U.  S.  on  east. 

E.  R.  on  west. 

U.  S.  can  be  removed. 


Avenue  B — iith  to  14th  Street: 

M.  T.  & T.  and  E.  R.  on  west  side. 

Fire  on  east  side. 

M.  T.  & T.  can  be  removed. 

i8th  Street— East  River  to  Avenue  B : 

American  Rapid  on  M.  T.  & T.  on  south  side  of  street. 

Fire  can  be  removed. 


Fire  on  north  side. 


Avenue  B — i8th  to  20th  Street. 

M.  T.  & T.  on  east  side. 

American  Rapid  on  west  side. 

20th  Street— Avenue  B to  Avenue  A: 
M.  T.  & T.  on  north  side. 
American  Rapid  on  south  side. 

M.  T.  & T.  can  be  removed. 


33d  Street— Third  Avenue  to  East  River: 
M.  T.  & T.  on  the  north  side. 

Fire  or  W.  U.  on  south  side. 

Fire  to  be  removed,  or  W.  U. 

Second  Avenue — 4^fh  to  86th  Street . 

Fire  and  M.  T.  & T. 

Fire  to  be  removed. 

56th  Street — Avenue  A to  First  Avenue : 
M.  T.  & T.  on  south. 

Fire  on  north. 

Fire  to  be  removed. 

Avenue  A — 63d  to  90th  Street. 

M.  T.  & T.  on  east. 

W.  U.  on  west. 

M.  T.  & T. 

87th  Street— First  to  Avenue  A: 

Fire  on  south  side. 

W.  U.  on  north. 

Fire  can  be  removed.  , -• 
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First  Avenue— 87th  to  125th  Street: 

M.  T.  & T.  on  east  side. 

W.  U.  or  Fire  on  west. 

W.  U.  or  Fire  can  be  removed. 

Second  Avenue — 86th  to  io6th  Street: 

Fire  on  west. 

M.  T.  & T.  on  east. 

Fire  can  be  removed. 

Second  Avenue — io6th  to  128th  Street: 

Fire  and  M.  T.  & T.  on  east  side. 

Fire  can  be  removed. 

io6th  Street — First  to  Third  Avenue : 

Fire  on  south. 

W.  U.  on  north. 

Fire  can  be  removed. 

125th  Street — Second  to  First  Avenue. 

Fire  and  M.  T.  & T.  ' ■ ; 

Fire  can  be  removed. 

Lexington  Avenue— 131st  to  107th  Street : 

M.  T.  & T.  on  west.  ■ . 

Fire  on  east. 

Fire  can  be  removed. 

Fourth  Avenue— 131st  to  124th  Street.  ' 

M.  T.  & T.  on  the  west. 

Fire  or  W.  U.  on  east. 

W.  U.  or  Fire  can  be  removed. 

Fourth  Avenue — 120th  to  noth  Street: 

M.  T.  & T.  and  Fire  on  the  west  side.  . , 

Fire  can  be  removed. 

Fourth  Avenue — i02d  to  97th  Street  • , - ■ • . , 

W.  U.  on  east  side.  - - ■ • - ■ ■ - 

M.  T.  & T.  on  west.  ■ . 

W.  U.  can  be  removed. 

71st  Street — Fourth  to  Madison  Avenue:  . . ■ ■ ■ 

Fire  on  south. 

W.  U.  on  north.  ' 

Fire  can  be  removed. 

Mayor  Grant : We  have  a communication  here  from  the  Fire  Department.  I will 
•state  for  the  information  of  the  Board  that  the  President  of  the  Fire  Department  and 
the  Electrical  Expert  of  that  Department  and  Mr.  Wheeler  and  Mr.  Trainer  met  here 
the  other  day,  and  I think  this  letter  is  the  result  of  it.  The  Secretary  will  read  it. 

The  following  communication  from  the  Fire  Department  was  thereupon  read: 
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New  York,  March  30th,  1891. 

S.  S.  Wheeler,  Esq.,  Electrical  Expert,  Board  of  Electrical  Control,  No.  1266  Broad- 
way, N.  Y.  City: 

Dear  Sir; — Referring  to  the  consolidation  of  the  different  lines  where  more  than 
one  exist  on  the  same  street,  where  Fire  Department  lines  are  situated,  and  taking  the 
list  furnished  by  you  for  consideration,  I respectfully  report  as  follows : 

Greene  Street  from  Prince  to  Spring  Street — Fire  poles  and  wires  have  been  re- 
moved, from  the  west  side. 

Spring  Street. 

Greene  Street  to  So.  5th  Avenue — Fire  wires  have  been  removed  from  west  side. 

Broome  Street. 

Mercer  Street  to  Broadway — Fire  wires  have  been  removed  from  north  side  to 
south  side,  except  from  box  pole  at  Mercer  street,  which  will  have  underground  connec- 
tion in  a few  days. 

' Duane  Street. 

Elm  Street  to  Broadway— No  Fire  wires  in  Duane  street  anywhere.  Notice  was 
given  that  poles  could  be  removed  several  weeks  since. 

Tenth  Avenue. 

Little  I2th  to  iSth  Street— All  Fire  wires  are  on  the  west  side. 

Wooster  Street. 

• Grand  to  Prince  Street— Fire  Department  wires  are  all  on  the  east  side. 

William  Street. 

Frankfort  to  New  Chambers  Street — Subway  duct  space  now  having  been  assigned 
to  reach  station  Nassau  and  Pine  streets,  wires  and  poles  will  be  abandoned  within  a few 

days. 

Canal  Street. 

West  to  Mercer  Street — No  Fire  wires. 

We  find  it  practicable  to  effect  the  desired  consolidation  in  streets  named  below,, 
as  follows : 

West  nth  Street. 

Between  Greenwich  Avenue  and  West  Street— Shift  Fire  lines  to  Met.  line  on  north 

side. 

Scannel  Street. 

Monroe  to  Grand  Street— F.  D.  can  go  on  W.  U. 

Henry  Street. 

Gouverneur  to  Scammel  Street — F.  D.  can  go  on  Met.  Tel.  poles. 

Pitt  Street. 

Broome  to  Rivington  Street — F.  D.  can  go  on  W.  U. 

Houston  Street. 

Allen  to  Orchard  Street — Cannot  remove  Fire  wires  to  opposite  side  on  account  of 

electric  light  wires.  ' 

Elizabeth  Street. 

Canal  to  Hester  Street— F.  D.  can  be  put  on  Met.  Tel. 

Elizabeth  Street. 

Hester  to  Prince  Street— Cannot  shift  Fire  wires  on  account  of  electric  light  wires. 
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13th  Street. 

North  River  to  Tenth  Avenue — Met.  Tel.  can  go  on  F.  D.  on  north  side. 

I University  Place. 

13th  Street  to  Waverly  Place — Shift  W.  U.  to  F.  D. 

Chambers  Street. 

Park  Row  to  Centre  Street— Shift  F.  D.  to  Met.  Tel. 

Centre  Street. 

Duane  to  Chambers  Street — Fire  wires  will  be  off  in  a few  days,  or  can  shift  to 
. Met.  Tel. 

New  Chambers  Street. 

Park  Row  to  Rose  Street — F.  D.  can  be  shifted  to  Met.Tel. 

Front  Street. 

Fulton  to  Roosevelt  Street — F.  D.  can  go  on  Met.  Tel. 

Pearl  Street. 

New  Chambers  Street  to  Park  Row — F.  D.  can  go  on  W.  U. 

Hester  Street. 

Bowery  to  Orchard  Street,  and  Ludlow  to  Clinton  Street — F.  D.  can  go  on  Met. 

Tel. 

Clinton  Street. 

Monroe  to  Hester  Street — F.  D.  can  go  on  W.  U. 

Elizabeth  Street. 

Prince  to  Houston  Street — F.  D.  can  go  on  Met.  Tel. 

Crosby  Street. 

Houston  to  Bleecker  Street — F.  D.  can  go  on  Met.  Tel. 

Bleecker  Street.  > 

Crosby  Street  to  Bowery — F.  D.  can  go  on  Met.  Tel. 

Henry  Street. 

Catharine  to  Market  Street — F.  D.  can  go  on  W.  U. 

^ East  Broadway. 

Chatham  Square  to  Canal  Street— F.  D.  can  go  on  Met.  Tel. 

Seventh  Avenue.  ’ 

Greenwich  Avenue  to  34th  Street — F.  D.  can  go  on  Met.  Tel.,  but  many  of  the  pres- 
ent poles  are  unfit. 

Greenwich  Avenue. 

8th  to  6th  Avenue — All  wires  could  go  on  Met.  Tel. 

(This  report  will  be  continued  as  soon  as  the  necessary  information  can  be  ob- 
tained.) 

It  will  be  understood  that  the  above  report  is  only  upon  the  practicability  of  the 
changes.  The  expense  of  making  the  changes  so  far  as  considered  will  amount  to 
probably  five  thousand  dollars. 

I hope  to  be  able  to  report  upon  the  balance  of  the  list  to-morrow. 

Very  respectfully, 

J.  ELLIOT  SMITH,  Superintendent. 
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Mayor  Grant : I will  endeavor  to  give  the  Fire  Department  any  money  that  it  is 
possible  to  give  them  in  that  matter.  The  letter  will  be  referred  to  the  Electrical  Ex- 
pert, to  communicate  with  Mr.  Smith  or  the  President  of  the  Fire  Department  in  rela- 
tion to  those  wires  and  any  others  on  the  list  of  duplicate  lines. 

Mayor  Grant:  I wish  the  Secretary  to  make  out  a list  of  the  streets  included  in 
the  90  days’  notices  of  November  19,  1888,  and  January  8,  1890,  to  companies  operating 
signaling  wires,  and  to  give  it  to  the  Electrical  Expert,  who  is  directed  to  find  out  and 
report  to  me  to-morrow  afternoon  the  streets  of  such  list,  if  any,  in  which  there  still 
remain  poles  and  wires  .belonging  to  any  company  notified  to  remove  them  under  such 
notice,  when  I will  issue  an  order  for  the  removal  of  any  such  poles  and  wires  by  the 
Commissioner  of  Public  Works. 

Mr.  Cravath  (representing  the  U.  S.  111.  Co.  and  the  Brush  Electric  111.  Co.), 
stated  that,  in  pursuance  of  the  90  days’  notice  of  December  9th,  1890,  his  companies’  had 
either  removed  or  would  remove  in  a day  or  two  their  wires  in  the  following  streets . 

Centre  Street  from  Reade  Street  to  Park  Row, 

Fourth  Avenue  from  14th  Street  to  iSth  Street, 

Park  Row  from  Chatham  Square  to  Brooklyn  Bridge, 

Stanton  Street  from  Bowery  to  Chrystie  Street, 

Prince  Street  from  Elizabeth  Street  to  Bowery, 

Greenwich  Street  from  Fulton  Street  to  Vandam  Street. 

He  also  stated  that  the  wires  are  down  or  will  be  down  in  a day  or  two,  in 
Houston  Street  its  entire  length, 

Broadway,  west  side,  from  14th  to  Houston  Street ; and  pleaded  for  an  extension  of 
time  in  the  other  streets  of  the  90  days’  notice. 

The  Board,  after  hearing  Mr.  Cravath,  Mr.  May,  of  the  Mount  Morris  Electric 
Light  Company,  and  Judge  Kelly,  of  the  East  River  Electric  Light  Company,  in  favor 
of  the  extension  of  the  time  of  the  90  days’  notice  in  respect  to  certain  streets,  and  con- 
sidering the  matter,  adopted  the  following  resolutions : 

Resolved,  That  the  time  for  the  performance  of  the  acts  specified  in  the  90  days’ 
notice  to  the  Electric  Light  and  Power  Companies  dated  December  9th,  1890,  be  ex- 
tended until  the  15th  day  of  April,  1891,  as  affecting  the  following  streets  named 

therein : 

Eighth  Avenue  from  13th  Street  to  S9th  Street, 

Whitehall  Street  from  Beaver  Street  to  South  Ferry, 

Canal  Street  from  Greenwich  Street  to  Bowery, 

Catharine  Street  from  Cherry  Street  to  New  Bowery, 

Elizabeth  Street  from  Canal  Street  to  Houston  Street, 

42d  Street  from  First  Avenue  to  Eighth  Avenue, 

23d  Street  from  Third  Avenue  to  Fourth  Avenue, 

Greenwich  Street  from  Fulton  Street  to  Vandam  Street, 

Fulton  Street  from  Broadway  to  William  Street. 
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Resolved,  That  the  Mayor  be  requested  to  order  the  removal  by  the  Commissioner 
of  Public  Works  of  the  wires,  poles  and  other  fixtures  belonging  to  the  Electric  Light 
and  Power  Companies  in  the  following  streets,  and  avenues,  the  ninety  days’  notice  re- 
quired by  law  having  expired  without  such  wires,  poles  and  fixtures  being  removed  by 
the  owners  or  operators  thereof,  to  wit: 

Park  Row,  from  Chatham  Square  to  Brooklyn  Bridge, 

Sixth  Avenue,  from  I22d  Street  to  125th  Street, 

58th  Street,  from  Sixth  Avenue  to  Madison  Avenue, 

37th  Street,  from  Sixth  Avenue  to  Madison  Avenue,  and  from  Madison  Avenue  to 
Fourth  Avenue, 

32d  Street,  from  Fourth  Avenue  to  Lexington ' Avenue, 

29th  Street,  from  First  Avenue  to  Broadway, 

22d  Street,  from  Broadway  to  Fourth  Avenue, 

Stanton  Street,  from  Bowery  to  Chrystie  Street, 

Prince  Street,  from  Elizabeth  Street  to  Bowery, 

Broome  Street,  from  Broadway  to  Centre  Street, 

Howard  Street,  frotn  Mercer  Street  to  Broadway, 

Leonard  Street,  from  Hudson  Street  to  Broadway, 

Thomas  Street,  from  Hudson  Street  to  Church  Street,  * 

Reade  Street,  from  Broadway  to  Centre  Street, 

Lexington  Avenue,  from  32d  Street  to  59th  Street, 

Madison  Avenue,  from  41st  Street  to  S9th  Street, 

Eleventh  Avenue,  from  23d  Street  to  24th  Street, 

Vandam  Street,  from  Greenwich  to  Macdougal  Street, 

Macdougal  Street,  from  Vandam  Street  to  Houston  Street, 

West  Broadway,  from  Chambers  Street  to  Canal  Street, 

Pearl  Street  and  New  Bowery,  from  Fulton  Street  to  Chatham  Square, 

William  Street,  from  Beaver  Street  to  Frankfort  Street, 

Beaver  Street,  from  Broadway  to  Wall  Street, 

Broad  Street,  from  Pearl  to  Wall  Street, 

Fifth  Avenue,  from  23d  Street  to  42d  Street, 

North  William  Street,  from  Park  Row  to  Frankfort  Street, 

37th  Street,  from  Third  Avenue  to  Lexington  Avenue, 

Seventh  Avenue,  from  58th  Street  to  59th  Street, 

Centre  Street,  from  Reade  Street  to  Park  Row, 

William  Street,  from  Frankfort  Street  to  Park  Row, 

Fourth  Avenue,  from  14th  Street  to  15th  Street, 

Which  was  unanimously  adopted. 

The  Board  next  considered  the  following  resolution  laid  over  from  the  last  meet- 
ing: 

Whereas,  the  Board  of  Electrical  Control  during  the  past  two  years  has  re- 
peatedly requested  the  several  electrical  companies  operating  in  the  City  of  New  York 
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to  designate  where  they  wished  subways  constructed  for  their  accommodation,  and  to 
avail  themselves  of  the  facilities  by  occupying  the  subways  already  constructed  by  the 
direction  of  this  Board,  and 

Whereas,  m the  opinion  of  the  Board,  in  the  district  bounded  by  Canal  street  on 
the  north.  Battery  place  and  State  street  on  the  south.  Bowery,  New  Bowery,  Pearl 
street  and  Whitehall  street  on  the  east,  and  Greenwich  street  on  the  west,  suitable  ac- 
commodations for  all  electric  wires  have  already  been  provided,  wherever  requests  have 
been  made  in  compliance  with  the  requirements  of  the  Board  and  a sufficient  time  has 
elapsed  to  enable  all  the  electric  companies  operating  in  this  section  to  provide  them- 
selves with  cable  and  occupy  the  subways. 

Resolved,  That  the  Mayor  is  authorized  and  requested,  after  the  first  day  of 
August,  1891,  being  more  than  ninety  days  from  this  date,  to  direct  the  Commis- 
sionei  of  Public  Works  to  remove  all  poles  carrying  wires  for  electric  service  of 
any  kind  within  the  district  bounded  by  Canal  Street  on  the  north.  Battery  place 
and  State  street  on  the  south.  Bowery,  New  Bowery,  Pearl  street  and  Whitehall 
street  on  the  east,  and  Greenwich  street  on  the  west,  including  the  boundary 
streets. 

Mayor  Grant:  Has  any  gentleman  any  objection  to  that  territory?  Unless 
there  be  some  objection  the  Board  will  adopt  that  resolution,  a copy  of  which  will 
be  sent  by  the  Secretary  to  all  companies  applying  for  permits  to  this  Board, 
electric  light  and  power,  telegraph,  telephone  companies,  and  to  the  Fire  De- 
partment. 

The  resolutions  was  thereupon  unanimously  adopted. 

Engineer  Kearny  stated,  in  relation  to  the  matter  of  subway  facilities  on  the 
west  side  of  Broadway  between  Houston  street  and  Bowling  Green  referred  to 
Commissioner  Gilroy  and  himself  at  the  last  meeting,  that  all  it  was  necessary 
for  the  Consolidated  Telegraph  Company  to  do  would  be  to  apply  for  a permit 
and  where  there  was  room  the  Commissioner  of  Public  Works  would  grant  it; 
but  the  work  must  be  done  before  the  repaving. 

Mr.  Ridgway  (Vice-President  of  the  Consolidated  Tel.  & Elec’l  Subway  Co.)  : 
We  will  renew  the  application,  and  will  be  very  glad  to  do  it. 

Engineer  Kearny  asked  for  more  time  to  report  upon  wires  strung  on  fire, 
police,  telegraph  or  telephone  poles  in  violation  of  the  rules,  stating  that  the  con- 
dition of  things  was  changing  and  that  in  a week  he  might  be  able  to  report  them 
all  removed. 

Mayor  Grant:  The  Engineer  will  report  at  the  next  meeting  of  the  Board. 
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Mayor  Grant;  The  report  of  the  Expert  upon  duplicate  lines,  that  is  referred 
back  to  be  reported  at  the  next  meeting. 

The  report  of  Engineer  Kearny,  dated  March  25,  1891,  recommending  the 
construction  of  certain  subways,  laid  over  at  the  last  meeting,  was  brought  up, 
considered,  and  again  laid  over. 

Engineer  Kearny  made  the  following  report: 

New  York,  March  30,  1891. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control:  ^ 

Gentlemen: — I have  examined  the  West  Side  telephone  line,  66th  street  at  Tenth 
and  Eleventh  avenues,  where  it  makes  a turn,  and  find  it  necessary  to  guy  the 
line  by  setting  two  guy  poles  at  Tenth  avenue  and  two  at  Eleventh  avenue,  to 
make  the  line  secure,  and  recommend  that  the  Board  authorize  the  Metropolitan 
Telephone  and  Telegraph  Company  to  erect  the  same. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer  to  the  Board. 

The  Board,  after  considering  the  report,  adopted  the  following  resolution: 

Resolved,  That  the  Secretary  issue  a permit  to  the  Metropolitan  Telephone 
and  Telegraph  Company  to  set  four  guy  poles,  two  at  66th  street  and  Tenth  ave- 
nue, and  two  at  66th  street  and  Eleventh  avenue. 

Mayor  Grant  moved  the  following  resolution: 

Resolved,  That  the  Engineer  be  directed  to  report  to  this  Board  at  the  next 
meeting  whether  the  pole  lines  on  Tenth  avenue  above  66th  street  have  been  con- 
solidated. 

Which  was  unanimously  adopted. 

Mr.  E.  A.  Leslie  (of  the  Manhattan  and  Harlem  Electric  Lighting  Com- 
panies): We  marked  our  poles  yesterday. 

Adjourned  subject  to  the  call  of  the  Chair. 
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Minutes  of  proceedings  of  Major  Hugh  J.  Grant,  President,  and  Jacob  Hess, 
Commissioner,  of  the  Board  of  Electrical  Control,  had  at  the  office  of  the  Mayor, 
on  Tuesday,  April  14th,  1891,  at  12  o’clock  M. 

Mayor  Grant:  The  Secretary  will  call  the  roll. 

On  the  roll-call  all  answered  to  their  names,  except  Commissioner  Moss,  who  . 
was  absent. 

Mayor  Grant:  All  the  members  of  the  Board  not  being  present,  it  is  impos- 
sible to  have  a regular  meeting;  but  as  representatives  of  all  the  electric  light,  tele- 
phone and  telegraph  companies  are  present  we  will  transact  some  business. 

Commissioner  Hess:  I think  it  is  fair  to  announce  that  the  absence  of  Mr. 
Moss  is  due  to  the  death  of  his  daughter  on  Monday  morning. 

Mayor  Grant:  Yes.  Here  is  a resolution  that  the  Secretary  will  read. 

The  following  preambles  and  resolution  were  thereupon  read: 

Whereas,  by  resolution  on  March  25th,  last,  this  Board  directed  that  its 
Engineer  and  Expert  notify  all  companies  owning  poles  to  conform  to  the  ruie 
which  requires  that  all  poles  be  branded  with  the  owner’s  name,  and 

W^hereas,  in  accordance  with  the  notice  so  sent,  several  of  the  companies  have 
branded  their  poles,  but,  nevertheless,  upon  examination,  it  is  found  that  a large 
number  are  still  unbranded,  and 

W^hereas,  there  are  many  unclaimed  poles,  and  poles  whose  owners  it  is  very 
difficult  to  ascertain  in  case  of  accident,  etc.. 

Resolved,  That  this  Board  request  the  Commissioner  of  Public  Works, 
through  the  Mayor,  to  remove  all  poles  in  the  city  which  are  not  marked  with 
the  name  of  their  owners,  beginning  one  week  from  the  time  of  the  adoption 
of  this  resolution. 

Mayor  Grant.  As  Mr.  Moss  is  not  here,  we  can  only  offer  the  resolution 
for  adoption.  We  wish  the  companies  to  take  notice  that  any  poles  not  branded 
within  the  limited  time  will  be  considered  as  abandoned.  Both  Mr.  Hess  and 
myself  will  vote  for  that  resolution  at  the  next  meeting  of  the  Board. 

Expert  W’heeler  asked  for  and  was  given  more  time  to  make  report  upon 
violation  of  rules  in  respect  to  the  stringing  of  wires  of  electric  light  companies  on 
poles  of  companies  operating  signaling  wires. 

Mayor  Grant:  I request  the  Engineer  to  make  a report  at  the  next  meeting 
upon  the  advisability  of  building  a subway,  either  on  the  Boulevard  or  Tenth 
avenue,  so  that  the  pole  lines  can  come  down. 
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The  report  of  the  Electrical  Expert  on  duplicate  lines  was  called  for  by 
Mayor  Grant. 

The  Expert:  The  question  of  duplicate  lines  is  waiting  for  the  Corporation 
Counsel  to  give  an  opinion  on  the  method  to  be  pursued  in  consolidation.  The 
Fire  Department  are  at  work  on  their  part  of  it.  - 


Mayor  Grant:  Let  it  come  up  at  the  next  meeting  on  Monday. 

An  application  of  the  United  States  Illuminating  Company  to  change  the 
positions  of  two  lampposts  was  brought  up,  discussed  and  laid  over  until  the 

next  meeting. 

The  following  communication  and  report  thereon  were  read: 

March  24th,  1891. 

Hon.  Theodore  Moss,  Secretary  of  the  Board  of  Electrical  Control. 

Dear  Sir:— Some  time  ago  at  a meeting  of  the  Board  of  Electrical  Control  the 
Expert  of  the  Board  handed  the  inclosed  letter  of  L.  Johnson,  715  Ninth  avenue, 
to  me.  The  letter  alleges  the  illegal  construction  of  subways.  Inadvertently  the 
matter  was  overlooked,  but  I wish  you  would  have  the  matter  thoroughly  inves- 
tigated and  let  me  have  your  views  on  the  subject.  Respectfully, 

HUGH  J.  GRANT,  Mayor. 

April  7th,  1891. 

Col.  H.  S.  Kjearny  : 

I have  to  report  in  answer  to  the  Mayor’s  letter,  dated  March  24th,  1891,  on 
complaint  of  L.  Johnson,  Esq.,  715  Ninth  avenue,  the  West  Side  Electric  and 
Power  Co.,  corner  of  52d  street  and  Tenth  avenue,  have  built  a subway  across  52d 
street,  west  of  Tenth  avenue,  lighting  the  following  places:  Lawrence’s  liquor 
store  and  How’s  dry  goods  store  on  the  southwest  corner  of  52d  street  and  Tenth 
avenue.  They  also  have  two  arc  lamps,  one  on  the  southwest  corner  of  S3d  street 
and  Tenth  avenue,  the  other  opposite  the  real  estate  office  the  second  door  west 
of  58th  street  and  Tenth  avenue.  The  Belt  Line  R.  R.  say  they  have  no  electric 
lights  in  their  stables. 

J.  H.  BURKE,  Inspector. 

Secretary  Trainer  stated  that  he  had  made  inquiry  at  the  Department  of 
Public  Works  as  to  whether  or  not  a permit  had  been  given  for  the  subway  across 
52d  street,  and  was  informed  that  none  had  been  granted. 

Mayor  Grant:  The  Secretary  will  communicate  with  both  the  Department 
of  Public  Works  and  the  Fire  Department,  and  request  of  them  information  as  to 
how  the  subway  across  S2d  street  west  of  Tenth  avenue  came  to  be  constructed. 
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The  following  communication  of  the  Electrical  Expert,  together  with  letter 
and  report  thereto  attached,  was  read: 

New  York,  April  7,  1891. 

Hon.  Hugh  J.  Grant,  Mayor,  and  President  of  the  Board  of  Electrical  Control : 

Sir:— I have  to  report  that  I notified  the  East  River  Electric  Light  Company  to 
remove  its  dead  wires  on  24th  street  by  letter,  of  which  I inclose  copy  herewith; 
that  I have  this  day  had  the  same  inspected,  and  find  that  the  company  has  not 
removed  them.  Very  respectfully, 

S.  S.  WHEELER,  Electrical  Expert. 

April  ist,  1891. 

East  River  E.  L.  Co.  : 

^ Gentlemen  :— Our  inspectors  report  you  are  maintaining  a number  of  housetop 
wmes,  also  a number  of  dead  wires  in  24th  street  from  your  station  to  Third  avenue 
without  the  permission  of  the  Board. 

I am  directed  to  notify  you  that  these  wires  must  be  removed  before  April 
5t  , 1891.  Very  respectfully, 

SCHUYLER  S.  WHEELER,  Electrical  Expert. 

April  7th,  1891. 

Dr.  S.  S.  Wheeler: 

_ I have  to  report  I have  inspected  the  East  River  Co.’s  wires  on  24th  street  and 
Third  avenue  to-day.  The  E.  R.  Co.  have  not  removed  their  wires  from  the  pole 
S.  W.  corner  of  24th  street  and  Third  avenue  as  ordered. 

J.  H.  BURKE,  Inspector. 

Judge  Kelly  (President  East  River  E.  L.  Co.) : As  regards  those  wires,  there 
are  no  dead  wires  there;  they  have  all  been  connected  in.  It  is  technical  to 
claim  that  they  are  dead;  they  are  connected  in,  and  are  carrying  currents.  It  looks 
very  much  as  if  you  were  trying  to  find  fault  where  none  really  existed.  That  line 
runs  from  our  station  to  Third  avenue,  and  is  our  main  line. 

Mayor  Grant:  Is  there  not  a subway  constructed  there? 

Judge  Kelly:  None  has  ever  been  ordered.  I think  one  is  talked  of,  ordered 
or  been  applied  for  on  23d  street. 

Commissioner  Hess:  It  would  not  remove  any  poles  if  those  wires  were 
removed? 

The  Expert:  No. 

Mayor  Grant:  Build  a subway  and  put  them  in  that. 
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Mayor  Grant:  Here  are  communications  from  the  Fire  Department,  which 
the  Secretary  will  read. 

/ 

The  communications,  as  follows,  were  thereupon  read: 

New  York,  April  9th,  1891. 

Hon.  Hugh  J.  Grant,  Mayor,  and  President  Board  of  Electrical  Control : 

Sir:— I have  the  honor  to  enclose  herewith  copy  of  the  report  of  the  requirements 
of  the  Board  of  Electrical  Control  to  consolidate  duplicate  telegraph  wires  on 
various  streets  in  the  city.  Very  respectfully, 

HENRY  D.  PURROY,  President. 

Office  of  Supt.  of  Telegraph. 

New  York,  April  7th,  1891. 

Hon.  Board  of  Commissioners,  New  York  Fire  Department: 

Gentlemen  : — I have  the  honor  to  report  that  in  order  to  comply  with  the  re- 
quirements of  the  Board  of  Electrical  Control,  that  the  wires  on  duplicate  lines 
Vvhich  at  present  exist  on  various  streets  in  the  city,  be  consolidated  upon  a single 
line  of  poles,  it  will  be  necessary  to  abandon  many  of  this  Department  s poles  and 
place  its  wires  upon  poles  which  are  not  the  property  of  the  cit3''. 

It  appears  to  me  such  a proceeding  would  be  dangerous,  unless  the  right  to  the 
occupancy  of  the  property  of  the  other  party  is  secured  to  the  Department  in  such 
a way  that  the  poles  cannot  be  disturbed  without  the  approval  of  the  Commis- 
sioners. 

I consider  the  proposed  consolidation  practicable,  but  respectfully  submit 
that  security  to  our  lines  should  be  without  question  before  removing  the  poles 
of  the  Fire  Department,  and  respectfully  suggest  that  the  Board  of  Electrical  Con- 
trol be  requested  to  procure  the  necessary  authority  which  will  enable  this  De- 
partment to  occupy  the  poles  of  the  various  companies  with  its  wiies. 

Very  respectfully, 

J.  ELLIOT  SMITH,  Supt.  of  Telegraph. 

Mayor  Grant:  That  matter  will  be  brought  up  by  the  opinion  of  the  Corpora- 
tion Counsel  in  relation  to  consolidation. 

New  York,  April  13th,  1891. 

S.  S.  Wheeler,  Esq.,  Electrical  Expert,  Board  of  Electrical  Control,  New  York  City: 

Dear  Sir:— I beg  to  inform  you  that  the  wires  of  this  Department  have  been 
shifted  to  other  poles  in  streets  enumerated  in  the  list  of  duplicate  lines,  as 
follows : 

Greene  street.  Prince  to  Spring  street. 

West  iith  street,  Greenwich  avenue  to  West  street. 

Spring  street,  Greene  street  to  South  Fifth  avenue. 

Front  street,  Fulton  to  Roosevelt  streets. 
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Hester  Street,  Forsyth  to  Orchard  streets. 

Tenth  avenue,  isth  to  13th  streets. 

Tenth  avenue,  13th  to  Little  12th  streets. 

Clinton  street,  Hester  to  Monroe  streets. 

Greenwich  avenue.  Eighth  avenue  to  Sixth  avenue. 

Henry  street,  Catherine  to  Market  streets. 

And  poles  have  been  removed  from  above  streets,  as  follows: 

Wooster  street.  Grand  to  Prince  streets. 

Spring  street,  Wooster  to  Greene  streets. 

Greene  street.  Spring  to  Prince  streets. 

Clinton  street,  Hester  to  Monroe  streets. 

Hester  street.  Orchard  to  Forsyth  street. 

Front  street,  Fulton  to  Dover  street. 

Poles  and  wires  have  also  been  removed,  as  follows: 

North  Moore  street,  between  West  Broadway  and  Fludson  street. 

Hudson  street,  between  Vestry  and  Desbrosses  streets. 

i8th  street,  from  Second  avenue  to  Fourth  avenue. 

i8th  street,  from  Broadway  to  Seventh  avenue. 

54th  street,  from  Ninth  to  Tenth  avenues. 

57th  street  from  Eighth  to  Ninth  avenues. 

58th  street,  from  Broadway  to  Eighth  avenue. 

Broadway,  from  56th  to  58th  streets. 

50th  street,  from  Eighth  to  Ninth  avenues. 

47th  street,  from  Eighth  to  Ninth  avenues. 

Eighth  avenue,  from  44th  to  S7th  streets  (excepting  terminal  pole  at  44th 
street,  and  one  at  42d  street  having  electric  light  wires  attached). 

Regarding  the  balance  of  changes  recommended  in  the  list  of  duplicate  lines, 
1 consider  it  practicable  to  make  the  greater  part  of  the  changes  as  suggested, 
that  is,  by  placing  Fire  wires  on  other  poles.  In  quite  a number  of  cases,  however, 
it  would  be  better  to  move  other  wires  to  Fire  poles  in  order  to  avoid  shifting  of 
signal  boxes.  It  is  quite  difificult  to  decide  positively,  in  all  cases,  the  best  way 
to  effect  a consolidation,  but  when  once  it  is  decided  by  all  parties  that  a consoli- 
dation shall  be  made  there  will  be  little  difficulty  in  carrying  it  out,  and  any  little 
questions  will  be  settled  as  the  work  progresses. 

You  will  understand  that  the  only  hindrance  on  the  part  of  this  department  is 
the  funds  necessary,  and  a settlement  of  the  question  of  security  for  department 
wires  which  has  not  5ret  been  satisfactorily  settled.  I beg  to  say  here  that  Ihis 
question  does  not  prevent  some  changes  which  we  are  constantly  doing,  where  it 
appears  possible.  Very  respectfully, 

J.  ELLIOT  SMITH,  Superintendent. 

Mayor  Grant:  That  matter  will  be  brought  up  at  the  next  meeting  of  the 
Board,  again — except  those  streets  that  are  cleared. 

New  York,  April  8th,  1891. 

Hon.  Hugh  J.  Grant,  Mayor,  and  President  Board  of  Electrical  Control : 

Sir: — I have  the  honor  to  acknowledge  the  receipt  of  yours  of  April  2d,  requesting 
the  removal,  pursuant  to  regulations  of  the  Board  of  Electrical  Control,  of  the 
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Fire  Department  wires  on  the  streets  named  in  your  communication,  and  to 
inclose  herewith  a copy  of  the  report  of  the  Superintendent  of  Telegraph  thereon 
for  your  information.  Very  respectfully, 

HENRY  D.  PURROY,  President. 


■ . Office  of  the  Supt.  of  Telegraph. 

New  York,  April  4th,  1891. 

Hon.  Board  of  Commissioners,  New  York  Fire  Department: 

Gentlemen  : — I have  the  honor  to  inclose  the  within  communication  from  the 
President  of  the  Board  of  Electrical  Control,  of  the  2d  inst,  and  beg  to  report: 

That  all  the  Department  wires  Have  been  removed  from  the  following  streets 
named  in  the  communication,  viz.: 

Old  Slip,  Water  to  Front  street.  : 

Front  street.  Old  Slip  to  Wall  street. 

West  4th  street,  Sixth  avenue  to  Macdougal  street.  : 

Spring  street,  Broadway  to  Greene  street. 

Frankfort  street.  Gold  to  Vandewater  street. 

Worth  street.  Centre  to  Baxter  street. 

Eighth  avenue,  S7th  to  s8th  street. 

Broadway,  s6th  to  S8th  street.  ' J 

S8th  street,  Seventh  avenue  to  Eighth  avenue. 

Three  wires  are  remaining  in  i8th  street  between  14  Engine  House  and  Sev- 
enth avenue,  which  will  be  removed  as  soon  as  possible  as  repairs  can  be  made 
in  cable  (say,  four  days).' 

The  wires  in  Houston  street  and  in  Spring  street  will  be  removed  as  soon  as 
additional  cables  are  provided  in  new  contract  (it  is  hoped  within  three  weeks). 

In  Eighth  avenue,  from  42d  to  57th  streets,  and  in  Worth  and  Centre  streets, 
provision  has  been  made  to  remove  the  wires  immediately. 

Very  respectfully. 


; J.  ELLIOT  SMITH,  Superintendent  of  Telegraph. 

The  following  communications,  and  resolutions  accompanying  same,  were 
read: 

New  York,  April  8,  1891. 

Hon.  Hugh  J.  Grant,  Mayor : 

Dear  Sir: I have  the  honor  to  enclose  herewith  two  resolutions  for  the  Board 

of  Electrical  Control,  which  I deem  essentially  necessary  for  the  interest  and  pro- 
tection of  the  pavements. 

Will  you  have  the  kindness  to  introduce  them  at  the  next  meeting  of  that 
Board,  and  oblige.  Yours  very  respectfully, 

THOS.  F.  GILROY,  Commissioner  of  Public  Works. 
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Resolved,  That  in  all  future  construction  of  electrical  subways  and  conduits, 
from  and  afier  this  date,  the  several  companies  or  parties  constructing  such  sub- 
ways or  conduits  be,  and  they  are  hereby,  required  to  construct  or  lay  conduits, 
by  means  of  pipes  or  other  contrivance,  for  the  lateral  house  connections,  from  the 
main  subway  or  conduit  to  the  curb  at  each  of  the  hand-holes  or  boxes  which  are 
built  in  connection  with  the  main  subways  or  conduits  at  distances  fifty  feet  apart, 
in  order  that  the  house  connections  at  any  of  these  points  may  hereafter  be  placed 
and  connections  with  buildings  be  made  without  disturbing  the  street  pave- 
ment after  the  main  subways  and  conduits  have  been  completed. 

Resolved,  That  in  the  construction  of  all  subways  or  conduits  by  or  for  the 
Edison  Electric.  Illuminating  Company  all  manholes  or  hand-holes  are  required 
hereafter  to  be  built  so  as  to  be  flush  with  the  surface  of  the  pavement. 

Mr.  Bowker  (of  the  Edison  Electric  Illuminating  Company)  stated  that  he  did 
not  think  it  practicable  for  the  Edisor.  Company  to  bring  its  system  to  tne  top 
of  the  pavement;  that  it  was  continuous  underneath  the  pavement. 

Ma3mr  errant;  We  don’t  propose  in  allow  you  to  rip  up  the  street  when-'Ycr 
you  want  to  make  a connection.  I will  offer  such  a resolution  as  that  at  the  next 
meeting. 

Commissioner  Hess:  I do  not  think  this  resolution  ought  to  be  applicable  to 
telephone  and  telegraph  companies,  as  they  enter  a block  and  distribute  overhead. 

The  following  communication  was  read  and  directed  to  be  placed  on  file: 

New  York,  April  13,  1891. 

Hon.  Hugh  J.  Grant,  Mayor,  New  York  City: 

Dear  Sir: — We  beg  to  acknowledge  receipt  of  your  letter  of  the  loth,  in  reference 
to  subway  on  23d  street,  between  Sixth  and  Eleventh  avenues,  and  to  say  in  reply 
that  we  have  had  cables  in  this  subway  for  nearly,  or  quite,  a year;  and  that  the 
single  wire  which  had  been  used  to  light  the  city  lights,  pending  the  obtaining  of 
the  use  of  subsidiary  connections,  has  been  removed,  together  with  the  poles 
carrying  same.  Respectfully  yours, 

THE  UNITED  ELECTRIC  LIGHT  & POWER  COMPANY,  ■ 

By  WILLIAM  H.  BROWNE,  General  Manager. 

The  following  communication  was  read: 

Commissioner’s  Office, 

Police  Department  of  the  City  of  New  York, 

300  Mulberry  Street, 

New  York,  April  loth,  1891. 

To  the  Board  of  Police: 

Gentlemen  : — The  Com.  on  Rep.  and  Supplies  respectfully  report  that  the  signal 
box  on  23d  street  east  of  Broadway  has  been  removed  to  the  junction  of  Fifth 
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avenue  and  Broadway  south  side  of  23d  street,  and  the  police  wires  referred  to  in 
communication  of  the  2d  inst.  from  Board  of  Electrical  Control  as  being  on  23d 
street  from  Madison  avenue  to  Broadway  has  been  removed  from  the  poles  on 
said  street. 

Also  that  it  is  inadvisable  to  remove  the  Police  Department  wires  from  the 
poles  on  West  Broadway  from  Canal  to  Leonard  street  at  the  present  time,  as  it 
would  materially  interfere  with  the  telegraphic  service  of  the  Department,  but 
it  is  hoped  that  in  a short  time  the  placing  of  the  wires  of  the  Department  in 
the  lower  part  of  the  city  on  the  west  side,  in  the  subways  provided  for  that  pur- 
pose will  enable  the  wires  referred  to  in  aforesaid  communications  to  be  removed 
from  the  poles  without  impairing  the  service  of  the  Department.  There  are  no 
wires  of  the  Police  Department  on  Eighth  avenue  from  42d  to  58th  street. 

!•  Respectfully, 

JOHN  R.  VOORHIS. 

Mayor  Grant:  That  communication  will  be  received  and  referred  to  the  Elec- 
trical Expert  to  see  if  there  is  not  some  way  that  wire  can  be  removed. 

Judge  Kelly:  I ask  your  Honor  to  consider  the  following  resolution: 

Resolved,  That  permission  be  granted  the  East  River  Electric  Light  Company 
to  repair  and  connect  its  lines  recently  cut,  but  without  using  poles  of  the  hrst 
class,  in  East  Tenth  street. 

Mayor  Grant:  It  is  referred  to  the- Electrical  Expert  and  the  Engineer  to  report 
on  at  the  next  meeting. 

Mayor  Grant:  I want  to  ask  the  gentlemen  here  present  if  there  is  any  por- 
tion of  the  proscribed  district  having  for  its  centre  Broadway  and  Chambers 
street  in  which  in  order  to  conduct  their  business  it  will  be  necessary  to  have 
subways  built? 

The  Engineer:  I have  letters  from  the  United  States,'  the  Mount  Morris 
and  the  Edison  companies. 

Mayor  Grant  (to  Judge  Kelly):  Do  you  want  any? 

Judge  Kelly:  I will  see.  ' 

Mayor  Grant:  Any  telephone  or  telegraph  subways? 

Mr.  Cutler  (President  Met.  T.  & T.  Co.)  : We  have  it  filed.  ^ 

Mayor  Grant:  What  about  the  Fire  Department — have  you  communicated 
with  it? 

The  Engineer:  I have  always  communicated  with  Mr.  Smith. 

Mr.  Leslie  (of  Man.  E.  L.  Co.)  and  Judge  Kelly  complained  of  delay  in  grant- 
ing permits  for  lamp  connections,  stating  that  their  respective  companies  had 
branded  their  poles  in  compliance  with  rule  and  had  so  notified  the  Board. 

Mayor  Grant  stated  that  he  would  sign  the  permits  to-day,  as  soon  as  the 
inspectors  reported  in  reference  to  their  poles. 

Adjourned  until  Monday  next,  at  2 o’clock  P.  M. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Mayor,  in  the  City  of  New  York,  on  Monday,  April  20th,  1891,  at  2 o’clock 

P.  M. 

Present:  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess  and 
Theodore  Moss. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  Expert  made  the  following  report: 

New  York,  April  20,  1891.  ; 

Hon.  Hugh  J.  Grant,  Mayor,  and  President  of  the  Board  of  Electrical  Control : I 

Sir  :• — I have  to  report  electric  light  wires  attached  to  telephone  and  telegraph 
poles  in  the  following  places,  contrary  to  our  rules,  and  should  be  cut  down, 
(List  A.) 

And  that  electric  light  wires  are  attached  to  telephone  and  telegraph  poles 
in  single  cases  where  they  pass  such  poles  and  are  necessarily  close,  and  are 
attached  according  to  rule  No.  16.  (List  B.) 

Very  respectfully, 

S.  S.  WHEELER,  Electrical  Expert. 
“LIST  A.” 

Places  Where  Electric  Light  Wires  are  Strung  on  Telegraph  Poles  or  Telegraph 

Wires  on  Electric  Light  Poles 

U.  S.  on  Postal  poles  on  Washington  st.  and  Washington  Market, 

Mt.  M.  on  Postal  poles  on  Washington  st.  and  Washington  Market. 

U.  S.  on  Fire  poles  on  Liberty  st.,  from  Greenwich  to  Washington. 

U^S.  on  Western  Union  poles  on  loth  ave.,  i6th  to  20th  streets. 

U.  S.  on  Western  Union  poles  on  loth  ave.,  15th  to  14th  streets. 

Mt.  M.  on  Western  Union  poles  on  loth  ave.  & West  st.,  Horatio  to  13th. 

Mt.  M.  and  U.  S.  on  Fire  poles,  on  Hudson  st..  Spring  to  Vandam. 

Mt.  M.  on  Fire  poles  opposite  593  Hudson  street. 

Mt.  M.  on  W.  U.  poles  opposite  291  West  street, 
i G.  & S.  on  Mt.  M.  poles,  87th  to  96th  st.,  E.  side  9th  ave. 

Mt.  M.  on  Fire  poles  in  places  on  9th  ave.,  34th  to  noth  streets. 

Mt.  M.  on  W.  U.  poles  opposite  540-532  Canal  street. 

Mt.  M.  on  W.  U.  poles  opposite  516-510  Canal  street. 

Mt.  M.  on  W.  U.  poles  cor.  Canal  and  Washington  streets. 

Mt.  M.  on  Fire  poles  cor.  tlubert  and  Washington  streets. 

Mt.  M.  on  Fire  poles  opposite  24  Hubert  street. 

E.  R.  on  Fire  poles  cor.  loth  street  and  2d  avenue. 

E.  R.  on  Fire  poles  opposite  31 1-325  East  loth  street. 

Mt.  M.  & U.  S.  on  W.  U.  poles  opposite  370  Washington  street. 

Mt.  M.  & U.  S.  on  W.  U.  poles  cor.  Franklin  and  Washington  sts. 

Mt.  M.  on  Fire  poles  opposite  ii  and  3 Gansevoort  street. 

Met.  oh  Mt.  M.  poles,  125th  from  8th  to  Columbus  nvenues. 

Mt.  M.  on  Fire  poles  n.  e.  and  n.  w.  cor.  125th  st  and  Columbus  ave. 
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“LIST  B.” 


Places  Where  Electric  Light  Companies  Have  Fastened  Their  Wires  to  Signal 

Poles,  as  Ordered  in  Rule  Number  16. 


U.  S.  on  W.  U.  pole  opp.  79  E.  Broadway. 

U.  S.  on  W.  U.  pole  opp.  120  West  street. 

U.  S.  on  W.  U.  pole  cor.  Dey  street  and  West  street. 

Mt.  M.  on  W.  U.  pole  opp.  126  West  street. 

U.  S.  on  W.  U.  poles  opp.  126  West  street. 

U.  S.  on  W.  U.  pole  opp.  143  West  street. 

Mt.  M.  on  W.  U.  pole  opp.  143  West  street. 

U.  S.  on  W.  U.  pole  Washington  Market  on  West  street. 

U.  S.  on  W.  U.  pole  Barclay  and  West  streets.  ' 

Mt.  M.  on  W.  U.  pole  Barclay  and  West  streets. 

Mt.  M.  and  U.  S.  on  W.  U.  pole  opp.  153  West  street. 

U.  S.  on  W.  U.  pole  opp.  164  West  street. 

U.  S.  on  W.  U.  pole  Park  place  and  West  street. 

U.  S.  on  W.  U.  pole  Murray  and  West  streets. 

U.  S.  on  Postal  pole  238  Washington  street. 

Mt.  M.  on  Postal  pole  238  Washington  street. 

Mt.  M.  on  Postal  pole  238  Washington  street. 

U.  S.  on  Postal  pole  at  Barclay  and  Washington  streets.  ' 

Mt.  M.  on  Postal  pole  Barclay  and  Washington  streets. 

U.  S.  on  Postal  pole  opp.  216  Washington  street. 

U.  S.  on  Postal  pole  opp.  206  Washington  street. 

U.  S.  on  W.  U.  pole  cor.  Cedar  and  West  streets. 

U.  S.  on  W.  U.  pole  cor.  Cortlandt  and  West  streets. 

Mt.  M.  on  Fire  pole  opp.  329  Hudson  street. 

Mt.  M.  on  Fire  pole,  Hudson,  Barrow  to  Christopher. 

U.  S.  on  Fire  pole  opp.  95,  103,  127,  131,  183,  205  Eighth  ave. 

E.  R.  on  Met.  pole  cor.  13th  street  and  First  ave. 

E.  R.  on  Met.  pole  cor.  7th  street  and  First  ave. 

E.  R.  on  Met.  pole  cor.  6th  street  and  First  avenue. 

E.  R.  on  Met.  pole  cor.  5th  street  and  First  avenue. 

E.  R.  on  Met.  pole  cor.  3d  street  and  First  avenue. 

E.  R.  on  Met.  pole  cor.  ist  street  and  First  avenue. 

U.  S.  on  Met.  pole  cor.  Orchard  and  Houston. 

E.  R.  on  Met.  pole  cor.  ist  street  and  Avenue  A. 

E.  R.  on  Met.  *pole  cor.  2d  street  and  Avenue  A. 

E.  R.  on  Met.  pole  cor.  5th  street  and  Avenue  A. 

U.  S.  on  Met.  pole  cor.  Ludlow  and  Houston  streets. 

E.  R.  on  Met.  pole  cor.  Essex  and  Houston  streets. 

Mt.  M.  on  W.  U.  pole  opp.  85  Dey  street. 

U.  S.  & Mt.  M.  on  W.  U.  pole  153,  iS8,  164,  170,  177,  182,  185,  187  West. 

U.  S.  on  W.  U.  pole  199,  219,  234,  256,  266  West  street. 

Mt.  M.  on  W.  U.  pole  274  West  street. 

U.  S.  on  W.  U.  pole  cor.  Canal  and  West  streets. 

U.  S.  on  W.  U.  pole  cor.  Spring  and  West  streets. 

Mt.  M.  on  Fire  pole  opp.  815  Washington  street. 

Mt.  M.  on  Fire  pole  opp.  31  Gansevoort  street. 
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Mt.  M.  on  W.  U.  pole  cor.  North  Moore  and  Franklin  streets. 

Daft  on  W.  U.  pole  380  Washington  street. 

Mt.  M.  & U.  S.  on  W.  U.  pole  322,  282,  276  Washington  street. 

Mt.  M.  and  U.  S.  on  W.  U.  pole  238,  224,  250  Washington  street. 

Mt.  M.  on  W.  U.  pole  316,  296  Washington  street. 

U.  S.  on  Postal  pole  Washington,  bet.  Cortlandt  and  Liberty. 

E.  R.  on  Fire  pole  Avenue  D and  loth  street. 

Mt.  M.  on  Fire  pole  n.  w.  I22d  st.  and  8th  avenue. 

Mt.  M.  on  Fire  pole  n.  e.  123d  st.  and  8th  avenue. 

Mt.  M.  on  Fire  pole  n.  e.  124th  st.  and  8th  avenue. 

Mt.  M.  on  Fire  pole  n.  w.  124th  street  and  8th  avenue. 

Mt.  M.  on  Fire  pole  on  Manhattan  st.,  i2Sth  to  126th  street. 

Mt.  M.  on  Fire  pole  on  Eighth  ave.,  from  147th  to  149th  streets. 

Mayor  Grant  offered  the  following  resolution; 

Resolved,  That  the  'Mayor  be  requested  to  direct  the  Commissioner  of  Public 
Works  to  remove  the  wires  mentioned  in  “List  A”  of  the  report  of  the  Electrical 
Expert  of  this  date,  found  by  the  Commissioner  to-morrow  still  attached  to  poles 
in  violation  of  the  rule. 

Which  was  unanimously  adopted.  ^ 

Mayor  Grant  stated  that  he  would  send  the  order  to  the  Commissioner  of 
Public  Works  during  the  afternoon.  ^ 

The  Expert  reported  as  follows  in  relation  to  duplicate  lines: 

New  York,  April  20,  1891. 

Hon.  Hugh  J.  Grant,  Mayor,  and  President  of  the  Board  of  Electrical  Control : 

Sir  Referring  to  the  list  of  duplicate  lines,  I submit  herewith  separated  lists 
showing  what  work  is  called  for  on  the  part  of  each  of  the  several  companies 
to  effect  all  of  the  consolidations  described.  For  example,  the  lines  mentioned 
on  'the  list  headed  “Metropolitan  Telephone  Company”  represent  all  the  lines 
where  it  will  be  desirable  for  the  telephone  wires  to  be  transferred  to  the  other 
side  of  the  street,  and  so  on,  with  the  other  lines,  for  each  company. 

Very  respectfully, 

S.  S.  WHEELER,  Electrical  Expert. 

FIRE  DEPARTMENT. 

Lines  to  be  Transferred. 

Greene  street,  Prince  to  Spring  street,  to  Met.  poles. 

West  nth  street,  Greenwich  ave.  to  West  street,  to  Met.  poles. 

Mercer  street.  West  4th  to  Houston  street,  to  Met.  poles. 

Spring  street,  Greene  street  to  So.  Fifth  ave.,  to  Met.  poles. 

Front  street,  Fulton  to  Roosevelt  street,  to  Met.  poles. 

Roosevelt  street,  Cherry  to  South  street,  to  Met.  poles. 


April  20,  1891.] 


1102 


James  slip,  East  River  to  Cherry  street,  to  Met.  poles. 

James  street.  New  Chambers  to  Oak  street,  to  Met.  poles. 
Hester  street,  Bowery  to  Orchard  street,  to  M.et.  poles. 
Hester  street,  Ludlow  to  Clinton  street,  to  Met.  poles. 
Clinton  street,  Monroe  to  Hester  street,  to  G.  & S.  poles. 
Scammel  street,  Monroe  to  Grand  street,  to  W.  U.  poles. 
Henry  street,  Gouverneur  to  Ridge  street,  to  Met.  poles. 

Pitt  street.  Grand  to  Houston  street,  to  Am.  Rapid  poles. 
Division  street.  Ridge  to  Clinton  street,  to  W.  U.  poles. 
Delancey  street.  East  to  Forsyth  street,  to  Met.  poles. 
Houston  street,  Allen  to  Qrchard  street,  to  Met.  poles. 
Houston  stree't,  Cannon  to  East  River,  to  Met.  poles. 
Elizabeth  street.  Canal  to  Prince  street,  to  Met.  poles. 

Hester  street.  Bowery  to  Mott  street,  to  Met.  poles. 

Elm  street.  Canal  to  Broome  street,  to  W.  U.  poles. 

Tenth  avenue,  13th  to  15th  street,  to  Met.  poles. 

Tenth  avenue,  13th  to  Little  W.  12th  street,  to  Met.  poles. 
Broome  street,  Broadway  to  Bowery,  to  Met  poles. 

Elizabeth  street.  Prince  to  Houston  street,  to  Met.  poles. 
Crosby  street,  Houston  to  Bleecker  street,  to  Met.  poles. 
Bleecker  street,  Crosby  st.  to  Bowery,  to  Met.  poles. 

East  Broadway,  Chatham  Sq.  to  Canal  st.,  to  Met.  poles. 
Henry  street,  Catharine  to  Pike  street,  to  W.  U.  poles. 

Bayard  street.  Division  st.  to  Bowery,  to  Met.  poles. 

Pike  street.  Division  street  to  East  Broadway,  to  Met.  poles. 
Orchard  street,  north  of  Division  street,  to  Gold  and  Stock. 
Madison  street,  Chatham  Sq.  to  Rutgers  st.,  to  W.  U.  poles. 
Hester  street.  Orchard  to  Ludlow  street,  to  Met.  poles. 

125th  street,  8th  ave.  to  Manhattan  street,  to  W.  U.  poles. 

8th  ave.,  121st  to  125th  street,  to  W.  U.  poles. 

Boulevard,  144th  to  151st  street,  to  Met.  poles, 
loth  avenue,  66th  to  144th  street,  to  Met.  poles. 

St.  Anns  ave.,  to  Boulevard  to  149th  st,  to  Fire  poles. 

West  4th  street,  8th  ave.  to  Grove  street,  to  Met.  poles. 
Carmine  street.  West  3d  to  Bleecker  street,  to  Met.  poles. 

30th  street.  Ninth  to  Tenth  avenue,  to  W.  U.  poles. 

Great  Jones  street,  Broadway  to  Lafayette  place,  to  W.  U.  pol 
Lewis  street,  Houston  to  5th  street,  to  Met.  poles. 

Avenue  C,  Houston  to  i8th  street,  to  Met.  or  Am.  Rapid  poles. 
8th  street,  Lewis  street  to  Avenue  D,  to  Met.  poles. 

Avenue  D,  8th  to  loth  street,  to  Met.  poles. 

First  avenue,  6th  to  7th  street,  to  Met.  poles. 

13th  street.  Third  avenue  to  Avenue  A,  to  Met.  poles. 
i8th  street,  'East  River  to  Avenue  B,  to  Met.  poles. 

33d  street,  3d  avenue  to  East  River,  to  Met.  poles. 

Second  avenue,  40th  to  86th  street,  to  Met.  poles. 

Second  avenue,  from  40th  to  86th  street,  to  Met.  poles. 

56th  street.  Avenue  A to  First  avenue,  to  Met.  poles. 

87th  street.  First  avenue  to  Avenue  A,  to  W.  U.  poles. 

Second  avenue,  86th  to  io6th  street,  to  Met.  poles. 

Second  avenue,  io6th  to  i;38th  street,  to  Met.  poles. 
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io6th  street,  First  to  Third  avenue,  to  ,W.  U.  poles. 

T25th  street.  First  to  Second  avenue,  to  Met.  poles. 

Lexington  avenue,  107th  to  131st  street,  to  Met.  poles. 

Fourth  avenue,  124th  to  131st  street,  to  Met.  poles. 

Fourth  avenue,  noth  to  120th  street,  to  Met.  poles. 

71st  street.  Fourth  to  Madison  avenue,  to  W.  U.  poles. 

Lewis  street,  Sth  to  8th  streets,  to  Met.  poles. 

WESTERN  UNION  TELEGRAPH  COMPANY. 


Lines  to  be  Transferred. 


University  pi.,  Waverly  place  to  Sth  street,  to  Fire  poles. 

Cherry  street,  Roosevelt  to  New  Chambers  street,  to  Met.  poles. 

Water  street,  Roosevelt  st.  to  James  slip,  to  Met.  poles. 

James  Slip  to  Catharine  street,  to  Met.  poles. 

Oliver  street.  East  River  to  Chatham  Square,  to  Met.  poles. 

Mulberry  street.  Canal  to  Spring  street,  to  Fire  poles. 

Tenth  avenue,  13th  to  Little  W.  12th  street,  to  Met.  poles. 

West  street.  Cedar  to  Spring  street,  to  Met.  poles. 

W-est  St.  & Tenth  ave..  Little  W.  12th  to  Gansevoort,  to  Met.  poles. 
Plenry  street,  Oliver  to  Catharine  street,  to  Met.  poles. 

Tenth  avenue,  66th  to  144th  street,  to  Met.  poles. 

St.  Nicholas  avenue,  i4Sth  to  iSSth  street,  to  Fire  or  Met’s. 

Catharine  street.  Division  to  Henry  street,  to  Met.  poles. 

Second  avenue,  Plouston  to  Sth  street,  to  Met.  poles. 

Avenue  A,  Plouston  to  Sth  street,  to  Met.  poles. 

Second  avenue,  14th  to  40th  street,  to  Met.  poles. 

Fourth  avenue,  97th  to  I02d  street,  to  Met.  poles. 

METROPOLITAN  TELEPHONE  AND  TELEGRAPH  COMPANY. 


Lines  to  be  Transferred. 


Broome  street,  Mercer  st.  to  Broadway,  to  Fire  poles. 

Gouverneur  street.  Grand  to  Monroe  street,  to  Am.  Rapid  poles. 

Dey  street,  Greenwich  to  West  street,  north  side. 

13th  street.  Tenth  avenue  to  North  River,  to  W.  U.  or  Postal  poles. 
Spring  street,  Crosby  to  Mott  street,  poles  dead. 

Market  street,  East  Broadway  to  Division  street,  to  Fire  poles. 
Canal  street.  West  to  Greenwich  street,  to  W.  U.  poles. 

Avenue  B,  nth  to  14th  street,  to  Fire  poles. 

Avenue  B,  i8th  to  20th  street,  to  Am.  Rapid  poles. 

20th  street,  Avenue  A to  Avenue  B,  to  Am.  Rapid  poles. 

Avenue  A,  63d  to  90th  street. 
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FRENCH  CABLE  COMPANY. 


Lines  to  be  Transferred. 


Eighth  avenue,  145th  street  to  Macomb’s  Dam  Lane,  to  Fire  poles. 

Macomb  s Dam  Lane,  Eighth  avenue  to  the  Bridge,  this  line  should  go  on 
Fire  poles  on  Eighth  avenue,  from  i4Sth  to  iS5th,  through  i5sth  to  Macomb’s 
Dam  Bridge. 

St.  Nicholas  avenue,  125th  to  145th  street,  to  Fire  poles. 

145th  street.  Eighth  avenue  to  St.  Nicholas  avenue,  to  Eire  poles. 

UNITED  STATES  ILLUMINATING  COMPANY. 


Lines  to  be  Transferred. 


Avenue  A,  14th  to  23d  street.  East  River  Compan3L 

POSTAL  TELEGRAPH  CABLE  COMPANY. 


Lines  to  be  Transferred. 


First  avenue,  87th  to  125th  street.  Met.  Tel.  & Tel.  Co. 

Mayor  Grant:  The  Secretary  will  notify  the  Companies  of  the  report  of 
the  Expert,  and  request  them  to  state  what  objections  there  are  to  removal  of 
wires  in  conformity  with  the  report. 

Mayor  Grant:  Here  is  a report  from  the  Assistant  Secretary  in  relation  to 
something  we  asked  him  to  look  up  from  his  books.  Read  that  report. 

The  report,  as  follows,  was  thereupon  read: 

New  York,  April  20,  1891. 

Hon.  Hugh  J.  Grant,  Mayor,  and  President  of  the  Board  of  Electrical  Control: 

Sir:— In  compliance  with  your  instructions  given  to  me  on  the  14th  instant  to  in- 
vestigate and  ascertain  if  the  customary  ninety  days’  notice  has  been  issued  to 
companies  operating  signaling  wires  in  the  following  streets,  to  wit: 

Canal  street,  from  West  Broadway  to  Greene  street, 

Greene  street,  from  Canal  to  Spring  street. 

Eighth  avenue,  from  i8th  street  to  38th  street, 

Lexington  avenue,  from  32d  street  to  58th  street, 

Lexington  avenue,  from  79th  street  to  86th  street, 

86th  street,  from  Lexington  avenue  to  Third  avenue, 

32d  street,  from  Lexington  avenue  to  Fourth  avenue, 
i8th  street,  from  Seventh  avenue  to  Eighth  avenue, 

79th  street,  from  First  avenue  to  Avenue  A, 

79th  street,  from  Fourth  avenue  to  Fifth  avenue. 

Fourth  avenue,  from  14th  street  to  42d  street. 
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124th  street,  from  St.  Nicholas  avenue  to  Third  avenue, 

^ Lexington  avenue,  from  124th  street  to  125th  street, 

Third  avenue,  from  86th  street  to  130th  street,  - 
59th  street,  from  Tenth  avenue  to  Eleventh  avenue, 

in  which  subways  have  been  completed  some  time  since,  as  per  report  of  the 
Electrical  Expert,  I have  the  honor  to  report  that  the  subways  in 

Canal  street, 

Greene  street. 

Eighth  avenue, 

Lexington  avenue,  from  32d  street  to  58th  street, 

Lexington  avenue,  from  79th  street  to  86th  street, 

86th  street, 

32d  street, 
i8th  street, 

79th  street,  from  First  avenue  to  Avenue  A. 

Fourth  avenue,  and 
Third  avenue, 

were  all  completed  during  the  season  of  1890,  and  prior  to  December  4th;  that  the 
subways  in 

79th  street,  from  Fourth  avenue  to  Fifth  avenue, 

124th  street,  from  St.  Nicholas  avenue  to  Third  ayenue,  and 
Lexington  avenue,  from  124th  street  to  125th  street, 
were  completed  in  the  season  of  1890,  but  after  December  4th;  that  the  subway  in 
59th  street,  from  Tenth  avenue  to  Eleventh  avenue, 
was  constructed  during  the  present  year  (1891). 

On  December  4th,  1890,  the  Electrical  Expert  reported  to  the  Board  the 
streets  in  which  subways  had  been  completed  for  Electric  Light  and  Power 
service,  whereupon  the  Board  immediately  adopted  a resolution  directing  the 
Secretary  to  send  the  usual  ninety  days’  notice  to  the  Electric  Light  and  Power 
Companies. 

There  is  no  record,  however,  of  any  report  having  been  received  by  tne 
Board  of  the  subways  completed  during  the  year  1890  for  telegraph  and  telephone 
service,  except  the  report  made  by  the  Electrical  Expert  on  the  14th  instant. 

Respectfully  submitted, 

• JOHN  B.  TRAINER,  Assistant  Secretary. 


Whereupon  Mayor  Grant  offered  the  following  resolutions: 

Resolved,  That  hereafter  the  Engineer  be  directed  to  report  to  the  Board 
when  subways  are  completed,  in  order  that  the  Board  may  be  informed,  and  may 
order  the  issuance  of  the  ninety  days’  notice  without  delay. 

Which  was  unanimously  adopted. 

Resolved,  That  the  Secretary  be  directed  to  issue  the  usual  ninety  days’  notice 
to  the  telephone  and  telegraph  companies  owning  or  operating  electrical  con- 
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ductors  in  the  following  streets  and  avenues,  in  which  a sufficient  construction  of 
conduits  or  subways  underground  have  been  made  ready,  to  wit: 

Canal  street,  from  West  Broadway  to  Greene  street, 

Greene  street,  from  Canal  to  Spring  street, 

I 

Eighth  avenue,  from  i8th  street  to  38th  street, 

Lexington  avenue,  from  32d  street  to  58th  street, 

Lexington  avenue,  from  79th  street  to  86th  street, 

86th  street,  from  Lexington  avenue  to  Third  avenue, 

32d  street,  from  Lexington  avenue  to  Fourth  avenue, 
i8th  street,  from  Seventh  avenue  to  Eighth  avenue, 

79th  street,  from  First  avenue  to  Avenue  A, 

79th  street,  from  Fourth  avenue  to  Fifth  avenue. 

Fourth  avenue,  from  14th  street  to  4^d  street, 

124th  street,  from  St.  Nicholas  avenue  to  Third  avenue, 

Lexington  avenue,  from  124th  street  to  125th  street. 

Third  avenue,  from  86th  street  to  130th  street, 

S9th  street,  from  Tenth  avenue  to  Eleventh  avenue. 

Which  was  unanimously  adopted. 

Engineer  Kearny  submitted  a report,  recommending  certain  subway  construe- 
tion,  and 

The  Board  considered  it  at  some  length. 

Mayor  Grant:  In  the  first  place,  I want  a report  from  you  as  to  what  streets 
it  is  absolutely  necessary  to  build  subways  in,  in  order  to  take  down  existing  pole 
lines  in  the  new  proscribed  district.  Then  I want  you  to  give  the  Board  a re- 
port upon  such  streets  as  are  going  to  be  repaved  in  which  subways  are  required. 
After  that  they  can  get  any  subway  they  want;  but  I don’t  wish  the  other  to  inter- 
fere with  the  construction  of  subways  in  the  proscribed  district,  in  order  to  take 
down  existing  lines. 

Engineer  Kearny:  I have  never  had  a report  of  the  pole  lines  of  the  city. 
I have  no  inspectors  under  me. 

•Mayor  Grant:  I move: 

Resolved,  That  sufficient  inspectors  be  transferred  to  Mr.  Kearny  for  the  pur- 
pose of  making  this  investigation. 

Which  was  unanimously  adopted. 

Mayor  Grant  also  moved  the  following  resolution: 

Resolved,  That  the  report  of  Col.  Kearny  be  referred  back  to  him,  with  in- 
structions to  report  Wednesday  morning,  at  ii  o’clock. 

Which  was  unanimously  adopted. 
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The  following  communication  and  accompanying  resolutions  were  read: 

New  York,  April  8,  1891. 

Hon.  Hugh  J.  Grant,  Mayor: 

Dear  Sir  : — I have  the  honor  to  inclose  herewith  two  resolutions  for  the  Board  of 
Electrical  Control,  which  I deem  essentially  necessary  for  the  interest  and  pro- 
tection of  the  pavements. 

Will  you  have  the  kindness  to  introduce  them  at  the  next  meeting  of  the 
Board,  and  oblige. 

Yours  very  respectfully, 

THOS.  F.  GILROY,  Commissioner  of  Public  Works. 

Resolved,  That  in  all  future  construction  of  electrical  subways  and  conduits, 
from  and  after  this  date,  the  several  companies  or  parties  constructing  such 
subways  or  conduits  be,  and  they  are  hereby  required  to  construct  or  lay  conduits, 
by  means  of  pipe  or  other  contrivance,  for  the  lateral  house  connections,  from  the 
main  subway  or  conduit  to  the  curb  at  each  of  the  hand-holes  or  boxes  which 
are  built  in  connection  with  the  main  subways  or  conduits  at  distances  of  50  feet 
apart,  in  order  that  the  house  connections  at  any  of  these  points  may  hereafter 
be  placed  and  connections  with  buildings  be  made  without  disturbing  the  street 
pavement  after  the  main  subways  and  conduits  have  been  completed. 

Resolved,  That  in  the  construction  of  all  subways  or  conduits  by  or  for  the 
Edison  Electric  Illuminating  Company,  all  man-holes  or  hand-holes  are  required 
hereafter  to  be  built  so  as  to  be  flush  with  the  surface  of  the  pavement. 

Mr.  Bowker  stated  that  the  Edison  Company  would  not  make  any  disturbance 
of  the  pavement,  that  it  could  go  under  the  sidewalk  or  to  the  curb  without  inter- 
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fering  with  the  street,  and  that  it  had  no  objection  to  take  to  the  Board  passing  the 
resolution  provided  it  was  worded  so  as  to  meet  the  requirements  of  the  Edison  system. 

Mayor  Grant:  The  matter  will  be  laid  over  until  Wednesday  morning,  and 
brought  up  then  for  the  purpose  of  adoption.  And  you  can  get  the  Commissioner 
of  Public  Works  to  say  such  an  amendent  is  satisfactory.  I have  no  objection  to 
it  myself. 

Mr.  Bowker : I think  that  can  be  done. 

The  matter  of  the  Police  wires  on  West  Broadway  from  Canal  to  Leonard  street, 
after  some  discussion,  was  referred  to  the  Engineer,  to  find  out  what  is  the  objection 
ro  their  being  placed  in  the  subway  in  that  street. 

The  Board,  after  hearing  the  report  of  the  Electrical  Expert,  and  after  hearing 
Mr.  Dexter,  Superintendent  of  the  East  River  Electric  Light  Company,  denied  the 
application  of  that  Company  to  repair  and  connect  wires  on  East  loth  street. 
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The  following  report  was  read: 

New  York,  April  18,  1891. 

Hon.  Hugh  J.  Grant,  Mayor,  and  President  of  the  Board  of  Electrical  Conti  ol. 

Sir:— I have  to  report  that  the  following  companies  have  branded  all  of  their 
poles  and  filed  at  the  office  a record  of  their  location : 

East  River  Electric  Light  Company, 

Manhattan  Electric  Light  Company, 

Harlem  Lighting  Company, 

Mount  Morris  Electric  Light  Company, 

North  New  York  Lighting  Company. 

The  United  States  Illuminating  Company,  the  Brush  Electric  Illuminating  Company, 
the  Telephone  Company,  the  Western  Union  Company  and  the  Erench  Cable  Com- 
pany have  filed  their  records  and  the  poles  are  now  being  inspected.  So  far  they  all 
have  been  found  branded. 

The  Eire  and  Police  Departments  and  the  Postal  Telegraph-Cable  Company  have 
not  filed  their  records  and  the  poles  have  not  yet  been  inspected. 

Many  of  the  stencil  marks  put  upon  the  poles  are  covered  up  by  advertising  pasters, 
and  it  seems  to  me  that  this  ought  to  be-  prevented.  The  following  are  some  of  those 
found  thus  far  on  poles: 

N.  Y.,  Maine  and  New  Brunswick  S.  S.  Co.,  Pier  49,  E.  R. 

C.  F.  Monell,  First  ave.  and  Houston  street. 

The  Press  Publishing  Company. 

K.  Wren,  63  E.  13th  street. 

Peoples’  Line  of  S.  S.  Co. 

N.  Y.  Recorder. 

Very  respectfully, 

SCHUYLER  S.  WHEELER,  Electrical  Expert. 


^Vhereupon  Mayor  Grant  offered  the  following  resolution : 

Resolved,  That  the  Secretary  be  requested  to  write  a letter  to  the  Fire  and  the 
Police  Department  and  ask  them  to  brand  their  poles. 

Which  was  unanimously  adopted. 


The  Expert  reported  as  follows  on  an  application  of  the  North  New  York  Light- 
ing Company: 

New  York,  April  18,  1891. 

H.ON.  Hugh  J.  Grant,  Mayor,  and  President  of  the  Board  of  Electrical  Conti  ol: 

Sir: -The  North  New  York  Lighting  Company  has  applied  for  permission  to  erect 

and  connect  city  lamps  where  awarded  contracts  for  lighting.  Your  Engineer  and 
Expert  expressed  the  opinion  that  it  would  be  better  to  arrange  these  lights  in  the 
simplest  way;  namely,  all  on* one  side  of  the  street,  which  would  save  about  20  addi- 
tional poles  and  about  50  loops  crossing  streets.  The  Department  of  Public  Works, 
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however,  prefers  to  have  the  lamps  alternately  on  both  sides  of  the  street;  and  the 
permit  is  therefore  awaiting  the  decision  of  this  Board  as  to  the  arrangement  of  the 
lamps. 

Both  arrangements  are  indicated  on  the  map  accompanying  this  letter. 

Very  respectfully, 

S.  S.  WHEELER,  Electrical  Expert. 

The  Board,  after  consideration  of  the  report,  on  motion  of  Mayor  Grant,  adopted 
the  following  resolution : 

Resolved,  That  it  is  the  judgment  of  the  Board  of  Electrical  Control  that  the 
North  New  York  Lighting  Company  should  be  permitted  to  erect  and  connect  city 
lamps  where  awarded  contracts  for  lighting,  on  one  side  of  the  street. 

The  following  resolution,  on  motion  of  Mayor  Grant,  was  unanimously  adopted : 

Whereas,  by  resolution  on  March  25th  last  this  Board  directed  that  its  Engineer 
and  Expert  notify  all  companies  owning  poles  to  conform  to  the  rule  which  requires 
that  all  poles  be  branded  with  the  owner’s  name,  and 

Whereas,  in  accordance  with  the  notice  so  sent,  several  of  the  companies  have 
branded  their  poles,  but  nevertheless,  upon  examination,  it  is  found  that  a large  num- 
ber are  still  unbranded,  and 

Whereas,  there  are  many  unclaimed  poles,  and  poles  whose  owners  it  is  very 
difficult  to  ascertain  in  case  of  accident,  etc.. 

Resolved,  That  this  Board  request  the  Commissioner  of  Public  Works,  through 
the  Mayor,  to  remove  all  poles  in  the  city  which  are  not  marked  with  the  name  of  their 
owners,  beginning  one  week  from  the  time  of  the  adoption  of  this  resolution. 

A communication  from  the  Commissioner  of  Public  Works,  dated  April  13,  1891, 
reporting  in  the  matter  of  removing  certain  poles  carrying  electric  light  wires,  was 
directed  to  be  placed  on  file. 

The  Board  next  considered  applipations  of  Harlem  Lighting  Company,  Western 
Union  Telegraph  Company,  Postal  Telegraph-Cable  Company  and  East  River  Elec- 
tric Light  Company  for  subsidiary  connections,  and  adopted  the  following  resolutions 
moved  by  Mayor  Grant : 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
authorized,  empowered  and  ordered  to  build  a subsidiary  connection  for  the  Harlem 
I.ighting  Company  on  Madison  avenue  between  124th  and  i2Sth  street. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
authorized,  empowered  and  ordered  to  build  a subsidiary  connection  for  the  Western 
Union  Telegraph  Company  from  the  existing  pipe  into  its  new  office  at  120  Front 
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street,  and  another  for  the  same  Company  from  the  manhole  at  the  intersection  of 
Hanover  street  and  Exchange  place,  through  Hanover  place,  to  the  premises  of 
Brown  Brothers,  No.  2 Hanover  place. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
authorized,  empowered  and  ordered  to  build  for  the  Postal  Telegraph-Cable  Com- 
pany subsidiary  connections,  as  follows : 

A subsidiary  duct  from  the  manhole  at  the  southwest  corner  of  Murray  and 
Church  street  to  the  building  No.  35  Murray  street  near  the  northwest  corner  of 
Church  street. 

And  subsidiary  ducts  to  connect  its  offices  Numbers  18,  31,  60,  275,  347,  421  and  703 
Broadway  with  the  Broadway  subway. 

And  a subsidiary  duct  from  the  Spring  street  subway  to  premises  No.  96  Spring 
street. 


Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
authorized,  empowered  and  ordered  to  build  for  the  East  River  Electric  Light  Com- 
pany a subsidiary  duct  from  manhole  southwest  corner  of  Fifth  avenue  and  14th 
street  to  No.  4 East  14th  street. 

The  Expert  submitted  a statement  showing  streets  recently  cleared  of  poles  and 
wires,  as  follows ; 

STREETS  CLEARED  OF  POLES  AND  WIRES  SINCE  MARCH  isTH. 

65th  street.  Eighth  avenue  to  Boulevard. 
io6th  street,  loth  to  9th  avenue. 

West  street,  Desbrosses  to  isth  street  (east  side). 

Spring  street,  Broadway  to  West  street. 

Broadway,  Houston  to  13th  street. 

Broadway,  56th  to  s8th  street. 

58th  street,  7th  to  8th  avenue. 

Eighth  avenue,  s8th  to  37th  street. 

Broome  street,  Broadway  to  Centre  street. 

15th  street.  Fifth  to  Seventh  avenue. 
i8th  street,  First  to  Sixth  avenue. 

Beaver  street.  Pearl  street  to  Broadway. 

23d  street.  Sixth  to  Tenth  avenue. 

30th  street.  Sixth  to  Eighth  avenue. 

29th  street.  Sixth  to  Seventh  avenue. 

37th  street.  Sixth  to  Seventh  avenue. 

Leonard  street,  Broadway  to  South  Fifth  avenue. 

South  Fifth  avenue,  Canal  to  West  4th  street. 

Avenue  A,  56th  to  92d  street  (east  side). 

59th  street.  Eighth  to  Eleventh  avenues. 

' S7th  street.  Eighth  to  Ninth  avenues. 

73d  street.  West  End  to  Tenth  avenues. 
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71st  street,  Boulevard  to  Ninth  avenue. 

I20th  street,  Lexington  to  Ninth  avenue. 

39th  street.  Sixth  to  Eighth  avenue. 

West  End  avenue,  66th  to  73d  street. 

Stone  street,  Whitehall  street  to  Hanover  square. 

Franklin  street  (north  side),  Hudson  to  Washington  st. 

Vandam  street,  Greenwich  to  Hudson  (N.  S.). 

Lincoln  avenue,  Harlem  River  to  Third  ave.  (east  side). 

Fifth  avenue,  23d  to  S9th  street. 

14th  street.  Sixth  to  Eighth  avenue. 

Mayor  Grant:  The  Secretary  will  place  that  statement  showing  streets  cleared 
ct  poles  and  wires  on  file. 

The  Board,  after  some  preliminary  discussion,  on  motion  of  Mayor  Grant,  adopted 
the  following  resolution : 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
authorized  and  directed  to  construct  a subway  on  Tenth  avenue  between  66th  and 
79th  street  for  the  purpose  of  accommodating  all  the  telephone  and  telegraph  wires 
of  the  existing  pole  lines. 

The  Expert:  Here  is  a letter  from  Commissioner  Gilroy  about  poles  on  Seventh 
avenue  that  are  dangerous. 

Mayor  Grant:  The  Secretary  will  read  the  communication. 

The  communication,  as  follows,  was  thereupon  read : 

New  York,  April  17,  1891. 

Hon.  LI  ugh  J.  Grant,  Mayor,  and  Chairman,  Board  of  Electrical  Control : 

Dear  Sir: — The  Superintendent  of  Incumbrances  calls  my  attention  to  a dangerous 
telegraph  pole  on  the  N.  W.  corner  of  7th  avenue  and  34th  street.  This  pole  was  com- 
plained of  by  the  Police  Department  as  being  in  a dangerous  condition.  On  examina- 
tion, this  complaint  was  verified.  A number  of  wires  are  hanging  from  the  pole,  and 
are  tied  to  a lamp-post  not  far  distant.  It  appears  that  the  pole  deferred  to  is  part  of 
the  7th  avenue  line  which  was  greatly  damaged  by  the  snow  storm  in  January  last, 
when  all  the  poles  and  wires  of  the  line  north  of  34th  street  fell  down.  The  re- 
mainder of  the  line,  extending  south  of  34th  street  to  Greenwich  avenue,  was  left 
standing,  but  was  severely  shaken  and  damaged  by  the  storm.  The  portion  of  the 
line  now  standing  is  dead,  and  all  the  poles  and  wires  south  of  34th  street,  as  well  as 
the  particular  pole  complained  of  by  the  Police  Department,  ought  to  be  removed 
Vv'ithout  delay. 

The  Superintendent  of  Incumbrances  reports  to  me  that  the  poles  and  wires  in 
question  originally  belonged  to  the  Western  Union  Telegraph  Company,  but  now  be- 
long to  the  Metropolitan  Telegraph  and  Telephone  Co. 

No  orders  have  been  received  by  this  Department  from  the  Board  of  Electrical 
Control  to  remove  the  remainder  of  the  line  of  unused  poles  and  wires,  although  it 
is  evident  that  the  line  has  been  dead  for  some  time. 
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In  my  opinion  the  line  ought  to  be  treated  as  an  incumbrance  of  the  public 
street,  and  removed  therefrom  by  the  Bureau  of  Incumbrances  if  the  Metropolitan 
Telegraph  and  Telephone  Company  fails  to  remove  it  without  delay. 

I have  to-day  notified  the  Company  to  remove  all  the  remaining  poles  and  wires 
on  7th  avenue  south  of  34th  street  at  once,  and  I desire  authority  from  the  Board  of 
Electrical  Control  to  remove  the  poles  and  wires  if  the  Company  fails  to  comply  with 
the  notice. 

Very  respectfully, 

THOS.  F.  GILROY,  Commissioner  of  Public  Works. 

The  Expert  submitted  a written  report  thereon,  as  follows : 

New  York,  April  20,  1891. 

Hon.  Hugh  J.  Grant,  Mayor,  and  President  of  the-  Board  of  Electrical  Control : 

Sir: — Referring  to  the  communication  of  the  Commissioner  of  Public  Works  of 
April  17th  referred  to  me,  I beg  to  report  as  follows : 

The  north  end  of  the  line  is  dead,  and  two  or  three  poles  at  the  end  are  dan- 
gerous. I have  notified  the  Telephone  Company  two  or  three  times  to  remove  this 
part  of  the  line,  and  they  have  had  men  at  work  on  it  for  several  days  past,  and  expect 
to  remove  the  objectionable  poles  to-day.  I have  not  asked  that  the  matter  be  re- 
ferred to  the  Bureau  of  Incumbrances  as  I was  satisfied  the  Company  would  do  the 
work;  but  I recommend  that  if  they  are  not  down  by  to-morrow  the  order  be  given. 

It  will  not  be  possible  to  remove  the  entire  line  at  once  as  there  are  a number  of 
working  wires  on  it,  and  one  Fire  wire,  but  this  can  be  transferred  to  the  pole  line  on 
the  opposite  side  of  the  street,  so  as  to  permit  the  removal  of  the  poles  near  34th 
street,  as  explained  in  the  report  of  the  inspector  attached  hereto. 

Very  respectfully, 

S.  S.  WHEELER,  Electrical  Expert. 

Mayor  Grant  (to  Col.  Parker  of  Telephone  Co.)  : How  long  will  it  take  to  re- 
move that  pole  line? 

Col.  Parker : I think  it  can  be  done  in  a week.  I think  there  are  a few  working 
wires,  and  there  is  some  trouble  in  getting  permits  to  run  other  wires  to  supply  cus- 
tomers. 

Mayor  Grant:  Will  you  have  that  pole  line  down  Wednesday? 

Col.  Parker:  I will  endeavor  to  have  it  down  by  Wednesday. 

Mayor  Grant:  The  Secretary  is  directed  to  call  the  Board’s  attention  to  this 
matter,  and  see  that  it  is  removed. 

The  Board  hereupon  adjourned  until  Wednesday,  April  22d,  1891,  at  ii  o’clock 

A.  M. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Wednesday,  April  22d,  1891,  at  ii  o’clock  A.  M. 

Present;  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess  and  Theo- 
dore Moss. 

The  minutes  of  the  preceding  meeting  were  read  and  approved. 

Mayor  Grant  called  upon  the  Engineer  to  make  his  report  on  subway  construc- 
tion, and 

The  Engineer  submitted  the  following  written  report,  which  was  read; 

* New  York,  April  21,  1891. 

lo  the  Honorable,  The  Commissioners  of  the  Board  of  Electrical  Control; 

Gentlemen  ;— Under  instructions  from  the  Board,  at  a meeting  held  March  25th, 
to  the  various  electrical  companies  to  make  known  their  wants  in  respect  to  subway 
construction  in  the  district  below  Canal  street  designated  by  the  Board  to  be  cleared 
of  poles  and  wires  by  the  ist  of  August,  I have  received  three  letters  only,  from  the 
United  Electric  Light  and  Power  Company,  the  Mount  Morris  Electric  Light  om- 
pany  and  the  Edison  Electric  Illuminating  Company,  which  I herewith  submit;  and 
recommend  that  the  Board  order  the  construction  of  subways  in  the  following  streets 
in  the  above  named  district  where  no  electric  light  pole  lines  exist  or  where  the 
Commissioner  of  Public  Works  has  signified  his  intention  of  repaving  during  the 
present  season — the  list  being  taken  from  the  letters  submitted; 

Greenwich  street  from  Fulton  to  Morris  street. 

Exchange  place  from  Broadway  to  William  street, 

Liberty  street  from  West  to  William  street, 

Cortlandt  street  from  West  street  to  Broadway, 

Maiden  lane  from  Broadway^  to  William  street, 

Dey  street  from  Broadway  to  Washington  street, 

John  street  from  Broadway  to  Pearl  street, 

Fulton  street  from  William  to  Pearl  street, 

Vesey  street  from  West  street  to  Broadway, 

Park  place  from  Greenwich  street  to  Broadway, 

Warren  street  from  Greenwich  street  to  Broadway, 

Chambers  street  from  Greenwich  street  to  Broadway, 

White  street  from  West  Broadway  to  Broadway, 

Walker  street  ’from  West  Broadway  to  Broadway, 

University  place  from  9th  street  to  14th  street, 

Nassau  street  from  Wall  street  to  Park  Row, 

College  place  from  Chambers  street  to  Park  place. 

Canal  street  from  Greenwich  street  to  Washington  street. 

And  I recommend  that  the  Board  leave  the  number  of  ducts  and  form  of  con- 
struction to  be  designated  by  your  Engineer. 

Very  respectfully, 

HENRY  S.  KEARNY,.  Engineer. 
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The  Board,  after  considering  the  Engineer’s  report,  on  motion  of  Mayor  Grant, 
adopted  the  following  resolution : 

Resolved,  That  the  report  of  the  Engineer  recommending  subway  construction, 
dated  April  21,  1891,  be  adopted,  with  the  exception  of  the  recommendation  of  a subway 
for  Nassau  street  from  Wall  street  to  Park  Row,  and  that  the  Consolidated  Telegraph 
and  Electrical  Subway  Company  be  authorized,  empowered  and  directed  to  build  sub- 
ways in  the  following  streets  ; 

Greenwich  street  from  Fulton  to  Morris  street, 

Exchange  place  from  Broadway  to  William  street. 

Liberty  street  from  West  to  William  street, 

Cortlandt  street  from  West  street  to  Broadway, 

Maiden  lane  from  Broadway  to  William  street, 

Dey  street  from  Washington  street  to  Broadway, 

John  street  from  Broadway  to  Pearl  street, 

Fulton  street  from  William  to  Pearl  street, 

Vesey  street  from  West  street  to  Broadway, 

Park  place  from  Greenwich  street  to  Broadway, 

Warren  street  from  Greenwich  street  to  Broadway, 

Chambers  street  from  Greenwich  street  to  Broadway, 

White  street  from  West  Broadway  to  Broadway, 

Walker  street  from  West  Broadway  to  Broadway, 

University  place  from  9th  street  to  14th  street. 

College  place  from  Chambers  street  to  Park  place. 

Canal  street  from  Greenwich  street  to  Washington  street, 

the  number  of  ducts  and  form  of  construction  to  be  designated  by  the  Engineer  of 
the  Board,  and  the  work  of  construction  to  be  commenced  immediately  and  to  be 
progressed  with  as  much  rapidity  as  possible. 

Mayor  Grant  offered  the  following  resolutions,  which  Commissioner  Gilroy  of  the 
Department  of  Public  Works  requested  to  be  introduced  as  a substitute  for  the  ones 
previously  recommended  by  him  for  passage  by  the  Board : 

Resolved,  That  in  all  future  construction  of  electrical  subways  and  conduits,  from 
and  after  this  date,  the  several  companies  or  parties  constructing  such  subways  or 
conduits  be,  and  they  are  hereby,  required  to  construct  or  lay  conduits,  by  means  of 
pipes  or  other  contrivance,  for  the  lateral  house  connections,  from  the  main  subway 
or  conduit  to  the  curb  at  each  of  the  hand-holes  or  boxes  which  are  built  in  connec- 
tion with  the  main  subways  or  conduits  at  distances  of  50  feet  apart,  in  order  that  the 
house  connections  at  any  of  these  points  may  hereafter  be  placed  and  connections  with 
buildings  be  made  without  disturbing  the  street  pavement  after  the  main  subways  and 
conduits  have  been  completed. 

Resolved,  That  in  the  construction  of  all  subways  or  conduits  by  or  for  the  Edison 
Electric  Illuminating  .Company  of  New  York,  connection  with  or  for  each  house  is 
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required  to  be  made  from  service  boxes  at  the  same  time  of  the  laying  of  the  main 
or  the  main  laid  contiguous  to  the  curb,  so  that  it  shall  not  be  necessary  to  open  the 
pavement  for  making  house  connections. 

Which  was  unanimously  adopted. 

The  Engineer  made  the  following  report: 

New  York,  April  21,  1891. 

To  the  Honorable,  The  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — In  the  matter  of  extension  of  time  for  removal  of  poles  and  wires  on 
a part  of  Eighth  avenue,  Elizabeth  street.  Canal  street,  and  Fulton  street,  referred 
to  me  for  examination  and  report,  I herewith  submit  the  letter  received  from  the 
United  Electric  Light  and  Power  Company  in  relation  thereto ; and,  under  the  cir- 
cumstances, believing  as  I do  that  the  Company  is  now  doing  everything  in  its  power 
to  comply  with  the  orders  of  the  Board,  I recommend  that  its  request  for  twenty  days 
extension  of  the  90  days’  notice  be  granted. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 

(Letter  referred  to  in  report  as  submitted  therewith.) 

New  York,  April  20th,  1891. 

Paul  D.  Cravath,  Esq.,  120  Broadway,  New  York: 

My  Dear  Sir  : — In  answer  to  your  recent  letter  we  beg  to  report  as  follows  . 

When  the  spring  work  opened  on  March  12th  there  were  the  following  streets, 
about  30  in  number,  provided  with  subways,  from  which  we  were  requested  to  remove 
our  poles  and  wires  as  rapidly  as  possible : 

Leonard  st.  from  Church  st.  to  Broadway, 

Broome  street  from  Broadway  to  Centre  street. 

West  Broadway  from  Canal  to  Franklin  streets, 

Reade  street  from  Broadway  to  Centre  street, 

Beaver  street  from  Broadway  to  Wall  street. 

Broad  street  from  Pearl  street  to  Wall  street. 

Exchange  place,  Hanover  st.  to  William  st.. 

South  William  street  from  Broad  st.  to  Beaver  st., 

Hanover  st.  from  Pearl  st.  to  Exchange  place. 

Fifth  ave.  from  23d  street  to  42d  street, 

14th  street  from  6th  avenue  to  8th  avenue, 

23d  street  from  6th  avenue  to  iith  avenue, 

23d  street  from  4lh  avenue  to  Broadway, 

Elizabeth  st.  from  No.  208  to  Houston  street, 

27th  street  from  4th  avenue  to  Madison  avenue. 

Centre  street  from  Reade  st.  to  Park  Row, 

Park  Row  from  Chatham  sq.  to  Brooklyn  bridge. 

Bowery  from  Canal  street  to  Chatham  square, 

Stanton  street  from  Bowery  to  Chrystie  street,  ' 

Prince  street  from  Elizabeth  street  to  Bowery, 


April  22,  1891.] 


1116 


Houston  street— its  entire  length  of  subway, 

Broadway,  west  side,  from  14th  street  to  Houston, 

Eighth  avenue  from  13th  to  sgth  streets, 

Whitehall  street  from  Beaver  street  to  South  Ferry, 

Canal  street  from  Greenwich  street  to  Bowery, 

Catharine  st.  from  Cherry  st.  to  New  Bowery, 

Elizabeth  st.  from  No.  208  to  Canal  street, 

42d  street  from  ist  to  8th  avenue, 

23d  street  from  3d  avenue  to  4th  avenue, 

Fulton  st.  from  Broadway  to  W^illiam  street. 

Since  March  12th  we  have  pushed  the  work  of  occupying  the  subways,  and  re- 
moving our  wires  and  poles  in  these  streets  as  vigorously  as  possible. 

We  have  removed  about  320  poles,  and  about  35  miles  of  overhead  wire. 

We  have  done  all  of  this  work  ourselves  and  have  not  put  the  City  to  the  expense 
of  removing  any  wires  or  poles,  except  in  one  instance  where  a few  wires  or  poles 
were  removed  by  the  contractor  of  the  Bureau  of  Incumbrances  through  a misunder- 
standing. We  have  succeeded  in  removing  all  of  our  poles  and  wires  from  the  above 
streets,  except  the  following  portions  of  streets: 

8th  avenue  between  13th  and  42d  streets, 

Elizabeth  street  from  Brush  station  to  Canal, 

Canal  street  from  Greenwich  street  to  Bowery, 

Fulton  street  from  Broadway  to  William  street. 

We  have  succeeded  in  removing  all  of  our  wires  on  Fulton  street  west  of  Broad- 
way. 

We  can  have  all  of  our  wires  down  in  the  above  streets  within  20  days,  and  there- 
fore request  an  extension  for  that  period. 

We  have  already  paid  all  subway  rentals  a year  in  advance  in  all  these  streets, 
♦and  paid  in  advance  for  the  necessary  subsidiary  and  house  connections,  and  pur- 
chased all  the  necessary  cable. 

The  reason  that  we  have  not  succeeded  in  occupying  subways  in  these  streets  bj 
this  time  is  that,  notwithstanding  the  fact  that  we  have  distributed  our  orders  for 
cables  among  3 cable  manufacturers  they  have  not  been  able  to  supply  the  cables  fast 
enough,  and  furthermore  all  of  our  subsidiary  and  house  connections  have  not  yet 

been  completed,  although  the  Construction  Company  has  done  its  utmost  to  press  this 
work  forward. 

In  short,  we  have  made  the  investment  necessary  to  occupy  these  streets,  and  it 
has  been  simply  a physical  impossibility  to  do  the  work  more  rapidly. 

I remain. 

Yours  truly, 

THE  UNITED  ELECTRIC  LIGHT  & POWER  COMPANY, 

By  C.  H.  JACKSON,  President. 

P.  S.— We  have  drawn  into  the  conduits  already  at  this  time  about  22  miles  of 
cables. 
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The  Board,  after  considering  the  report  of  the  Engineer  on  the  application  of  the 
United  Electric  Light  and  Power  Company,  adopted  the  following  resolution  moved 
by  Mayor  Grant: 

Resolved,  That  the  time  of  the  United  States  Illuminating  Company  and  the 
Brush  Electric  Illuminating  Company  to  comply  witn  the  Qo  days  notice,  as  affecting 
the  following  streets  named  therein,  to  wit: 

Eighth  avenue,  from  13th  street  to  42d  street, 

Elizabeth  street,  from  Brush  station  to  Canal  street. 

Canal  street,  from  Greenwich  street  to  Bowery, 

Fulton  street,  from  Broadway  to  William  street, 

be  extended  ten  days  from  this  date. 

The  following  communication  from  the  Fire  Department  was  read  and  ordered 
to  be  placed  on  file: 

New  York,  April  21st,  1891. 

\Hon.  Board  of  Electrical  Control,  No.  1266  Broadway,  New  York  City: 

Dear  Sir:— You  are  respectfully  informed  that  Fire  Department  wires  have  been 
removed  as  follows,  viz.: 

51st  street,  from  Sixth  to  Fourth  avenues. 

Seventh  avenue  and  Broadway,  from  42d  to  Sist  streets. 

35th  street,  from  Fourth  to  Sixth  avenues. 

S5th  street,  from  Ninth  to  Lexington  avenues. 

Delancey  Slip,  from  Mangin  to  East  streets. 

East  street,  from  Delancey  Slip  to  Grand  street. 

Very  respectfully, 

J.  ELLIOT  SMITH,  Superintendent. 

The  following  communication  of  the  Postal  Telegraph-Cable  Company  was  lead,, 
and  referred  to  the  Engineer  of  the  Board: 

New  York,  April  21st,  1891. 

To  the  Hon.  Board  of  Electrical  Control,  1266  Broadway,  City: 

Gentlemen  : — The  underground  cable  of  the  Postal  Telegraph  Cable  Co.  extending 
from  187  Broadway  to  130th  street  and  3d  avenue  will  be  ready  for  service  within 
two  weeks.  By  its  use  we  are  enabled  to  abandon  two  pole  lines,  viz.: 

One  extending  from  7th  street  and  3d  avenue,  to  40th  street,  to  ist  avenue,  to 
59th  street,  to  2d  avenue,  to  Harlem  River, 

The  other  on  Lexington  avenue,  from  79th  street  to  Harlem  River. 

In  order  to  provide  for  the  2d  avenue  wires  it  will  be  necessary  to  change  all' 
Harlem  River  cables  now  crossing  at  2d  avenue  to  the  subway  terminal  at  3d  avenue,  and 
to  provide  for  these  additional  wires  on  the  pole  line  on  the  north  side,  along  Rider 
avenue,  from  the  River  to  138th  street. 
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Application  is,  therefore,  made  hereby  for  permission  to  place  three  additional 
cross-arms  on  the  poles  on  Rider  avenue  and  place  wires  thereon  not  to  exceed  30 
in  number,  from  the  Harlem  River  to  138th  street. 


Yours  respectfully, 

J.  H.  EMERICK,  Gen.  Supt. 


A copy  of  a report  received  from  the  Police  Department  in  relation  to  the  un- 
authorized building  of  the  subway  across  S2d  street  at  or  near  Tenth  avenue  was 
directed  to  be  sent  to  Commissioner  Gilroy,  who  stated  that  he  was  now  invest! 
gating  the  matter  and  would  make  a report  to  the  Board  of  Electrical  Control  al 


the  proper  time. 


The  Board  adjourned  until  Tuesday,  April  28th,  1891,  at  12  o’clock  M. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Friday,  May  isth,  1891,  at  ii  o’clock  A.  M. 


Present:  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess  and 
Theodore  Moss. 


The  minutes  of  the  last  meeting  were  read  and  approved. 

Mayor  Grant:  The  Corporation  Counsel  was  to  have  some  resolution  ready  here 
in  relation  to  the  division  of  the  subways.  The  Secretary  will  read  that  (referring 
to  Act  of  Legislature  handed  him  by  Corporation  Counsel  Clark). 

The  Act  of  the  Legislature,  as  follows,  was  hereupon  read: 


CHAP.  231. 


An  Act  in  relation  to  the  electrical  subways  in  the  City  of  New  York. 

Became,  a law  without  the  approval  of  the  Governor,  in  accordance  with  the  pro- 
visions of  article  four,  section  nine,  ^ of  the  Constitution,  April  22,  1891. 
Passed,  three-fifths  being  present. 

The  People  of  the  State  of  New  York,  represented  in  Senate  and  Assembly,  do 
enact  as  follows: 

Section  i.  The  Board  of  Electrical  Control  in  and  for  the  City  of  New  York 
is  authorized,  with  the  consent  of  the  Consolidated  Telegraph  and  Electrical  Sub- 
way Company,  to  enter  into  new  contracts  with  said  company  and  with  the  Em- 
pire City  Subway  Company  (Limited),  providing  for  a division  of  the  work  of  con- 
_structing,  maintaining  and  operating  subways  in  said  city  in  such  manner  that  the 
work  of  constructing,  maintaining  and  operating  subways  for  telegraph  and  tele- 
phone conductors,  and  for  the  low-tension  conductors  of  the  Edison  Electric  Illum- 
inating Company  of  New  York  shall  be  done  by  the  Empire  City  Subway  Company 
(Limited),  and  the  work  of  constructing,  maintaining  and  operating  all  other  sub- 
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ways  shall  be  done  by  the  Consolidated  Telegraph  and  Electrical  Subway  Company. 
Such  new  contracts  shall  be  in  accordance  with  the  resolutions  of  said  Board,  adopted 
the  fifteenth  day  of  December,  eighteen  hundred  and  ninety,  and  in  accordance  with 
the  terms  of  the  proposed  contracts  mentioned  in  and  approved  by  said  resolutions, 
subject  to  the  provisions  of  this  act.  The  Consolidated  Telegraph  and  Electrical 
Subway  Company  may  also  convey  and  transfer  to  the  Empire  City  Subway  Com- 
pany (Limited),  such  of  the  subways  already  constructed  as  the  last  named  company 
shall  in  and  by  such  new  contract  be  authorized  to  maintain  and  operate. 

Section  2.  All  acts  and  parts  of  acts  inconsistent  with  this  act  are  hereby  re- 
pealed. 

Section  3.  This  act  shall  take  effect  immediately. 


State  of  New  York, 

Office  of  the  Secretary  of  State,  ss.  : 


I have  compared  the  preceding  with  the  original  law  on  file  in  this  office,  and  do 
hereby  certify  that  the  same  is  a correct  transcript  therefrom,  and  of  the  whole  of 
said  original  law. 


n: 


Given  under  my  hand  and  Seal  of  office  of  the  Secretary  of  State,  at  the  City 
of  Albany,  this  twenty-second  day  of  April,  in  the  year  one  thousand  eight  hundred 
and  ninety-one.  FRANK  RICE,  Secretary  of  State. 


The  Board,  after  discussion  and  consideration,  and  after  hearing  suggestions 
from  Corporation  Counsel  Clark  and  Mr.  Edward  Lauterbach,  of  Counsel  for  the 
Consolidated  Telegraph  and  Electrical  Subway  Company  and  Empire  City  Subway 
Company,  on  motion  of  Mayor  Grant,  adopted  the  following  lesolution. 

Resolved,  That  as  to  all  subways,  whether  high  or  lowi;  tension,  heretofore 
ordered  by  the  Board  to  be  constructed  by  the  Consolidated  Telegraph  and  Elec- 
trical Subway  Company  the  obligations  of  the  original  contract  and  bond  of  the  said 
Company  are  in  force  as  to  their  completion,  and  in  the  time  specified  in  the  original 
resolutions  ordering  their  construction. 

Mr.  Lauterbach;  You  desire  the  Consolidated  Telegraph  and  Electrical  Subway 
Company  to  assume  the  responsibility  of  building  these  subways.  Whether  it  does  it 
by  itself  or  the  Empire  City  Subway  Company  is  immaterial.  We_  have  no  objec- 
tion. The  Consolidated  Company  will  see  that  they  are  built  and  will  consider  itself 
liable.  That  is  perfectly  satisfactory. 


The  following  resolutions  and  contracts  were  read: 

Whereas,  an  act  has  been  passed  by  the  Legislature  of  this  State,  entitled  An 
Act  in  relation  to  Electrical  Subways  in  the  City  of  New  York,”  approved  April 
2ist,  1891,  whereby  this  Board  is  authorized,  with  the  consent  of  the  Consolidated 
Telegraph  and  Electrical  Subway  Company,  to  enter  into  new  contracts  with  said 
company,  and  with  the  Empire  City  Subway  Company  (Limited),  providing  for  a 
division  of  the  work  of  constructing,  maintaining  and  operating  subways  m said 
city  in  such  manner  that  the  work  of  constructing,  maintaining  and  operating  sub- 
ways for  telegraph  and  telephone  conductors,  and  for  the  low-tension  conductors 
of  the  Edison  Electric  Illuminating  Company  of  New  York  shall  be  done  by  the 
Empire  City  Subway  Company  (Limited),  and  the  work  of  constructing,  niaintain- 
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mg  and  operating  all  other  subways  shall  be  done  by  the  Consolidated  Telegraph 
and  Electrical  Subway  Company.  Such  new  contracts  to  be  in  accordance  with  the 
resolutions  of  said  Board,  adopted  the  fifteenth  day  of  December,  1890,  and  in  ac- 
cordance with  the  terms  of  the  proposed  contracts  mentioned  in  and  approved  by 
said  resolutions,  subject  to  the  provisions  of  said  Act;  and 

Whereas,  the  provisions  of  said  Act  made  it  necessary  that  certain  changes  be 
made  in  the  form  of  said  proposed  contracts  in  order  that  the  same  may  be  in  accord- 
ance with  said  provisions  and  this  Board  be  empowered  to  enter  into  said  contracts 

under  the  authority  conferred  upon  it  by  the  Legislature  of  this  State  as  aforesaid- 
V and  ’ 

Whereas,  said  changes  have  been  made,  and  the  contracts  in  the  form  required 
by  said  act  have  been  submitted  to  this  Board,  and  the  said  companies  have  re- 
spectively duly  authorized  the  making  of  said  contracts  in  the  form  now  submitted, 
and  the  same  have  been  approved  by  the  Counsel  to  the  Corporation  of  the  City 
of  New  York, 

Resolved,  That  said  contracts,  of  which  copies  are  hereto  annexed,  be  made, 
executed  and  delivered  by  this  Board. 

This  agreement,  made  and  entered  into  this  isth  day  of  May,  1891,  by  and  be- 
tween Hugh  J.  Grant,  as  Mayor  of  the  City  of  New  York,  Jacob  Hess  and  Theodore 
Moss,  who  together  constitute  the  Board  of  Electrical  Control,  created  under  and 
\ by  virtue  of  an  Act  of  the  Legislature  of  the  State  of  New  York,  entitled  “An  Act 

in  relation  to  Electrical  Conductors  in  the  City  of  New  York,”  passed  June  2Sth, 
1887,  as  such  Board  of  Electrical  Control,  parties  of  the  first  part,  and  the  Consoli- 
dated Telegraph  and  Electrical  Subway  Company,  a corporation  duly  organized  and 
existing  under  and  by  virtue  of  the  laws  of  said  State,  party  of  the  second  part; 

Whereas,  by  an  Act  of  the  Legislature  of  the  State  of  New  York,  being  Chapter 
499  of  the  Laws  of  1885,  passed  June  13th,  1885,  and  amended  by  Chapter  503  of  the 
Laws  of  1886,  passed  May  29th,  1886,  the  Commissioners  of  Electrical  Subways  for 
_ the  City  of  New  York  were  authorized  to  cause  to  be  devised  a plan  for  the  placing 
underground  of  all  electrical  conductors  in  said  City,  and  to  carry  the  same  into 
operation  and  .effect;  and, 

Whereas,  for  the  purpose  of  accomplishing  the  ends  intended  and  provided  for  by 
said  Acts,  and  the  execution  of  the  duties  imposed  thereby  upon  them,  the  said  Com- 
missioners of  Electrical  Subways  for  the  City  of  New  York  did,  on  the  27th  day 
of  July,  1886,  and  on  the  7th  day  of  Aprils  1887,  respectively  make  and  enter  into  two 
several  agreements  with  the  said  Consolidated  Telegraph  and  Electrical  Subway 
Company,  party  of  the  second  part  hereto,  which  two  agreements  were  and  each  of 
them  was  respectively  ratified  and  confirmed  by  the  provisions  of  an  Act  of  the 
Legislature  of  the  State  of  New  York,  entitled  “An  Act  in  relation  to  electrical  con- 
ductors in  the  City  of  New  York,”  passed  June  2Sth,  1887,  copies  of  which  agree- 
ments are  hereto  annexed  and  made  a part  hereof,  as  though  the  same  were  fully 
and  at  large  set  forth  herein;  and. 

Whereas,  by  a certain  instrument  bearing  date  the  eighth  day  of  December, 
1890,  an  agreement  has  been  made  by  and  between  the  said  Consolidated  Telegraph 
and  Electrical  Subway  Company,  party  of  the  first  part  therein,  and  the  Empire  City 
Subway  Company  (Limited),  a corporation  duly  organized  and  existing  under  and 
by  virtue  of  the  laws  of  this  State,  of  the  other  part,  in  and  by  which  agreement  the 
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party  of  the  first  part  thereto,  for  the  consideration  therein  specified,  sells,  conveys 
and  transfers  to  the  said  Empire  City  Subway  Company  (Limited),  all  the  subways, 
conduits  and  ducts,  house  and  other  subsidiary  connections  in  the  City  of  New  York, 
mentioned  and  described  in  the  schedules  annexed  to  and  forming  part  of  the  said 
instrument,  being  all  the  subways,  conduits,  ducts  and  house  and  other  subsidiary 
connections  constructed  in  the  City  of  New  York  for  the  use  of  telephone  and  tele- 
graph conductors,  and  of  electric  light  and  power  conductors  of  the  Edison  Electric 
Illuminating  Company  of  New  York;  and  the  said  Empire  City  Subway  Company 
(Limited),  by  an  agreement  of  even  date  herewith  made  with  the  said  Board  of 
Electrical  Control  (party  of  the  first  part  hereto)  on  its  part  agrees  to  assume  the 
same  duties,  obligations  and  liabilities  as  these  to  which  the  said  Consolidated  Tele- 
graph and  Electrical  Subway  Company  is  subject  under  said  agreement  and  acts,  or 
any  or  either  of  them  with  respect  to  the  construction,  maintenance  and  operation 
of  subways,  conduits  and  ducts,  house  and  other  subsidiary  connections  to  be  con- 
structed in  the  City  of  New  York  for  the  use  of  telegraph  and  telephone  conductors, 
and  of  the  electric  light  and  power  conductors  of  the  Edison  Electric  Illuminating 
Company  of  New  York  (except  such  as  may  be  or  may  have  been  caused  by  the 
default  of  said  Consolidated  Telegraph  and  Electrical  Subway  Company),  and. 

Whereas,  the  parties  of  the  first  part  deem  the  making  of  this  contract  reason- 
able, expedient  and  proper  in  order  to  carry  into  effect  the  provisions  and  intent  of 
said  Act  of  the  Legislature  of  the  State  of  New  York,  entitled  “An  Act  in  relation 
to  electrical  conductors  in  the  City  of  New  York,”  passed  June  2Sth,  1887,  and  of 
said  agreements. 

Now,  therefore,  in  consideration  of  the  promises  and  of  the  mutual  agreements 
herein  contained,  and  of  the  sum  of  one  dollar  by  each  of  the  parties  hereto  to  the 
other  in  hand  paid,  the  receipt  whereof  is  hereby  acknowledged,  the  parties  hereto 
mutually  agree  that  the  agreements  hereinbefore  mentioned  made  between  the  Board 
of  Commissioners  of  Electrical  Subways,  of  the  City  of  New  York,  and  the  party  of 
the  second  part  hereto,  dated  respectively  July  27th,  1886,  and  April  7th,  1887,  shall 
be,  and  the  same  are  hereby  modified,  as  follows,  to  wit: 

Eirst.’  The  party  of  the  second  part  shall  surrender,  and  hereby  does  surrender, 
the  right  which  it  has  under  said  agreements  or  acts  or  any  of  them,  to  build  sub- 
ways, conduits  and  ducts  for  telegraph  and  telephone  conductors  and  for  low-tension 
electric  light  and  power  conductors  of  the  Edison  Electric  Illuminating  Company 
of  New  York,  its  successors  and  assigns. 

Second.  The  parties  of  the  first  part  agree  to  relieve  and  discharge,  and  they 
hereby  do  relieve  and  discharge,  the  party  of  the  second  part  of  and  from  all  and 
every  of  its  duties,  obligations  and  liabilities  under  said  last  mentioned  agreements,  or 
either  of  them,  so  far  as  the  same  relate  to  building,  owning,  maintaining  and 
operating  of  subways,  conduits  or  ducts  for  telegraph  and  telephone  conductors,  or 
for  low-tension  electric  light  and  power  conductors  of  the  Edison  Electric  Illumi- 
nating Company  of  New  York,  its  successors  or  assigns. 

Third.  Except  as  hereinbefore  modified,  or  agreed  to  be  modified,  the  said 
agreements  made,  dated  respectively  July  22d,  1886,  and  April  7th,  1887,  are  to  re- 
main in  full  force  and  effect;  and  the  obligations  and  rights  of  the  party  of  the  second 
part  with  respect  to  the  building,  maintaining,  operating  and  leasing  of  subways, 
conduits  and  ducts  for  electric  light  and  power  conductors,  other  than  subways, 
conduits  and  ducts  constructed,  or  hereafter  tO'  be  constructed,  for  the  use  of  the 
low-tension  electric  light  and  power  conductors  of  the  Edison  Electric  Illuminating 
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Company  of  New  York,  its  successors  or  assigns,  shall  continue  and  be  the  same  as 
before  this  modification  of  said  agreement. 

In  witness  whereof,  the  parties  of  the  first  part  have  hereunto  set  their  hands 
and  seals,  and  the  party  of  the  second  part  has  caused  its  corporate  seal  to  be  hereto 
affixed  and  these  presents  to  be  signed  by  its  President  or  Vice-President  and  Secre- 
tary, the  day  and  year  first  above  written. 

/ HUGH  J.  GRANT,  Mayor,  Commissioner. 

JACOB  HESS,  Commissioner. 

THEO.  MOSS,  Commissioner. 

CONSOLIDATED  TELEGRAPH  AND  ELECTRICAL  SUBWAY  CO., 

(Seal  of  Co.)  By  E.  L.  RIDGWAY,  Vice-President. 

Attest: 

WILLIAM  J.  SEETON,  Secretary. 

We  hereby  approve  of  the  foregoing  instrument  and  the  execution  thereof  by 
the  Board  of  Electrical  Control  in  and  for  the  City  of  New  York. 

Dated,  New  York,  May  15,  1891. 

HUGH  J.  GRANT,  Mayor, 

WM.  H.  CLARK,  Counsel  to  the  Corp. 

State  of  New  York, 

City  and  County  of  New  York,  ss.  : 

On  this  15th  day  of  May,  in  the  year  one  thousand  eight  hundred  and  ninety- 
one,  before  me,  Henry  Winans,  a Notary  Public  in  and  for  the  County  of  Kings, 
duly  appointed  and  commissioned  and  dwelling  in  the  City  of  Brooklyn,  in  said 
County,  and  having  a certificate  filed  in  the  City  and  County  of  New  York,  personally 
appeared  Hugh  J.  Grant,  Mayor  of  the  City  of  New  York,  Jacob  Hess  and  Theo- 
dore Moss,  to  me  severally  personally  known  and  known  to  me  to  together  consti- 
tute the  Board  of  Electrical  Control  in  and  for  the  City  of  New  York,  and  tO'  be  the 
persons  mentioned  and  described  in  and  who  executed  the  foregoing  instrument,  and 
they  severally  acknowledged  that  they  executed  the  same  as  such  Board  of  Control 
for  the  purposes  therein  mentioned. 

In  witness  whereof,  I have  hereunto  set  my  hand  and  official  seal  this  isth  day 
of  May,  1891. 

HENRY  WINANS, 

(Seal  of  Notary.)  Notary  Public,  Kings  County. 

Certificate  filed  in  New  York  Co. 

State  of  New  York, 

City  and  County  of  New  York,  ss.  : 

On  this  iSth  day  of  May,  in  the  year  of  our  Lord  one  thousand  eight  hundred 
and  ninety-one,  before  me,  E.  De  Lysle  Smith,  a Notary  Public  in  and  for  the  State 
of  New  York,  duly  appointed  and  commissioned  under  and  by  virtue  of  the  laws 
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of  said  State,  and  dwelling  in  the  City  of  Brooklyn,  personally  appeared  Edgar  L. 
Ridgway,  Vice-President  of  the  Consolidated  Telegraph  and  Electrical  Subway  Com- 
pany, and  W.  J.  Sefton,  th"e  Secretary  of  the  same  Company,  each  personally  known 
ito  me  to  be  such,  and  they  being  by  me  duly  and  severally  sworn,  did  severally 
depose  and  say;  that  he,  the  said  Edgar  L.  Ridgway,  resided  in  the  City  of  New 
York,  and  was  the  Vice-President  of  the*said  Consolidated  Telegraph  and  Electrical 
Subway  Company;  that  he,  the  said  W.  J.  Sefton  resided  in  the  City  of  Brooklyn,  and 
was  the  Secretary  of  said  Company. 

That  they  knew  the  corporate  seal  of  said  Company;  that  the  seal  affixed  to 
the  foregoing  deed  and  purporting  to  be  the  seal  of  said  Consolidated  Telegraph  and 
Electrical  Subway  Company  was  such  seal;  that  it  was  so  affixed  by  order  of  the 
Board  of  Directors  of  the  said  Company,  and  that  by  like  order  they  severally  signed 
their  names  thereto  as  Vice-President  and  Secretary. 

And  the  said  Edgar  L.  Ridgway  and  W.  J.  Sefton  severally  acknowledged  to  me 
that  they  executed  the  said  deed  freely  and  voluntarily,  and  as  the  act  and  deed  of 
the  said  Consolidated  Telegraph  and  Electrical  Subway  Company,  for  the  uses  and 
purposes  therein  expressed. 

In  witness  whereof,  I have  hereunto  set  my  hand  and  affixed  my  notarial  seal  in 
the  City  of  New  York  aforesaid  on  the  said  15th  day  of  May,  A.  D.  1891. 

F.  DE  LYSLE  SMITH, 

(Notarial  seal.)  Notary  Public,  Kings  County  arid 

City  and  County  of  New  York. 


(Annexed  to  the  foregoing  instrument  is  a copy  of  the  agreement  of  April  7th, 
1887,  and  a copy  of  the  agreement  of  July  27th,  1886.) 

This  agreement,  made  this  iSth  day  of  May,  1891,  by  and  between  Hugh  J.  Grant, 
Mayor  of  the  City  of  New  York;  Jacob  Hess  and  Theodore  Moss,  as  and  consti- 
tuting the  Board  of  Electrical  Control,  in  and  for  the  City  and  County  of  New  York, 
created  under  and  by  virtue  of  an  Act  of  the  Legislature  of  the  State  of  New  York, 
being  Chapter  716  of  the  Laws  of  1887,  passed  June  25,  1887,  and  the  Acts  of  which 
said  Act  is  amendatory,  parties  of  the  first  part,  and  the  Empire  City  Subway  Com- 
pany (Limited),  a corporation  duly  organized  and  existing  under  and  by  virtue  of 
the  Laws  of  the  State  of  New  York,  party  of  the  second  part. 

Whereas,  the  said  parties  of  the  first  part  are  authorized  by  said  acts,  as  afore- 
said, to  cause  to  be  devised  a plan  for  placing  underground  of  all  electrical  con- 
ductors in  the  City  of  New  York  and  to  carry  the  same  into  operation  and  effect: 

And,  whereas,  by  an  instrument  dated  the  seventh  day  of  April,  1887,  Jacob 
Hess,  Theodore  Moss  and  Daniel  L.  Gibbens,  as  Commissioners  of  Electrical  Sub- 
ways, under  and  by  virtue  of  an  Act  of  the  Legislature  of  the  State  of  New  York, 
being  Chapter  499  of  the  Laws  of  1885,  passed  June  13,  1885,  as  amended  by  Chapter 
503  of  the  Laws  of  1886,  passed  May  29,  1886,  entered  into  a contract  with  the  Con- 
solidated Telegraph  and  Electrical  Subway  Company  for  the  building  of  subways  for 
electrical  conductors  in  the  City  of  New  York,  which  contract  was  amendatory  of 
a prior  contract  between  said  Company  and  said  Commissioners  dated  July  22,  1886, 
and  both  of  which  contracts  were  subsequently  ratified  by  an  Act  of  the  Legislature 
of  the  State  of  New  York,  entitled  “An  Act  in  relation  to  electrical  conductors  in 


May  is,  1891.] 


1124 


the  City  of  New  York,”  passed  June  25,  1887,  and  certain  subways  have  been  built 
by  the  said  Consolidated  Telegraph  and  Electrical  Subway  Company  under  said  con- 
tracts; 

And,  whereas,  the  said  Consolidated  Telegraph  and  Electrical  Subway  Company, 
by  a certain  instrument  bearing  date  the  eighth  day  of  December,  1890,  conveys  to 
the  Empire  City  Subway  Company  (Limited),  with  the  consent  and  authority  of  the 
parties  of  the  first  part,  and  the  approval  of  the  Mayor  and  Counsel  to  the  Corpora- 
tion of  the  City  of  New  York,  all  the  subways,  conduits  and  ducts  for  telephone  and 
.telegraph  conductors  which  it  has  constructed  in  said  City,  and  also  the  subways, 
conduits  and  ducts  for  electric  light  and  power  conductors  constructed  by  it  for  the 
use  of  the  Edison  Electric  Illuminating  Company  of  New  York,  and  the  said  Consoli- 
dated Telegraph  and  Electrical  Subway  Company  has  applied  to  the  parties  of  the 
first  part  for  such  a modification  of  its  said  contract  as  shall  relieve  it  from  the  obli- 
gations to  maintain,  manage  and  operate  the  subways,  conduits  and  ducts  so  con- 
veyed, and  from  any  further  obligation  to  build  subways,  conduits  and  ducts  for  tele- 
graph or  telephone  conductors,  or  for  the  low-tension  conductors  of  the  Edison 
Electric  Illuminating  Company  of  New  York,  and  the  parties  of  the  first  part,  by  an 
instrument  of  even  date  herewith,  and  with  the  approval  of  the  Mayor  and  Counsel 
to  the  Corporation  of  the  City  of  New  York,  have  so  modified  said  contract,  and 
the  Empire  City  Subway  Company  (Limited),  party  of  the  second  part,,  to  whom 
said  subways,  conduits  and  ducts  have  been  conveyed,  as  aforesaid,  desires  to  enter 
into  a contract  with  the  parties  of  the  first  part  for  the  maintenance,  leasing  and 
mnagement  of  said  subways,  conduits  and  ducts,  and  the  building  of  further  sub- 
ways, conduits  and  ducts  for  telephone  and  telegraph  conductors,  and  also  further 
subways,  conduits  and  ducts  for  low-tension  electric  light  and  power  conductors  of 
the  Edison  Electric  Illuminating  Company  of  New  York,  and  for  the  owning,  leasing, 
maintenance  and  management  of  such  subways,  conduits  and  ducts; 

And,  whereas,  the  making  of  this  contract  is  deemed  reasonable,  advisable  and 
proper  for  the  purpose  of  carrying  into  effect  the  provisions  and  intent  of  said  last 
mentioned  act; 

Now,  therefore,  this  agreement  witnesseth: 

That,  in  consideration  of  the  premises  and  of  the  mutual  promises  and  agree- 
ments herein  contained,  and  the  sum  of  one  dollar  by  each  of  the  parties  hereto  to 
the  other  in  hand  paid,  the  receipt  whereof  is  hereby  acknowledged,  the  parties 
hereto  agree  as  follows: 

1.  The  party  of  the  second  part  hereby  agrees  to  provide,  build,  equip,  main- 
tain and  operate,  as  herein  provided,  subways,  conduits  and  ducts  for  telegraph  and 
telephone  conductors  and  for  low-tension  electric  light  and  power  conductors  of  the 
Edison  Electric  Illuminating  Company  of  New  York,  its  successors  and  assigns,  in 
the  following  streets  and  avenues  of  the  City  of  New  York: 

Eranklin  st..  West  Broadway  to  Centre  st..  Elm  st.,  Eranklin  to  Worth  st.,  32d 
St.,  Fifth  to  Madison  ave.,  23d  st..  Second  to  Madison  ave.,  58th  st..  Tenth  ave.  to 
North  River,  Lexington  ave.,  79th  street  to  129th  street,  79th  street,  Madison  to  Fifth 
ave.,  124th  st.,  Lexington  to  St.  Nicholas  ave.,  Lexington  ave.,  124th  st.  to  north  side 
125th  st.,  Cortlandt  st.,  Broadway  to  18  Cortlandt  st.,  and  also  such  further  subways, 
conduits  and  ducts  for  telegraph  and  telephone  conductors,  and  for  low-tension 
electric  light  and  power  conductors  of  the  Edison  Electric  Illuminating  Company 
of  New  York,  its  successors  and  assigns,  as  the  Board  from  time  to  time  may  order. 
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II.  Such  subways,  conduits  and  ducts  as  the  Empire  City  Subway  Company 
(Limited)  shall  be  ordered  or  directed  to  build,  shall  be  built  in  accordance  with 
the  plans  and  specifications  therefor  furnished,  or  to  be  furnished,  by  the  parties  of 
the  first  part,  or  their  successors,  and  the  same  shall  be  provided,  built,  equipped, 
maintained,  operated  and  kept  in  good  repair  by  and  at  the  cost  of  the  party  of  the 
second  part,  who  will,  upon  the  reasonable  demand  of  the  parties  of  the  first  part, 
or  their  successors,  adopt  any  and  all  necessary  improvements  that  will  increase  the 
usefulness  and  efficiency  of  the  system  contemplated  by  this  contract  and  the  acts 
above  referred  to.  The  parties  of  the  first  part  and  their  successors  shall  have  the 
right,  at  any  time,  to  make  such  modifications  and  changes  as  may  be  reasonable  and 
necessary  in  said  subways,  conduits  and  ducts,  or  any  of  them,  or  the  construction, 
plans,  material,  or  any  other  matter  connected  with  them,  or  any  of  them,  or  with 
the  construction,  maintenance  or  operation  of  them,  or  any  of  them,  and  the  party 
of  the  second  part  shall  conform  to  and  carry  out  any  reasonable  changes  or  modi- 
fications so  made.  The  said  subways,  conduits  and  ducts  in  the  streets  and  avenues 
above  specified  shall  be  completed  on  or  before  the  first  day  of  July,  i8gi,  and  such 
further  subways,  conduits  and  ducts  as  the  said  Board  of  Electrical  Control  shall  from 
time  to  time  order,  shall  be  built  within  such  reasonable  time  as  said  Board  shall 
prescribe. 

III.  The  party  of  the  second  part  shall,  at  its  own  cost,  furnish  to  the  parties 
of  the  first  part,  and  their  successors,  any  and  all  maps,  working  or  other  plans, 
profiles,  surveys  and  drawings,  made  to  scale  or  otherwise,  and  all  accessible  data, 
figures  and  information  that  may  be  requested  by  said  parties  of  the  first  part,  or 
their  successors,  and  necessary,  or  deemed  so  to  be,  for  any  purpose  relating  to,  or 
connected  with  said  subways,  conduits  and  ducts,  or  the  duties  of  the  said  parties  of 
the  first  part,  or  their  successors,  in  connection  therewith,  or  relation  thereto,  and 
shall  also  reimburse  the  parties  of  the  first  part,  or  their  successors,  for  all  reasonable 
expenses  incurred  by  them  in  superintending  and  inspecting  the  construction  of  said 
subways,  conduits  and  ducts. 

TV.  The  spaces  in  said  subways,  conduits  and  ducts  shall  be  leased  by  the  party 
of  the  second  part  to  any  company  or  corporation  having  lawful  power  to  operate 
telegraph  or  telephone  conductors  in  any  street,  avenue  or  highway  in  the  City  of 
New  York,  or  to  the  Edison  Electric  Illuminating  Company  of  New  York,  its  suc- 
cessors or  assigns,  if  it  or  they  shall  apply  for  the  same. 

No  space  not  actually  needed  for  occupation  by  its  electrical  conductors  in  the 
due  course  of  its  business  shall  be  leased  to  any  company  or  corporation  to  the 
exclusion  or  detriment  of  any  other  company  or  corporation  needing  space  in  said' 
subways,  conduits  and  ducts,  and  desiring  and  able  to  pay  for  the  same. 

The  said  party  of  the  second  part  shall,  without  charge,  supply  to  the  City  of 
New  York,  all  space  in  said  subways,  conduits  and  ducts  necessary  for  its  electrical 
conductors  and  the  electrical  conductors  of  each  separate  department  of  said  city 
which  may  now  or  hereafter  be  required. 

If  at  any  time  the  space  in  such  subways,  conduits  and  ducts  shall  not  be  sufficient 
for  all  the  companies  or  corporations  so  applying  for  the  same,  or  for  the  City  of 
New  York,  or  any  of  its  departments,  the  additional  space  needed  shall  be  provided 
by  the  party  of  the  second  part  at  its  own  cost,  by  the  construction,  maintenance, 
equipment  and  operation  of  additional  subways,  conduits  and  ducts,  sufficient  there- 
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for,  subject,  however,  to  the  same  conditions  and  the  same  control  by  the  paities  of 
the  first  part  or  their  successors,  as  the  original  subways,  conduits  and  ducts  are 
by  the  terms  of  this  contract  and  by  any''law. 

This  contract  to  be  without  prejudice  to  the  right  of  the  parties  of  the  first  part 
to  enter  into  such  other,  further  or  different  contracts  as  shall  be  necessary  to  carry  . 
out  the  intent  and  purpose  of  Chapter  716,  Laws  of  1887. 

V.  The  party  of  the  second  part  may  fix  a fair  scale  of  rents  to  be  charged,  ac- 
cording to  the  kind  of  conductors  and  the  amount  of  space  required  therefor,  which 
shall  be  at  the  same  rate  to  all  the  occupants  having  a like  use  of  said  subways,  con- 
duits and  ducts,  but  the  scale  of  rentals  or  any  charges  fixed  or  made  by  the  party 
of  the  second  part  shall  at  all  times  be  subject  to  the  control,  modification  and  re- 
vision of  the  parties  of  the  first  part,  or  their  successors;  and  no  contract  shall  be 
made  between  the  party  of  the  second  part  and  any  company  or  corporation  on  any 
terms  which  shall  not  require  payment  by  such  other  company  or  corporation  of 
rents  at  the  rates  so  fixed,  or  as  modified  by  said  Board. 

VI.  Whenever  the  net  annual  profits  of  the  party  of  the  second  part,  remaining 
after  the  payment  of  the  reasonable  and  necessary  expenses  of  maintaining  and 
operating  such  subways,  conduits  and  ducts,  shall  exceed  ten  pel  cent,  upon  the 
actual  cash  capital  invested  by  it  in  providing,  constructing  and  equipping  such  sub- 
ways, conduits  and  ducts,  then  the  excess  of  such  profit  over  the  ten  per  cent,  shall 
be  paid  into  the  treasury  of  the  City  of  New  York,  but,  if,  in  any  yeai  01  yeais  prioi 
to  the  earnings  of  such  excess  the  earnings  of  the  party  of  the  second  part  shall  not 
have  equalled  ten  per  cent.,  then  the  party  of  the  second  part  shall  be  first  entitled  \ 
to  recoup  itself  out  of  such  excess  for  the  difference  between  the  actual  annual  earn- 
ings and  the  said  ten  per  cent.,  the  intention  hereof  being  that  the  party  of  the  second 
part  shall  have  the  right  to  earn  and  receive  such  ten  per  cent,  for  each  and  every 
year,  and  that  no  payments  shall  be  made  to  the  City  of  New  York  out  of  such 
excess  of  earnings  until  the  party  of  the  second  part  shall  first  have  actually  earned 
and  received  ten  per  cent,  for  each  year  theretofore.  And  the  party  of  the  second 
part  shall  and  will  at  all  times  keep  just,  full  and  true  books  of  account,  which  shall 
show  in  detail  the  transactions  had  by  it,  and  with  whom  the  same  were  had,  the 
nature  thereof,  and  especially: 

1.  The  amount  of  space  in  said  subways,  conduits  and  ducts  occupied,  with  the 
names  of  the  occupants  thereof  and  the  respective  amounts  of  such  space  occupied  by 
each  occupant. 

2.  The  number  and  kind  of  electrical  conductors  therein,  with  the  names  of  the 
owners  or  users  thereof. 

3.  The  gross  and  net  amount,  in  detail,  of  rentals  and  charges  and  moneys  of  all 
kinds  collected  or  received  by  the  party  of  the  second  part,  and  from  whom  and  for 
what  the  same  were  received  or  collected,  specifying  the  names  of  those  paying  such 
moneys,  and  the  cause  or  consideration  of  such  payment  in  detail. 

4.  All  payments  of  every  kind  made  by  the  party  of  the  second  part,  specifying 

in  detail  and  separately  each  payment,  and  to  whom  the  same  was  made,  and  the 
cause  or  consideration  thereof,  so  as  to  show  specifically  the  nature  thereof,  so  that 
it  may  be  determined  whether  the  same  is  chargeable  to  the  cost  of  construction  or 
of  maintenance.  > 
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And  said  books  and  accounts,  and  all  the  books,  accounts,  papers  and  writings 
of  the  party  of  the  second  jjart  shall  at  all  times  be  open  to  the  inspection  of  the 
parties  of  the  first  part,  or  their  successors,  and  of  the  Comptroller  of  said  City,  or 
any  peison  or  persons  by  him  or  them  deputed  to  examine  the  same,  and  they  or 
he  may  copy  the  whole  or  any  part  thereof. 

And  the  said  party  of  the  seconcT part  shall  and  will,  on  the  first  day  of  October 
of  each  year,  make  and  return  a statement  to  the  Comptroller  of  the  City  of  New 
York,  in  such  form  and  verified  as  he  may  require  and  prescribe  for  the  year  ending 
the  next  preceding  first  day  of  September,  and  any  moneys  payable  to  the  City  under 
this  clause  of  this  agreement  by  the  party  of  the  second  part  shall  be  paid  annually 
on  the  first  day  of  November. 

VII.  The  party  of  the  second  part  shall  not  open  any  street  surface  without 
first  obtaining  a permit  therefor  from  the  Commissioner  of  Public  Works  or  other 
officers  or  department  of  said  City  vested  by  law  with  the  control  of  the  surface  of 
the  street  to  be  opened,  and  giving  to  him  or  it  such  an  agreement  as  he  or  it  may 
approve  and  require  for  the  proper  restoration  of  the  pavement  of  said  street  and  the 
surface  thereof,  and  for  keeping  the  same  in  repair  for  one  year  after  the  same  has 
been  so  replaced  or  restored. 

VIII.  The  party  of  the  second  part  shall  not  be  deemed  to  be  the  servant  or 
agent  of  the  parties  of  the  first  part  or  their  successors,  or  of  the  Mayor,  Aldermen 
and  Commonalty  of  the  City  of  New  York,  in  doing  any  act  under  or  in  execution 
or  performance  of  this  contract,  but  shall  be  ^deemed  to  be,  and  is  hereby  intended 
to  be,  made  and  dealt  with  by  the  parties  of  the  first  part  and  their  successors,  and 
all  persons  whomsoever,  as  an  independent  party,  contracting  with  the  parties  of  the 
first  part  and  their  successors  and  others,  and  having  and  acquiring  such  rights  for 
itself  as  this  contract  secures  to  it. 

IX.  All  companies  occupying  space  in  said  subways,  conduits  and  ducts  shall 
own  their  own  conductors  and  shall  have  the  full  management  and  control  thereof 
except  where  otherwise  mutually  agreed  upon  between  the  said  party  of  the  second 
part  and  said  companies,  subject  to  the  approval  of  the  parties  of  the  first  part,  or 
their  successors;  but  said  management  and  control  shall  be  subject  to  the  rights  of  all 
other  occupants  of  said  subways  and  to  such  reasonable  rules  and  regulations  as  may 
be  made  by  the  said  party  of  the  second  part  with  the  approval  of  the  parties  of  the 
first  part,  or  their  successors.  All  maintenance  and  repairs  of  such  conductors  shall 
be  done  by  the  company  owning  them,  under  the  supervision  of  the  party  of  the 
second  part,  who  shall  prevent  injury  to  the  conductors  of  other  occupants. 

X.  The  party  of  the  second  part  shall  give  a bond  to  the  parties  of  the  first  part 
and  their  successors  in  the  penal  sum  of  two  hundred  and  fifty  thousand  dollars,  with  . 
good  and  sufficient  surety,  satisfactory  to  the  parties  of  the  first  part,  or  their  suc- 
cessors, securing  the  just  and  full  performance  of  this  contract,  and  the  building  or 
providing  of  said  subways,  conduits  and  ducts,  as  herein  provided,  and  securing  said 
parties  of  the  first  part  and  their  successors,  and  the  Mayor,  Aldermen  and  Com- 
monalty of  said  City  well  and  safely  against  any  and  all  patent  and  other  suits  arising 
from  the  building  and  operation,  use  and  maintenance  of  said  subways,  conduits  and 
ducts,  or  of  any  subways,  conduits  and  ducts  provided  by  the  party  of  the  second 
part,  whether  the  same  now  are  or  shall  hereafter  be  built  by  it,  and  in  the  case 
of  the  insolvency  or  death  of  either  of  the  sureties  upon  such  bond  the  party  of  the  ^ 
second  part  will,  upon  the  request  of  the  parties  of  the  first  part,  or  their  successors. 
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give  a new  bond  of  the  same  tenor  and  effect  and  subject  to  approval  the  same  as 
the  bond  so  originally  to  be  given.  The  said  bond  shall  also  contain  a guarantee 
to  the  City  of  New  York,  for  any  and  all  damages  to  said  City  by  reason  of  the  con- 
struction of  said  subways,  conduits  and  ducts. 

XL  If  at  any  time,  in  the  opinion  of  the  parties  of  the  first  part,  or  their  suc- 
cessors, there  shall  be  a substantial  failure  by  the  party  of  the  second  part  to  fully 
carry  out  the  provisions  of  this  agreement,  and  it  is  so  adjudged  by  competent 
judicial  authority,  the  Mayor,  Aldermen  and  Commonalty  of  the  City  of  New  York 
may  enter  into  possession  of  such  subways,  conduits  and  ducts,  and  the  party  of  the 
second  part  shall,  subject  to  any  valid  mortgage  or  liens  then  thereon  outstanding, 
not  exceeding  fifty  per  cent,  on  the  actual  cost  of  such  subways,  and  all  leases  or 
contracts  then  existing  for  the  use  thereof,  as  hereinbefore  provided,  forfeit  its  in- 
terest in  such  subways,  conduits  and  ducts,  and  will  quietly  and  peaceably  surrender 
the  possession  thereof  to  the  Mayor,  Aldermen  and  Commonalty  of  the  City  of  New 
York,  who  shall  thereupon  and  thereafter  hold  and  own  the  same,  subject,  however, 
to  the  same  powers  and  duties  of  the  parties  of  the  first  part,  or  their  successors, 
as  the  same  would  otherwise  have  been  held  subject  to  by  the  party  of  the  second 
part,  and  the  same,  until  otherwise  provided  hy  law,  shall  be  maintained  and 
operated  by  the  said.  Mayor,  Aldermen  and  Commonalty  of  the  City  of  New  York, 
by  and  through  the  parties  of  the  first  part,  or  their  successors,  subject  to  such  law- 
ful liens,  mortgages,  leases  and  contracts. 

XII.  The  parties  of  the  first  part  hereby  grant  to  the  party  of  the  second  part 
the  right  to  build  such  subways,  conduits  and  ducts  as  the  parties  of  the  first  part 
shall  order  the  party  of  the  second  part  to  build  for  telegraph  and  telephone  com- 
panies, or  for  low-tension  electric  light  and  power  conductors  of  the  Edison  Electric 
Illuminating  Company  of  New  York,  in  accordance  with  such  plans  and  specifications 
as  shall  at  any  time  be  furnished  by  the  parties  of  the  first  part  as  hereinbefore  pro- 
vided, and  said  parties  of  the  first  part  hereby  agree  to  use  all  lawful  means  within 
their  power  to  compel  all  authorized  persons  or  companies  using  telegraph  and  tele- 
phone conductors,  and  also  the  Edison  Electric  Illuminating  Company  of  New  York, 
to  comply  with  the  provisions  of  law  and  to  place  their  conductors  in  said  subways, 
conduits  and  ducts,  and  to  pay  a fair  rental  for  the  space  occupied  therein,  but  neither 
the  parties  of  the  first  part,  nor  their  successors,  nor  the  MayOtt',  Aldermen  and 
Commonalty  of  the  City  of  New  York  shall  be  liable  or  responsible  for  any  neglect  or 
failure  on  the  part  of  any  such  company  or  person  so  to  place  their  conductors  in  said 
subways,  conduits  and  ducts,  or,  having  placed  their  conductors  therein,  to  pay  the 
fair  rental  for  the  space  occupied  by  him  or  it;  nor  shall  the  Mayor,  Aldermen  and 
Commonalty  of  the  City  of  New  York  be  liable  for  any  neglect,  failure  or  refusal  in 
the  premises  of  the  parties  of  the  first  part  or  their  successors. 

XIII.  The  successors  of  the  parties  of  the  first  part  shall  be  construed  to  include 
those  who  may  succeed  them  as  Commissioners  under  the  provisions  of  existing 
laws  or  under  the  provisions  of  any  law  hereafter  passed  by  the  Legislature  of  the 
State  of  New  York,  or  any  officer  or  officers  of  the  City  of  New  York  who  shall 
succeed  to  the  powers  and  duties  of  the  parties  of  the  first  part,  or  any  part  of  such 
powers  and  duties  under  the  provisions  of  any  law  now  existing  or  hereafter  enacted 
by  the  Legislature  or  any  other  person,  or  officers  hereafter  appointed  or  selected 
pursuant  to  any  law.. to  succeed  to  the  powers  and  duties,  or  any  part  thereof,  of  said 
parties  of  the  first  part. 
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XIV.  The  said  party  of  the  second  part  shall,  at  any  time  after  January  i (1897) 
eighteen  hundred  and  ninety-seven,  upon  the  demand  of  the  Commissioners  of  the 
Sinking  Fund  in  the  City  of  New  York,  by  proper  instrument  or  instruments  of 
conveyance  or  transfer,  in  due  form  and  duly  executed,  sell,  assign,  transfer,  convey 
and  set  over  to  the  Mayor,  Aldermen  and  Commonalty  of  said  City,  the  subways, 
conduits  and  ducts  constructed  by  it,  as  aforesaid,  and  all  or  any  of  the  contracts  or 
other  property  of  any  kind  held  or  owned  by  the  party  of  the  second  part,  for  any  of  the 
purposes  of  its  incorporation,  when  the  said  Commissioners  of  the  Sinking  Fund  shall 
request  them  so  to  do,  and  upon  payment  of  the  actual  cost  thereof ; and  if  the  said  com- 
pany shall  not  have  earned  ten  per  cent,  per  annum  on  actual  cost  during  the  term  of 
this  contract  a further  payment  shall  be  made,  in  addition  to  the  cost,  not  exceeding  ten 
per  cent,  on  such  cost  to  the  extent  of  such  deficiency  in  annual  earnings,  or  such  less 
sum  as  may  be  agreed  upon,  for  which  payment  the  Commissioners  of  the  Sinking  Fund 
shall  provide,  as  provided  by  law;  such  transfers,  however,  to  be  subject  to  any  valid 
liens  thereon  outstanding  not  exceeding  fifty  per  cent,  on  the  actual  cost  of  such  sub- 
ways and  subject  to  all  leases  or  contracts  for  the  use  of  such  subways  then  existing. 

XV.  This  agreement  shall  not  bind  either  of  the  parties  thereto  unless  and 
until  the  bond  hereinbefore  mentioned  and  required  to  be  given  by  the  party  of  the 
second  part  shall  be  given  within  ten  days  hereafter,  or  within  such  further  time,  not 
to  exceed  twenty  days  additional,  as  may  be  granted  for  that  purpose  within  said  ten 
days  by  said  parties  of  the  first  part,  or  their  successors. 

Nothing  in  this  contract  shall  be  construed  as  granting  to  the  party  of  the  sec 
ond  part  any  exclusive  privileges,  immunity  or  franchise  whatsoever. 

XVI.  The  subways,  conduits  and  ducts  conveyed  to  the  party  of  the  second  pari 
by  the  Consolidated  Telegraph  and  Electrical  Subway  Company,  as  hereinbefore 
recited,  shall  be  owned  and  operated  by  the  party  of  the  second  part  under  and  sub 
ject  to  the  provisions  of  this  contract  and  the  rights  and  obligations  of  the  parties  oi 
the  first  part,  the  party  of  the  second  part  and  the  City  of  New  York,  with  refer- 
ence thereto,  shall  be  the  same  as  if  said  subways,  conduits  and  ducts  had  been  con- 
structed by  the  party  of  the  second  part  under  and  by  virtue  of  this  contract.  If 
at  any  time  it  shall  become  necessary  for  any  purpose  under  this  contract,  or  other- 
wise, to  consider  the  cost  of  said  subways,  conduits  and  ducts  or  the  income  from 
rentals  of  space  therein,  prior  to  the  date  of  this  contract  of  the  cost  of  operating 
and  maintaining  the  same  prior  to  said  date,  the  cost  of  said  subways,  conduits  and 
ducts  to  the  said  Consolidated  Telegraph  and  Electrical  Subway  Company  shall  be 
taken  as  the  cost  thereof,  and  the  income  from  rentals  of  space  therein  received  by 
the  said  Consolidated  Telegraph  and  Electrical  Subway  Company,  prior  to  said  date, 
and  their  proportionate  share  of  the  expenses  of  the  said  Consolidated  Telegraph 
and  Electrical  Subway  Company  in  operating  and  maintaining  its  subways  in  the  City 
of  New  York,  prior  to  said  date,  shall  be  taken  as  the  income  from  said  subways, 
conduits  and  ducts  and  the  cost  of  operating  and  maintaining  the  same  respectively, 
within  the  meaning  of  this  contract,  just  as  though  said  subways,  conduits  and  ducts- 
had  been  built  by,  said  income  received  by,  and  said  expenses  incurred  by  the  party 
of  the  second  part  under  this  contract.  But  no  default  or  act  of  the  said  Consoli- 
dated Telegraph  and  Electrical  Subway  Company  shall  in  any  wise  prejudice  or 
affect  the  party  of  the  second  part’s  rights  in  or  title  to  said  subways,  conduits  and 
ducts. 

XVII.  As  the  Consolidated  Telegraph  and  Electrical  Subway  Company,  by  its 
contract  with  said  Board  of  Electrical  Control  in  and  for  the  City 'of  New  York,  as 
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modified  by  said  instrument,  of  even  date  herewith,  remains  under  the  obligation 
to  build  such  subways,  conduits  and  ducts  as  may  be  ordered  for  electric  light  and 
power  conductors,  except  such  as  shall  be  constructed  for  the  use  of  the  low-tension 
conductors  of  the  Edison  Electric  Illuminating  Company  of  New  York,  its  successors 
and  assigns,  nothing  in  this  agreement  shall  impose  upon  the  party  of  the  second 
part  the  obligation  to  build  or  maintain  such  subways,  conduits  and  ducts,  and  the 
obligations  and  rights  of  the  said  Consolidated  Telegraph  and  Electrical  Subway 
Company,  with  reference  to  the  building,  maintaining  and  leasing  of  such  subways, 
conduits  and  ducts,  shall  continue  as  before  said  modification  of  its  said  contract. 

XVIII.  It  is  hereby  declared  and  agreed  that  the  word  “conductors”  wherever 
used  in  this  instrument  shall  be  taken  to  mean  feeders,  wires  and  all  other  appli- 
ances used  for  transmitting  electricty  underground. 

XIX.  This  contract  shall  be  executed  in  triplicate,  one  copy  thereof  to  be  kept 
and  retained  by  each  of  the  parties  hereto,  and  the  third  copy  thereof  to  be  deposited 
and  filed  in  the  office  of  the  Comptroller  of  the  City  of  New  York,  and  to  be  a pub- 
lic record. 

In  witness  whereof,  the  said  parties  of  the  first  part  have  hereunto  set  their  hands 
and  seals,  and  the  party  of  the  second  part  has  caused  its  corporate  seal  to  be  here- 
unto affixed,  and  these  presents  to  be  signed  by  its  President  and  attested  by  its  Sec- 
retary the  day  and  year  first  above  written. 

HUGH  J.  GRANT,  Mayor,  Commissioner. 

JACOB  HESS,  Commissioner. 

THEO.  MOSS,  Commissioner. 

EMPIRE  CITY  SUBWAY  COMPANY  (LIMITED), 

(Seal  of  Company.)  By  DAVID  B.  PARKER,  President. 

Attest: 

U.  N.  BETH  ELL,  Secretary.  , 

We  hereby  approve  of  the  foregoing  instrument  and  the  execution  thereof  by 
the  Board  of  Electrical  Control  in  and  for  the  City  of  New  York. 

Dated,  New  York,  May  15th,  1891. 

HUGH  J.  GRANT,  Mayor, 

WM.  H.  CLARK,  Counsel  to  the  Corporation. 

State  of  New  York, 

City  and  County  of  New  York,  ss.  : 

On  this  iSth  day  of  May,  in  the  year  one  thousand  eight  hundred  and  ninety- 
one,  before  me,  Henry  Winans,  Notary  Public  in  and  for  the  County  of  Kings, 
duly  appointed  and  commissioned,  and  dwelling  in  the  City  of  Brooklyn,  in  said 
County,  and  having  a certificate  filed  in  the  City  and  County  of  New  Yoik,  pei- 
sonally  appeared  Hugh  J.  Grant,  Mayor  of  the  City  of  New  York;  Jacob  Hess  and 
Theodore  Moss,  to  me  severally  personally  known,  and  known  by  me  to  together 
constitute  the  Board  of  Electrical  Control  in  and  for  the  City  of  New  York,  and  to 
be  the  persons  mentioned  and  described  in  and  who  executed  the  foregoing  instru-  I 
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nient,  and  they  severally  acknowledged  that  they  executed  the  same  as  such  Board 
of  Control  for  the  purposes  therein  mentioned. 

Iir  witness  whereof,  I have  hereunto  set  my  hand  and  official  seal  this  iSth  day 
of  May,  1891. 

HENRY  WINANS, 

(Seal  of  Notary.)  Notary  Public,  Kings  County. 

Certificate  filed  in  New  York  County.  ; 

State  of  New  York, 

City  aKd  County  of  New  York,  ss.  : 

On  this  15th  day  of  May,  in  the  year  of  our  Lord  one  thousand  eight  hundred 
and  ninety-one,  before  me,  F.  De  Lysle  Smith,  a Notary  Public  in  and  for  the  State 
of  New  York,  duly  appointed  and  commissioned  under  and  by  virtue  of  the  laws  of 
said  State,  and  dwelling  in  the  City  of  Brooklyn,  personally  appeared  David  B. 
Parker,  President  of  the  Empire  City  Subway  Company  (Limited),  and  Union  N. 
Bethell,  the  Secretary  of  the  same  Company,  each  personally  known,  to  me  to  be 
such;  and  they  being  by  me  duly  and  severally  sworn,  did  severally  depose  and  say: 
that  he,  the  said  David  B.  Parker,  resided  in  the  Township  of  Cold  Springs,  Cat- 
taraugus County,  New  York,  and  was  the  President  of  the  said  Empire  City  Subway 
Company  (Limited);  that  he,  the  said  Union  N.  Bethell,  resided  in  the  City  of 
Brooklyn  and  was  the  Secretary  of  s>wd  Company. 

That  they  knew. the  corporate  seal  of  said  Company;  that  the  seal  affixed  to  the 
foregoing  deed  and  purporting  to  be  the  seal  of  said  Empire  City  .Subway  Company 
(Limited)  was  such  seal;  that  it  was  so  affixed  by  order  of  the  Board  of  Directors 
of  said  Company,  and  that  by  the  like  order  they  severally  signed  their  names  thereto 
as  President  and  Secretary. 

And  the  said  David  B.  Parker  and  Union  N.  Bethell  severally  acknowledged  to 
me  that  they  executed  the  said  deed  freely  and  voluntarily  and  as  the  act  and  deed 
of  the  said  Empire  City  Subway  Company  (Limited)  for  the  uses  and  purposes  therein 
expressed. 

In  witness  whereof,  I have  hereunto  set  my  hand  and  affixed  my  notarial  seal  at 
the  City  of  New  York,  aforesaid,  on  the  said  15th  day  of  May,  A.  D.  1891. 

F.  DE  LYSLE  SMITH, 

(Notarial  seal.)  Notary  Public,  Kings  County  and 

City  and  Count}"  of  New  York. 

The  Board  discussed  and  considered  the  fore,going  preambles  and  resolution  and 
contracts,  hearing  Mr.  Lauterbach  and  Corporation  Counsel  Clark,  who  stated  that 
he  approved  of  the  same,  and,  on  motion  of  Mayor  Grant,  adopted  the  resolution. 

Whereupon  the  contracts  were  executed,  acknowledged  and  delivered. 

The  Consolidated  Telegraph  and  Electrical  Subway  Company  and  the  Empire  City 
Subway  Company  (Limited)  each  presented  a bond  in  the  penal  sum  of  $250,000,. 
executed  by  the  American  Surety  Company  as  surety,  conditioned  as  provided  in  the 
contracts. 


Adjourned  sine  die. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Wednesday,  May  27,  1891,  at  ii  o’clock  A.  M. 

Present:  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess,  Theo- 
dore Moss  and  Walton  Storm. 


The  minutes  of  the  last  meeting  were  read  and  approved. 

Mayor  Grant:  The  Secretary  will  make  a note  on  his  minutes  of  the  fact  that  the 
Governor  has  since  the  last  meeting,  appointed  Mr.  Walton  Storm  to  fill  the  vacancy 
in  the  Board;  that  he  has  taken  the  oath  of  office  and  is  here  present  as  a member 
of  this  Board. 


The  Engineer  presented  the  following  report,  which  was  read,  directed  to  be  filed 
and  spread  on  the  minutes: 

New  York,  May  27,  1891. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — I have  to  report  the  completion  of  subways  up  to  date,  as  follows, 
in  1891 : 

Eor  Telephone  and  Telegraph. 

Eifty -ninth  street,  from  Tenth  to  Eleventh  avenue. 

One  Hundred  and  Twenty-fourth  street,  from  St.  Nicholas  to  Tenth  avenue. 
Twelfth  street,  from  Third  avenue  to  Greenwich  avenue  to  Thirteenth  street. 

Eor  Electric  Light  and  Power. 

William  street,  from  South  William  to  Pearl  street. 

Pearl  street,  from  William  to  John  street.  ^ 

Clinton  place  and  Eighth  street,  from  Third  to  Sixth  avenue. 

University  place,  from  Eighth  to  Ninth  street. 

Twenty-first  street,  from  Third  to  Eourth  avenue. 

Canal  street,  from  Greenwich  to  West  street. 

Eifty-seventh  street,  from  Fourth  to  Sixth  avenue. 

Sixteenth  street,  from  Fifth  to  Sixth  avenue. 

Irving  place,  from  Fourteenth  to  Twentieth  street.  . / 

Thirty-fourth  street,  from  Third  to  Eighth  avenue. 

Church  street,  from  Chambers  to  Canal  street. 

Seventh  avenue,  west  side,  from  Twenty-third  to  Forty-second  street. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 


The  Board,  after  consideration  of  the  report  of  the  Engineer,  on  motion  of 
Mayor  Grant,  adopted  the  following  resolution: 

Resolved,  That  the  Secretary  be  directed  to  send  the  usual  ninety  days’  notice  to 
the  companies  owning  or  operating  electrical  conductors  in  any  of  the  streets 
enumerated  in  the  Engineer’s  report  of  this  date,  exclusive  of  those  in  the  proscribed 
districts,  as  having  subways  completed. 
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The  Engineer  also  reported  orally,  as  follows: 

SUBWAYS  ORDERED  DURING  1891  AND  COMPLETED. 

For  Electric  Light  and  Power. 

Irving  place,  from  Fourteenth  to  Twentieth  street. 

University  place,  from  Eighth  to  Ninth  street. 

Seventh  avenue,  from  Twenty-third  to  Forty-second  street. 

Eighth  street  and  Clinton  place,  from  Third  to  Sixth  avenue. 

Thirty-fourth  street,  from  Third  to  Sixth  avenue,  north  side. 

Thirty-fourth  street,  from  Third  to  Eighth  avenue,  south  side. 

Church  street,  from  Chambers  to  Canal  street. 

Sixteenth  street,  from  Fifth  to  Sixth  avenue. 

Twenty-first  street,  from  Third  to  Fourth  avenue,  and  from  Fifth  to  Sixth  avenue. 
Fifty-seventh  street,  from  Fourth  to  Sixth  avenue. 

For  Telephone  and  Telegraph. 

Twelfth  street,  from  Third  avenue  to  and  through  Greenwich  avenue  and  Thir- 
teenth street  to  Eighth  avenue. 

SUBWAYS  ORDERED  DURING  1891,  AND  NOT  COMPLETED. 

For  Electric  Light  and  Power. 

Seventh  avenue,  from  Fourteenth  to  Forty-second  street. 

Washington  street,  from  Chambers  to  Canal  street. 

Chambers  street,  from  Greenwich  to  West  street. 

Reade  street,  from  West  to  Washington  street. 

Franklin  street,  from  West  to  Washington  street. 

Canal  street,  from  West  to  Greenwich  street. 

Spring  street,  from  West  to  Greenwich  street. 

Park  Row,  from  Beekman  street  to  Broadway. 

Beekman  street,  from  Park  Row  to  Pearl  street. 

Bowery,  east  side,  from  Canal  to  Sixth  street. 

Grand  street,  from  Broadway  to  Goerck  street. 

Twenty-sixth  street,  from  Third  to  Madison  avenue. 

Thirtieth  street,  from  Madison  avenue  to  Broadway. 

Thirty-fifth  street,  from  Madison  avenue  to  Broadway. 

Fortieth  street,  from  Fifth  to  Sixth  avenue. 

Forty-fifth  street,  from  Fifth  to  Sixth  avenue. 

Forty-eighth  street,  from  Fifth  to  Sixth  avenue. 

Sixty-seventh  street,  from  Third  to  Lexington  avenue. 

Greenwich  street,  from  Fulton  to  Morris  street. 

Exchange  place,  from  Broadway  to  William  street. 

Liberty  street,  from  West  to  William  street. 

Cortlandt  street,  from  West  street  to  Broadway. 

Maiden  lane,  from  Broadway  to  William  street. 

Dey  street,  from  Washington  street  to  Broadway. 

John  street,  from  Broadway  to  Pearl  street. 

Fulton  street,  from  William  to  Pearl  street. 

Vesey  street,  from  West  street  to  Broadway. 

Park  place,  from  Greenwich  street  to  Broadway. 

Warren  street,  from  Greenwich  street  to  Broadway 
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Chambers  street,  from  Greenwich  street  to  Broadway. 

White  street,  from  West  Broadway  to  Broadway. 

Walker  street,  from  West  Broadway  to  Broadway. 

University  place,  from  Ninth  to  Fourteenth  street. 

College  place,  from  Chambers  street  to  Park  place. 

For  Telephone  and  Telegraph. 

Forty-second  street,  from  Madison  to  Third  avenue. 

Forty-fifth  street,  from  Lexington  to  Depew  avenue. 

Tenth  avenue,  from  Sixty-sixth  to  Seventy-ninth  street. 

Commissioner  Hess  moved  the  following  resolution: 

Resolved,  That  the  Secretary  be  directed  to  notify  the  Consolidated  Telegraph 
and  Electrical  Subway  Company  and  the  Empire  City  Subway  Company  (Limited), 
to  begin  all  the  work  heretofore  ordered  on  or  before  the  15th  of  June,  and  that  the 
same  must  be  completed  before  the  isth  of  December,  and,  in  the  event  of  failure,  it 
is  the  sense  of  this  Board  that  the  bonds  of  said  companies  be  forfeited. 

Which  was  unanimously  adopted. 

Mr.  Edward  Lauterbach,  on  behalf  of  the  Consolidated  Telegraph  and  Elec- 
trical Subway  Company,  submitted  and  requested  to  be  filed  a statement  of  the 
company  showing  what  subway  construction  has  been  made. 

Commissioner  Storm  moved  the  following  resolution; 

Resolved,  That  the  Secretary  be  authorized  and  directed  to  have  the  minutes 
of  the  meetings  of  this  Board  printed  in  the  City  Record,  and  also  to  have  suffi- 
cient copies  printed  for  the  use  of  the  Board  and  for  distribution  to  all  electrical 
companies  desiring  them. 

Which  was  unanimously  adopted. 

The  following  report  of  the  Engineer  was  read  and  directed  to  be  placed  on 

file: 

New  York,  May  4,  1891. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — In  relation  to  the  matter  of  the  Police  wires  on  West  Broadway,, 
between  Canal  and  Leonard  streets,  referred  to  me  by  the  Board  at  its  meeting 
of  April  20,  to  examine  and  report  as  to  what  disposition  could  be  made  of  them, 
I respectfully  report  that  Commissioner  Voorhis  of  the  Police  Department  stated 
to  me  this  day  that  the  wires  in  question  would  be  removed  by  the  ist  of  July. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer  to  the  Board. 

The  Expert  submitted  to  the  Board  the  following  report; 
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New  York,  May  27,  1891. 

The  Honorable  Commissioners  of  the  Board  of  Electrical  Control,  No.  1266 
Broadway,  New  York; 

Gentlemen  ; — I have  to  report  that  in  the  First  Proscribed  District  the  following 
lises  are  still  up,  as  indicated  on  the  accompanying  map: 

Metropolitan  Telephone  and  Telegraph  Company. 

Seventh  avenue,  east  side,  from  Greenwich  avenue  to  Twenty-sixth  street. 
Fourth  avenue,  west  side,  from  Clinton  place  to  Thirty-second  street. 
Thirty-second  street,  north  side,  from  Fourth  to  Lexington  avenue. 

Lexington  avenue,  west  side,  from  Thirty-second  to  Forty-fifth  street. 

Park  avenue,  from  Forty-second  to  Fifty-eighth  street,  east  side. 

Forty-fifth  street,  from  Lexington  to  Park  avenue,  south  side. 

Forty-second  street,  from  Madison  to  Third  avenue,  south  side. 

Forty-fourth  street,  from  Park  to  Third  avenue,  south  side. 

Twenty-second  street,  from  Fourth  to  Third  avenue,  north  side. 

Twenty-third  street,  from  Fourth  to  Third  avenue,  south  side. 

Thirteenth  street,  from  Sixth  to  Third  avenue,  north  side. 

Twelfth  street,  from  Eighth  to  Third  avenue,  via  Greenwich,  south  side. 
Eighteenth  street,  from  Fourth  avenue  to  Broadway,  sojuth  side. 

Greenwich  avenue,  from  Sixth  to  Eighth  avenue. 

Twenty-seventh  street,  south  side,  from  Sixth  to  Eighth  avenue. 

Fifty-sixth  street,  north  side,  from  Broadway  to  Eighth  avenue. 

Third  avenue,  from  Forty-eighth  to  Fifty-ninth  street,  on  fire  poles. 

Western  Union  Telegraph  Company. 

Eighth  avenue,  east  side,  from  Twenty-first  to  Twenty-third  street. 

Eighth  avenue,  east  side,  from  Thirty-third  to  Thirty-fourth  street. 
Twenty-fourth  street,  south  side,  from  Sixth  avenue  to  Eighth  avenue. 
University  place,  west  side,  from  Clinton  place  to  Fourteenth  street. 

Tenth  street,  north  side,  from  Broadway  to  Fourth  avenue. 

Tenth  street,  south  side,  from  Third  to  Fourth  avenue. 

Fourth  avenue,  east  side,  from  Astor  place  to  Thirty-second  street. 
Thirty-second  street,  south  side,  from  Fourth  to  Third  avenue. 

Fifty-fifth  street,  north  side,  from  Eighth  to  Third  avenue.  ' 

Postal  Telegraph  Cable  Company. 

Lexington  avenue,  east  side,  from  Thirty-third  to  Fifty-ninth  street. 
Thirty-third  street,  north  side,  from  Lexington  to  Third  avenue. 

Third  avenue,  west  side,  from  Eighth  to  Fortieth  street,  on  fire  poles. 

Fire  Department. 

Eighth  avenue,  from  Greenwich  avenue  to  Thirty-eighth  street,  west  side. 
Seventh  avenue,  from  Greenwich  to  Forty-second  street. 

Park  avenue,  from  Thirty-second  to  Thirty-eighth  street,  east  side. 

Third  avenue,  from  Eighth  to  Fifty-ninth  street. 

Clinton  place,  from  Sixth  to  Third  avenue,  both  sides. 

University  place,  from  Clinton  place  to  Fourteenth  street,  east  side. 

Teiith  street,  from  University  place  to  Fifth  avenue,  north  side. 

Thirteenth  street,  from  Third  to  Fourth  avenue,  south  side. 

Sixteenth  street,  from  Third  to  Fourth  avenue,  south  side. 
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Twentieth  street,  from  Third  to  Fourth  avenue,  both  sides. 

Twenty-first  street,  from  Third  avenue  to  Gramercy  street,  south  side. 
Thirty-third  street,  from  Third  to  Park  avenue,  north  side. 

Thirty-ninth  street,  from  Third  to  Park  avenue,  soutli  side. 

Fortieth  street,  east  of  Eighth  avenue. 

Forty-seventh  street,  from  Third  to  Park  avenue,  north  side. 

Fifty-first  street,  from  Park  to  Third  avenue,  south  side. 

Fortieth  street,  from  Park  to  Sixth  avenue,  north  side. 

Forty-first  street,  west  of  Seventh  avenue. 

Thirty-seventh  street,  from  Seventh  to  Eighth  avenue,  south  side. 

Thirty-fifth  street,  from  Sixth  to  Eighth  avenue,  both  sides. 

Thirty-third  street,  from  Seventh  to  Eighth  avenue,  south  side. 

Thirtieth  street,  from  Seventh  to  Eighth  avenue,  south  side. 

Twentieth  street,  from  Sixth  to  Eighth  avenue,  both  sides. 

Eighteenth  street,  from  Sixth  to  Eighth  avenue,  both  sides. 

Sixteenth  street,  from  Sixth  to  Eighth  avenue,  south  side. 

Twenty-ninth  street,  east  of  Seventh  avenue. 

Tenth  street,  from  Sixth  to  Greenwich  avenue,  north  side. 

Also  a few  wires  on  several  of  the  pole-lines  of  other  companies  given  in  these 
lists. 

Brush  and  United  States  Illuminating  Companies. 

Clinton  place,  from  University  place  to  Third  avenue,  north  side. 

Third  avenue,  from  Eighth  to  East  Fourth  street,  east  side. 

Twenty-third  street,  from  Third  to  Fourth  avenue,  north  side. 

Thirty-fourth  street,  north  side,  from  Third  to  Fifth  avenue. 

Thirty-fourth  street,  from  Fifth  to  Eighth  avenue,  south  side. 

Forty-second  street,  north  side,  from  Park  to  Fifth  avenue. 

Fifth  avenue,  from  Clinton  place  to  Twenty-third  street,  both  sides. 

Seventh  avenue,  from  West  Fourteenth  to  Forty-second  street,  both  sides. 
Thirty-fifth  street,  from  Sixth  to  Eighth  avenue,  both  sides. 

Eighth  avenue,  from  Thirty-fifth  to  Forty-second  street,  east  side. 

The  Police  Department  have  a' few  wires  on  the  poles  of  other  companies. 

The  following  lines  have  already  been  removed  from  this  district: 

Metropolitan  Telephone  and  Telegraph  Company. 

Seventh  avenue.  Thirty-fourth  to  Twenty-sixth  street. 

Twenty-seventh  street,  Broadway  to  Sixth  avenue. 

Twenty-second  street.  Sixth  to  Seventh  avenue. 

Postal  Telegraph  Cable  Company. 

Seventh  avenue.  Forty-second  to  Fifty-first  street. 

Fifty-first  street.  Seventh  to  Fourth  avenue. 

United  States  Illuminating  Company  and  Brush  Electric  Illuminating  Company.. 
Eighth  avenue.  Fourteenth  to  Thirty-fifth  street. 

Fifth  avenue.  Twenty-third  to  Fifty-ninth  street. 

Fourth  avenue.  Fourteenth  to  Thirty-second  street. 

Twenty-third  street.  Fourth  to  Eighth  avenue. 

Fire  Department. 

Eighth  avenue.  Fifty-ninth  to  Thirty-eighth  street. 

Fifteenth  street.  Sixth  to  Eighth  avenue. 

Eighteenth  street,  Broadway  to  Sixth  avenue. 

Very  respectfully, 

SCHUYLER  S.  WHEELER,  Electrical  Expert. 
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The  Board  considered  the  Expert’s  report,  and  Mayor  Grant  stated  in  refer- 
ence to  it  that  he  would  communicate  with  the  Fire  Department  in  relation  to  its 
_ lines  and  wires. 

The  following  resolution,  moved  by  Mayor  Grant,  was  unanimously  adopted: 

''  Resolved,  That  the  Secretary  be  directed  to  notify  the  Western  Union  Tele- 
graph Company  to  remove  its  wires  on  Fourth  avenue,  between  Astor  place  and 
Thirty-second  street,  before  the  ist  of  June. 

The  Board  heard  statements  from  Mr.  Jackson,  President  of  the  United  Elec- 
tric Light  and  Power  Company;  Mr.  Emerick,  Superintendent  of  the  Postal  Tele- 
graph Cable  Company,  and  Judge  Kelly,  of  counsel  for  the  East  River  Electric 
Light  Company,  concerning  the  condition  of  their  respective  pole  lines  in  the  First 
Proscribed  District,  and  the  prospect  of  their  removal  by  the  ist  of  June;  Judge 
Kelly  stating  in  reference  to  the  Thirty-fourth  street  subway  that  its  completion 
had  been  too  recent  to  enable  the  East'  River  Company  to  occupy  it  as  early  as 
June  the  first.  • 

The  Expert  submitted  applications  of  the  Metropolitan  Telephone  and  Tele- 
graph Company,  and  reported  favorably  upon  them  as  being  to  string  wiies  foi 
individual  telephone  connections  in  localities  where  there  are  no  subways,  and  the 
Board,  on  motion  of  Mayor  Grant,  directed  the  Secretary  to  issue  permits  thereon. 

The  Expert  stated,  in  reference  to  other  applications  of  the  Metropolitan  Tele- 
phone and  Telegraph  Company  before  the  Board,  that  they  call  for  the  crossing 
of  a single  street,  because  the  company  has  not  a terminal  111  every  block,  and 
these  applications,  on  motmn  of  M^or  Grant,  were  laid  over. 

The  Board  considered  applications  of  the  Western  Union  Telegraph  Company 
to  string  wires  for  “time”  service,  and,  on  motion  of  Mayor  Grant,  adopted  the 
following  resolution: 

Resolved,  That  the  Secretary  be  directed  to  issue  permits  to  the  Western 
Union  Telegraph  Company  upon  those  of  its  applications  for  time  service  that 
do  not  require  the  stringing  of  more  than  150  feet  of  wire,  and  that  the  Engineer 
and  the  Expert  of  this  Board  report  to  the  Board  at  the  next  meeting  what  ob- 
jections there  are  to  this  company  putting  its  wires  underground. 

The  following  report  of  the  Engineer,  in  relation  to  lines  of  the  Postal  Tele- 
graph Cable  Company,  was  read: 

New  York,  April  27,  1891. 

To  the  Honorable  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  :— In  relation  to  the  letter  of  the  Postal  Telegraph  Cable  Company  of 
April  21,  1891,  referred  to  me,  I beg  to  report  as  follows: 

From  an  interview  with  the  Manager  of  the  Postal  Telegraph  Cable  Company 
and  the  Superintendent  of  the  Fire  Alarm  Telegraph  of  New  York  City,  I learned 
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that  the  pole  lines  on  Second  and  Third  avenues  are  the  property  of  the  Fire  De- 
partment, and  while  the  Postal  Company  will  remove  all  of  its  wires  from  these 
lines  and  expresses  itself  as  willing  to  remove  the  poles,  the  letter  hereto  attached 
from  the  Superintendent  of  the  Fire  Telegraph,  dated  April  25,  will  explain  why 
they  cannot  be  removed  at  present. 

It  is  necessary  for  the  Postal  Company  to  transfer  its  cables  crossing  the 
Harlem  River  at  Second  avenue  to  Third  avenue  where  they  come  out  of  the 
subway,  and  their  overhead  lines  connecting  with  this  cable  now  being  on  Lincoln 
avenue,  which  is  an  extension  of  Second  avenue,  to  Rider  avenue,  which  is  the 
nearest  pole  line.  There  are  twenty-two  of  these  overhead  wires  that  the  Com- 
pany asks  to  transfer,  and  to  add  eight  more — part  of  the  addition  being  for  the 
Fire  Department  service  of  New  York  City. 

I have  recommended  that  this  request,  which  seems  reasonable  and  just,  be 
granted,  and  that  the  Board  authorize  the  transfer  and  increase  of  number  of  over- 
head wires  north  of  the  Harlem  River,  on  condition  that  the  Postal  Company 
remove  all  its  overhead  wires  on  Third  and  Second  avenues  south  of  Harlem 
River. 

The  pole  line  on  Lexington  avenue  is  the  property  of  the  American  Rapid 
Telegraph  Company,  and  is  being  operated  by  the  Postal  Company  under  lease, 
which  prevents  removal  by  Postal  Company. 

In  reference  to  the  application  of  the  Postal  Telegraph  Company  for  6 new 
wires  on  the  Southern  Boulevard  and  Hunt’s  Point  road  to  a branch  of  the  New 
Haven  Railroad,  laid  over  some  time  ago  pending  the  removal  of  poles  on  Lincoln 
avenue  by  the  Postal  Telegraph  Company,  I have  to  report  that  the  Postal  Com- 
pany has  complied  with  every  request  made  by  the  Board  and  should  be  granted 
its  application. 

Very  respectfully, 

H.  S.  KEARNY,  Engineer  of  Board. 

The  Board  discussed  and  considered  the  foregoing  report  and  communica- 
tions, and  after  hearing  the  Engineer,  Mr.  Emerick,  Superintendent  of  the  Postal 
Telegraph  Cable  Company,  and  Mr.  Lauterbach,  on  behalf  of  said  company, 
unanimously  adopted  the  following  resolution,  moved  by  Mayor  Grant:  ' 

Resolved,  That  the  applications  of  the  Postal  Telegraph  Cable  Company,  re- 
commended in  the  report  of  Engineer  H.  S.  Kearny,  under  date  of  April  27,  be 
and  the  same  are  hereby  granted,  and  a permit  issued  therefor,  upon  condition 
that  the  company  agrees  to  take  down  all  poles  upon  which  it  has  wires  and  poles 
erected  by  it  within  the  Proscribed  District,  that  is,  between  Eighth  and  Fifty- 
ninth  streets.  Third  and  Eighth  avenues,  before  the  first  of  June,  and  will  take 
down  within  thirty  days  one  hundred  othear  poles. 

The  following  report  of  the  Engineer,  recommending  subway  and  subsidiary 
construction,  together  with  accompanying  letters  submitted  therewith,  was  read 
and  considered: 
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New  York,  May  27,  1891. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control; 

Gentlemen  : — I herewith  submit  the  original  letters  of  the  several  companies  for 
subway  and  subsidiary  construction,  which  I recommend  be  ordered  to  enable 
them  to  comply  with  your  various  orders  to  clear  certain  districts  of  poles  and 
wires,  and  to  accommodate  their  customers. 

The  application  of  the  East  River  Electric  Light  Company,  April  23,  1891, 
for  a subsidiary  connection  on  West  Thirteenth  street,  from  the  Eighth  avenue 
subway  to  No.  326  West  Thirteenth  street. 

The  application  of  the  Western  Union  Telegraph  Company,  April  10,  15,  18 
and  28,  for  subways  to  be  constructed  through 

One  Hundred  and  Twenty-ninth  street,  from  Third  to  Fourth  avenue. 

Twenty-third  street,  from  Ninth  to  Eighth  avenue  to  No.  270  West  Twenty- 
third  street. 

Thirty-fourth  street,  from  Ninth  to  Eighth  avenue. 

Broad  street,  from  Water  to  South  street  to  No.  129  Broad  street. 

The  applications  of  April  21,  23,  25,  30  and  May  i of  the  Postal  Telegraph 
Cable  Company  for  a subway  in  Beaver  street,  from  Broad  street  to  Broadway, 
for  subsidiary  connections  from  subway  at  Third  avenue  and  One  Hundred  and 
Thirtieth  street,  northeast  to  northwest  corners. 

From  subway  northwest  corner  Fifty-ninth  street  and  Tenth  avenue  to  pole 
northeast  corner. 

From  subway  west  of  Broad  street  and  Exchange  place  to  No.  25  Broad  street. 

From  west  side  of  Broad  street  and  Exchange  place  to  No.  74  Exchange  place. 

From  subway  southeast  corner  Wall  and  Broad  streets  to  Drexel  Building. 

From  subway  west  side  of  Broad  street  and  Exchange  place  to  No.  34  Broad 
street. 

From  subway  corner  Nassau  and  Pine  streets  to  building  northeast  corner. 

From  subway  east  side  of  Stone  street  and  Hanover  square  to  No.  64  Stone 
street. 

From  subway  corner  Wall  and  William  to  No.  51  William  street. 

From  subway  west  side  of  Broad  street,  between  Wall  street  and  Exchange 
place,  into  building  New  York  Stock  Exchange. 

From  subway  northwest  corner  Broadway  and  Thirteenth  street  to  No.  842 
Broadway. 

The  application  of  May  14  and  26  of  the  Metropolitan  Telephone  and  Telegraph 
Company  for  subway  construction  on 

Park  avenue,  from  manhole  at  Seventh-ninth  street,  north,  to  Eightieth  street. 

West  Fourth  street,, from  manhole  at  Sixth  avenue  to  Christopher  street,  and  along 
Christopher  street  to  the  North  River. 

Twenty- third  street,  from  manhole  at  Madison  to  Third  avenue. 

Thirty-second  street,  from  Third  to  Fifth  avenue. 

Thirty-second  street,  from  Fifth  avenue  to  Broadway. 

Third  avenue,  between  Forty-second  and  Forty-fourth  streets. 
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For  Electric  Light  and  Power. 

On  Twenty-third  street,  from  First  to  Third  avenue,  in  place  of  Twenty-sixth 
street,  between  First  and  -Third  avenues,  as  now  ordered. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 

Mayor  Grant,  after  consideration  by  the  Board  of  the  report  of  Engineer  Kearny, 
moved  the  following  resolutions  : 

Resolved,  That  the  report  of  the  Engineer,  dated  May  27,  1891,  recommending  the 
ordering  of  certain  subway  and  subsidiary  construction,  be  adopted. 

Which  was  unanimously  adopted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
authorized,  empowered  and  directed  to  construct  a subway  for  electric  light  and  power 
in  Twenty-third  street,  from  First  to  Third  avenue,  in  place  of  subway  ordered  in 
Twenty-sixth  street  from  First  to  Third  avenue,  and  a subsidiary  connection  in  West 
Thirteenth  street  from  the  Eighth  avenue  subway  to  No.  326  West  Thirteenth  street 
for  . the  East  River  Electric  Light  Company— the  work  to  be  commenced  on  or  before 
June  IS,  and  to  be  completed  before  December  15,  and,  in  the  event  of  failure,  it  is 
the  sense  of  this  Board  that  the  bond  of  said  company  be  forfeited. 

Which  was  unanimously  adopted. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  authorized,  em- 
powered and  directed  to  construct  subways  in  the  following  streets  and  avenues : 

For  Western  Union  Telegraph  Company. 

One  Hundred  and  Twenty-ninth  street,  from  Third  to  Fourth  avenue. 

Twenty-third  street,  from  Ninth  to  Eighth  avenue  to  No.  270  West  Twenty-third 
street. 

Thirty-fourth  street,  from  Ninth  to  Eighth  avenue. 

Broad  street,  from  Water  to  South  street  to  No.  129  Broad  street. 

For  Metropolitan  Telegraph  and  Telephone  Company. 

Park  avenue,  from  manhole  at  Seventy-ninth  street,  north,  to  Eightieth  street. 

West  Fourth,  street,  from  manhole  at  Sixth  avenue  to  Christopher  street,  and  along 
Christopher  street  to  the  North  River. 

Twenty-third  street,  from  manhole  at  Madison  avenue  to  Third  avenue. 

Thirty-second  street,  from  Third  avenue  to  Fifth  avenue. 

■ Thirty-second  street  from  Sixth  avenue  to  Broadway. 

Third  avenue,  from  Forty-second  street  to  Forty-fourth  street. 

For  Postal  Telegraph  Cable  Company. 

Beaver  street,  from  Broad  street  to  Broadway,  and  to  construct  subsidiary  con- 
nections for  the  Postal  Telegr,aph  C^ble  Company,  as  follows; 
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From  subway  northwest  corner  of  Fifty-ninth  street  and  Tenth  avenue  to  pole 
northeast  comer. 

From  subway  west  side  of  Broad  street  and  Exchange  place  to  No.  25  Broad  street. 

From  subway  at  Third  avenue  and  One  Hundred  and  Thirtieth  street,  northeast 
to  northwest  corner. 

From  subway  west  side  of  Broad  street  and  Exchange  place  to  No.  74  Ex- 
change place. 

Erom  subway  southeast  corner  of  Broad  and  Wall  street  to  Drexel  Building. 

Erom  subway  west  side  of  Broad  street  and  Exchange  place  to  No.  34  Broad  street. 

From  subway  corner  of  Nassau  and  Pine  streets  to  building  northeast  corner. 

From  subway  east  side  of  Stone  street  and  Hanover  square  to  No.  64  Stone  street. 

From  subway  corner  of  Wall  and  William  streets  to  No.  51  William  street. 

From  subway  west  side  of  Broad  street,  between  W^all  street  and  Exchange  place, 
into  building  New  York  Stock  Exchange. 

From  subway  northwest  corner  of  Broadway  and  Thirteenth  street  to  No.  842 

Broadway. 

The  work  to  be  commenced  on  or  before  June  15,  and  to  be  completed  before  De- 
cember IS,  and  in  the  event  of  failure,  it  is  the  sense  of  this  Board  that  the  bond  of 
said  company  be  forfeited. 

Which  was  unanimously  adopted. 

Adjourned,  subject  to  the  call  of  the  Chair. 

Approved  June  2d,  1891. 

Mayor. 

THEO.  MOSS, 

JACOB  HESS, 

WALTON  STORM, 

Commissioners. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  ofEce  of  the 
Mayor,  in  the  City  of  New  York,  on  Tuesday,  June  2,  1891,  at  ii  o’clock  A.  M. 

Present:  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess,  Theo- 
dore Moss  and  Walton  Storm. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

Commissioner  Storm  moved  the  following  resolution : 

Resolved,  That  all  permits  of  this  Board  be  granted  only  upon  the  express  con- 
dition that  they  are  revocable  at  the  pleasure  of  the  Board. 

Which  was  unanimously  adopted. 
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Mayor  Grant  ofifered  the  following  resolution : 

Resolved,  That  the  Counsel  to  the  Corporation  be  requested  to  inform  this  Board 
whether  in  his  opinion,  it  is  within  the  power  of  the  Board  to  order  the  electrical  com- 
panies to  remove  their  poles  and  wires  prior  to  the  construction  of  subways,  or  must 
necessarily  do  it  after  the  construction  of  subways. 

Which  was  unanimously  adopted. 

Mayor  Grant:  The  first  business  will  be  the  proscribed  district,  and  I would  like 
to  ask  the  Engineer  if  the  subways  in  that  district  are  finished. 

The  Engineer:  The  construction  ordered  for  the  first  of  June  is  all  completed, 
with  two  exceptions.  One  is  Seventh  avenue,  between  Eourteenth  and  Eorty-second 
street,  on  one  side,  and  the  other  is  Eorty-fifth  street,  from  Lexington  avenue  to  Depew 
avenue.  I understand  they  have  withdrawn  their  application  for  a subway  in  Eorty- 
fifth  street,  and  requested  that  it  be  not  built,  and  Third  avenue,  from  Eorty-fifth  street, 
be  substituted.  Seventh  avenue  is  not  completed  for  three  blocks  where  there  is  rock. 
There  are  two  openings.  There  are  practically  four  blocks. 

Whereupon  Mayor  Grant  moved  the  following  preambles  and  resolution,  which 
were  unanimously  adopted : 

Whereas,  This  Board,  on  the  i8th  day  of  March,  1891,  ordered  the  Consolidated 
Telegraph  and  Electrical  Subway  Company  to  complete  certain  subways,  particularly 
the  subway  upon  Seventh  avenue,  and  it  was  the  intent  of  the  Board,  though  not  the 
strict  wording  of  the  resolution,  that  it  be  completed  in  time  to  have  the  cables  laid  in  it 
on  the  1st  of  June,  189I)  so  that  this  Board  might  remove  all  the  wires  in  what  is 
known  as  the  “Proscribed  District  No.  i,”  on  June  i,  1891;  and 

Whereas,  The  Consolidated  Telegraph  and  Electrical  Subway  Company  has  failed 
to  comply  with  the  orders  of  this  Board  ; 

Resolved,  That  this  Board  directs  the  Counsel  to  the  Corporation  to  prepare  for 
it,  if  this  resolution  does  not  fully  so  provide,  under  the  terms  of  the  contract,  such 
resolution  as  may,  under  the  contract  of  the  said  Consolidated  Telegraph  and 
Electrical  Subway  Company,  be  necessary  for  the  forfeiture  of  the  bond  of  said  com- 
pany, as  in  the  opinion  of  this  Board,  said  contract  has  become  inoperative,  it  being 
the  intention  of  the  Board  to  declare  a formal  forfeiture  by  this  resolution. 

Mayor  Grant : I do  not  see  how,  under  that  resolution,  it  is  possible  for  me  to 
ask  the  electrical  companies  to  remove  their  wires  when  we  have  not  subways  com- 
pleted for  them.  The  action  of  the  Subway  Company  has  prevented  me  from  issuing 
an  order  to-day  to  remove  all  the  wires  in  that  district.  It  was  my  firm  intention  to 
do  it. 


Commissioner  Storm  offered  the  following  resolution: 
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Resolved,  That  the  Engineer  be  directed  to  find  out  the  requirements  of  subways 
on  Twenty-ninth  street,  from  First  avenue  east  to  electric  light  station  in  the  block, 
and  report  the  same  to  the  Board  at  the  next  meeting. 

Which  was  unanimously  adopted. 

The  Board  directed  the  following  communication  of  the  Commissioner  of  Public 
Works  and  opinions  of  the  Counsel  to  the  Corporation  to  be  placed  on  file  and  spread 
in  full  on  the  minutes : 

Department  of  Public  Works, 
Commissioner’s  Office,  No.  31  Chambers  Street, 

New  York,  May  29,  1891. 

* 

Hon.  Hugh  J.  Grant,  Chairman,  Board  of  Electrical  Control ; 

Dear  Sir: — I have  the  honor  to  inform  you  that,  in  accordance  with  my  direc- 
tions, a pipe  or  conduit  which  had  been  laid  across  West  Fifty-second  street,  from  No. 
500  to  No.  501,  for  electric  lighting  purposes,  without  permit  or  authority,  was  taken 
up  and  removed  to  the  Corporation  Yard  on  Saturday  last,  the  23d  instant,  the  said 
pipe  having  been  supposed  to  belong  to  a concern  called  the  West  Side  Electric  Com- 
pany. 

Very  respectfully, 

THOMAS  F.  GILROY,  Commissioner  of  Public  Works. 

- Law  Department, 

Office  of  the  Counsel  to  the  Corporation, 

New  York,  May  29,  1891. 

S.  S.  Wheeler,  Esq.,  Electrical  Expert  of  the  Board  of  Electrical  Control: 

Sir; — I have  received  your  letter  of  15th  ultimo,  inclosing  resolution  of  the  Board 
of  Electrical  Control  to  request  the  Commissioner  of  Public  Works,  through  the  Mayor, 
to  chop  down  all  poles  in  the  city  which  are  not  marked  with  the  name  of  their  owners. 

The  resolution  recites  that  on  March  25  the  Board  directed  its  Engineer  and 
Expert  to  notify  all  companies  owning  telegraph  poles  to  conform  to  the  rule  which 
requires  that  all  poles  be  branded  with  the  owner’s  name. 

In  behalf  of  the  Board,  you  ask: 

“ist.  Has  the  Board  the  right  to  remove  unmarked  poles  according  to  inclosed 
resolution. 

“2d.  Can  the  Board  enforce  the  consolidation  of  electrical  lines  of  the  same  class 
where  there  are  more  than  one  upon  the  same  street.” 

Section  4 of  chapter  716  of  the  Laws  of  1887  provides,  in  substance,  that  it  shall 
be  unlawful  for  any  corporation  or  individual  to  continue,  construct  or  maintain  elec- 
trical conductors,  poles  or  other  fixtures  or  devices  therefor,  or  any  wires  above 
ground,  without  the  permission  of  the  Board  of  Electrical  Control  first  obtained. 
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The  statute  also  provides  that  the  Board  of  Electrical  Control  may  from  time  to 
time  establish,  add  to  or  amend  rules,  regulations  and  provisions  for  the  manner  of 
use  and  management  of  electrical  conductors. 

I am  of  the  opinion  that,  under  the  power  conferred  by  this  section,  the  Board  of 
Electrical  Control  may  refuse  its  permission  to  the  maintenance  of  unmarked  poles  in 
the  street,  and  may  direct  the  removal  thereof,  if  maintained  after  the  withdrawal  of 
such  permission. 

The  second  inquiry  contained  in  your  letter  has  been  answered  in  the  communica- 
tion to  the  Mayor,  which  is  herewith  inclosed. 

I remain,  yours  respectfully, 

WM.  H.  CLARK,  Counsel  to  the  Corporation. 

Law  Department, 

Office  of  the  Counsel  to  the  Corporation, 
New  York,  May  29,  1891. 

Hon.  Hugh  J.  Grant,  Mayor : 

Sir: — I have  received  from  your  Secretary  a request  for  an  opinion  in  relation  to 
the  following  questions: 

1.  ^^/hether  the  Board  of  Electrical  Control  has  the  right  to  order  the  several 
telegraph  and  telephone  companies  to  consolidate  their  wires  on  one  line  of  poles, 
when  they  are  maintaining  more  than  one  line  of  poles  on  the  same  street  for 
similar  service,  and  whether  the  possibility  that  in  some  cases  these  two  lines  of 
poles  may  be  there  by  authority  would  affect  the  right  of  the  Board  to  order  the 
consolidation. 

2.  In  case  of  such  consolidation,  how  assessment  for  purpose  of  taxation 
should  be  made. 

The  statute,  chapter  716  of  the  Laws  of  1887,  provides: 

“It  shall  be  unlawful  after  the  passage  of  this  act  for  any  corporation  or 
individual  to  take  up  the  pavement  of  the  streets  of  said  city  or  to  excavate  in 
any  of  the  streets  for  the  purpose  of  laying  underground  any  electrical  conductors, 
unless  a permit  in  writing  therefor  shall  have  been  first  obtained  from  the  said 
Board  or  its  predecessor,  and  except  with  such  permission,  no  electrical  con- 
ductors, poles  or  other  fixtures  or  devices  therefor,  nor  any  wires  shall  hereafter 
be  continued,  constructed,  erected  or  maintained  or  strung  above  ground  in  any 
part  of  said  city.” 

By  force  of  this  statutory  provision  the  permission  of  the  Board  of  Electrical 
Control  is  necessary  to  legalize  the  continuance  and  maintenance  of  the  poles  or 
wires,  by  whatever  authority  such  poles  or  wires  may  have  been  placed  or  erected 
in  the  streets  in  the  first  instance. 

. I am,  therefore,  of  the  opinion  and  advise  that  the  permission  for  the  con- 
tinued maintenance  of  any  line  of  poles  or  overhead  wires  may  be  withdrawn, 
and  the  maintenance  thereof  prohibited  in  cases  where  the  same  electrical  service 
may  be  afforded  by  placing  the  wires  upon  another  existing  dine  of  poles  in  the 
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same  street;  and  permission  to  continue  the  use  of  overhead  wires  may  be  condi- 
tioned upon  the  use  of  one  line  of  poles  for  similar  service  on  the  same  street. 

2.  In  case  of  such  consolidation,  assessment  for  purposes  of  taxation  may  be 
made  upon  the  several  companies  occupying  one  line  of  poles  in  conformity  to 
the  interests  of  each  company  therein. 

I remain,  yours,  very  respectfully, 

WM.  H.  CLARK,  Counsel  to  the  Corporation. 

Applications  of  the  Metropolitan  Telephone  and  Telegraph  Company  for  in- 
dividual telephone  connections,  approved  by  the  Expert,  were  granted. 


Mayor  Grant  moved  the  following  resolutions: 

Resolved,  That  the  Engineer  and  the  Expert  be  empowered  to  grant  a permit 
to  the  North  New  York  Lighting  Company  to  make  such  connections  and  erec- 
tions as  will  enable  it  to  carry  out  its  contracts  for  City  lighting. 

Which  was  unanimously  adopted. 


Resolved,  That  the  Electrical  Expert  be  directed  to  keep  a book  in  which 
shall  be  recorded  permits  for  connections  allowing  the  stringing  of  two  hundred 
and  twenty-five  feet  of  wire,  so  that  companies  may  not  be  able  to  procure  by 
means  of  several  permits,  each  for  two  hundred  and  twenty-five  feet  of  wire,  con- 
tinuous wire  for  the  distance  embraced  by  the  permits. 

Which  was  unanimously  adopted. 


Adjourned  sine  die. 
Approved  July  17th)  1891. 


Mayor. 

THEO.  MOSS, 

JACOB  HESS, 
WALTON  STORM, 

Commissioners. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of 
the  Mayor,  in  the  City  of  New  York,  on  Friday,  July  17,  1891,  at  i o’clock  P.  M. 

Present:  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess  and 
Theodore  Moss. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

An  opinion  of  the  Corporation  Counsel,  as  follows,  Avas  read: 

Theodore  Moss,  Esq.,  Secretary,  Board  of  Electrical  Control: 

Sir  : I have  your  resolution  requesting  me  to  inform  your  Board  whether,  in  my 
opinion,  it  is  within  the  power  of  the  Board  to  order  the  electrical  companies 
to  remove  their  poles  and  wires  prior  to  the  construction  of  subways,  or  whether 
it  must  necessarily  be  done  after  the  construction  of  subways. 

In  reply  thereto  I beg  to  advise  you  that  by  chapter  716  of  the  Laws  of  1887 
your  Board  has  no  power  to  direct  the  removal  of  poles  and  wires  until  sufficient 
subway  accommodations  have  been  provided. 

Yours  respectfully, 

WM.  H.  CLARK,  Counsel  to  the  Corporation. 

Whereupon  Commissioner  Moss  offered  the  following  resolution: 

Resolved,  That  the  Secretary  of  this  Board  be  directed  «to  issue  the  usual 
ninety  days  notice  of  removals  of  poles  and  wires  to  all  companies  owning  or 
operating  wires  or  poles  in  the  district  that'  is  known  as  the  First  Proscribed 
District. 

Which  was  unanimously  adopted. 

The  following  other  opinion  of  the  Corporation  Counsel  was  also  read; 
Theodore  Moss,  Esq.,  Secretary,  Board  of  Electrical  Control: 

Sir:  I acknowledge  the  receipt  of  the  following  resolution,  passed  by  your  Board 
at  the  meeting  held  on  the  2d  day  of  June,  1891: 

Whereas,  This  .Board,  on  the  i8th  day  of  M^arch,  1891,  ordered  the  Consoli- 
dated Telegraph  and  Electrical  Subway  Company  to  complete  certain  subways, 
particularly  the  subway  upon  Seventh  avenue,  and  it  was  the  intent  of  the  Bbard, 
though  not  the  strict  wording  of  the  resolution,  that  it  be  completed  in  time  to 
have  the  cables  laid  in  it  on  the  ist  of  June,  1891,  so  that  this  Board  might  remove 
all  the  wires  in  what  is  known  as  the  “Proscribed  District  No.  i,”  on  July  i,  1891; 
and 

Whereas,  The  Consolidated  Telegraph  and  Electrical  Subway  Company  has 
failed  to  comply  with  the  orders  of  this  Board; 

Resolved,  That  this  Board  directs  the  Counsel  to  the  Corporation  to  prepare 
for  it,  if  this  resolution  does  not  fully  so  jirovide,  under  the  terms  of  the  contract. 
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such  resolution  as  may,  under  the  contract  of  the  said  Consolidated  Telegraph  and 
Electrical  Subway  Company  be  necessary  for  the  forfeiture  of  the  bond  of  said 
company,  as  in  the  opinion  of  this  Board  said  contract  has  become  inoperative,  it 
being  the  intention  of  the  Board  to  declare  a formal  forfeiture  by  this  resolution. 

Under  the  contract  entered  into  on  July  27,  1886,  between  the  Board  of  Elec- 
trical Control  and  the  Consolidated  Telegraph  and  Electrical  Subway  Company, 
it  is  provided  as  follows:  That  when  there  shall  be  a substantial  failure  by  the 
Subway  Company  to  fully  carry  out  the  provisions  of  the  aforesaid  agreement,  and 
it  is  so  adjudged  by  competent  judicial  authority,  the  City  may  enter  into  posses- 
sion of  the  subways,  and  the  Subway  Company  shall  subject  any  valid  mortgages 
or  liens  then  thereon  outstanding,  not  exceeding  fifty  per  cent,  of  the  actual  cost 
of  such  subways,  and  all  leases  or  contracts  then  existing  forfeit  its  interest  in 
such  subways  and  will  surrender  possession  thereof  to  the  Mayor,  Aldermen  and 
Commonalty  of  the  City  of  New  York. 

This  provision  of  the  contract  has  never  been  modified,  and  is  to-day  in  full 
force  and  effect. 

As  it  has  never  been  adjudged  by  “competent  judicial  authority”  that  the 
Subway  Company  has  failed  to  carry  out  its  contract,  it  necessarily  follows  that 
the  Board  has  no  jurisdiction  to  declare  the  bond  of  the  Subway  Company  for- 
feited. 

In  the  case  of  Edward  Henry  against  the  Board  of  Electrical  Control,  Judge 
Truax,  after  quoting  the  aforesaid  provision  of  the  contract  and  reviewing  the 
law  bearing  upon  it,  said:  “I  can  find  no  authority,  nor  has  any  been  cited  to  me, 
which  would  warrant  me  in  holding  that  the  mere  determdnation  of  the  Board^of 
Electrical  Control  that  the  contract  is  inoperative  and  ineffectual,  is  conclusive.” 

As  there  exists  no  record  of  any  resolution  specifically  requiring  the  com- 
pletion of  subways  in  what  is  termed  in  your  resolution  “Proscribed  District  No.  i 
by  June  I,  I cannot  prepare  any  resolution  which  will  lay  a legal  foundation  for  an 
action  to  have  the  contract  with  the  Subway  Company  declared  inoperative. 

Very  respectfully, 

WM.  H.  CLARK,  Counsel  to  the  Corporation. 

Mayor  Gant:  That  opinion  of  the  Corporation  Counsel,  of  course,  takes  away 
the  effect  of  the  resolution  that  was  passed  by  this  Board.  It  very  evident  that 
the  inadvertence  of  the  Board  or  some  person  in  not  putting  in  the  resolution  or- 
dering the  construction  “the  first  day  of  June”  has  put  us  in  the  position  that  we 
cannot  act  under  it  as  it  was  the  intention  of  the  Board  to  act.  Now,  Mr.  Lauter- 
bach,  you  represent  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
— what  is  the  position  of  that  company? 

Mr.  Lauterbach:  As  I understand  the  coriimunication  of  the  Corporation 
Counsel,  it  is  that  the  resolution  never  had  any  effect.  I desire  to  state  that  I am 
instructed  by  the  Consolidated  Telegraph  and  Electrical  Subway  Company  to 
agree  to  resume  work  promptly.  I understand  that  we  were  at  the  time  of  the 
adoption  of  the  resolution  under  obligation  to  do  the, following  work: 
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Greenwich  street,  from  Fulton  to  Morris  street. 

Exchange  place,  from  Broadway  to  William  street. 

Liberty  street,  from  West  to  William  street. 

Cortlandt  street,  from  West  to  Broadway, 

Maiden  Lane,  from  Broadway  to  William  street. 

Dey  street,  from  Washington  street  to  Broadway. 

John  street,  from  Broadway  to  Pearl  street. 

Fulton  street,  from  William  to  Pearl  street. 

Vesey  street,  from  West  to  Broadway. 

Park  place,  from  Greenwich  street  to  Broadway. 

Warren  street,  from  Greenwich  street  to  Broadway. 

Chambers  street,  from  Greenwich  street  to  Broadway. 

White  street,  from  West  Broadway  to  Broadway. 

Walker  street,  from  West  Broadway  to  Broadway. 

University  place,  from  Ninth  street  to  Fourteenth  street. 

College  place,  from  Chambers  street  to  Park  place. 

Canal  street,  from  Greenwich  street  to  Washington  street. 

— and  of  these  only  Liberty  street,  from  West  street  to  Broadway,  has  been  com- 
pleted; that  being  completed  before  the  2d  day  of  June.  As  I understand  the 
opinion  of  the  Corporation  Counsel,  the  company  is  reverted  to  its  duties  and 
obligations,  as  though  the  resolution  had  not  been  passed,  and  that  it  is  our  duty 
to  proceed  with  that  work,  which  is  the  work  I find  had  not  been  finished  at  the 
time  of  the  resolution. 

Mayor  Grant:  I understand  your  company  will  now  proceed  with  that  work? 

% 

Mr.  Lauterbach:  Yes;  we  will  proceed  promptly  with  the  work,  and  will 
complete  this  work,  which  is  all  in  the  Second  Proscribed  District,  as  early  as 
possible. 

The  Board,  after  consideration  of  the  matter,  on  motion  of  Mayor  Grant, 
adopted  the  following  resolution: 

Resolved,  That  the  matter  of  the  issuance  of  ninety  days’  notices  be  referred  to 
Commissioner  Hess,  for  the  purpose  of  an  examination  of  the  records,  to  ascertain  what 
ninety  days’  notices  it  is  necessary  for  this  Board  to  give. 

Mr.  Lauterbach  requested,  in  respect  to  future  ninety  days’  notices  of  construction 
of  subways  for  low  tension  service,  that  the  notices  provide  that  the  Empire  City 
Subway  Company,  instead  of  the  Consolidated  Telegraph  and  Electrical  Subway  Com- 
pany, be  authorized  and  directed  to  construct  subsidiary  ducts  upon  the  application  of 
companies. 

Mayor  Grant:  As  to  all  subways  transferred  to  the  Empire  City  Subway  Com- 
pany by  the  Consolidated  Telegraph  and  Electrical  Subway  Company,  or  completed  by 
the  Empire  City  Subway  Company,  the  notice  shall  provide  that  the  Empire  Company 
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is  authorized  and  directed  to  construct  the  subsidiary  ducts ; in  other  cases  the  notice 
is  to  be  the  same  as  heretofore — is  that  it? 

Mr.  Lauterbach:  Yes. 

The  Expert  reported  favorably  upon  applications  of  the  Metropolitan  Telephone 
and  Telegraph  Company  for  telephone  connections  in  districts  where  there  are  no 
subways,  and 

The  Board,  on  motion  of  Mayor  Grant,  directed  that  permits  be  issued  by  the 
Secretary  thereon. 

The  Engineer  reported  as  follows: 

Office  of  the  Board  of  Electrical  Control, 

No.  1266  Broadway, 

New  York,  July  17,  1891. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — I have  to  report  the  completion  of  electrical  subways  since  my  last 
notice  of  May  the  27th,  as  follows : 

For  Electric  Light  and  Power  Service. 

In  Bowery,  from  Canal  to  Sixth  street. 

Franklin  street,  south  side,  from  West  to  Washington  street. 

Reade  street,  south  side,  from  West  to  Washington  street. 

Seventh  avenue,  east  side,  from  Fourteenth  street  to  Forty-second  street 
Thirty-fifth  street,  north  side,  from  Sixth  avenue  to  Madison  avenue. 

Chambers  street,  north  side,  from  West  to  Greenwich  street. 

Twenty-sixth  street,  north  side,  from  Madison  avenue  to  Third  avenue. 

Fifth  avenue,  east  side,  Twenty-fourth  to  Twenty-fifth  street,  with  a crossing  to  a 
manhole  on  west  side  at  Twenty-fourth  street. 

Chambers  street,  south  side,  from  Greenwich  to  West  street.  ' 

Washington  street,  both  sides,  from  Chambers  to  Canal  street. 

Beekman  street,  south  side.  Pearl  street  to  Park  Row. 

Liberty  street,  south  side,  from  West  street  to  Broadway. 

Grand  street,  both  sides,  from  Broadway  to  Bowery. 

For  Telephone  and  Telegraph. 

Forty-second  street,  north  side,  from  Third  avenue  to  Madison  avenue. 

Broad  street,  east  side,  from  Bridge  to  South  street. 

Thirty-fourth  street,  south  side,  from  Eighth  to  Ninth  avenue. 

Twenty-third  street,  north  side,  from  Eighth  to  Ninth  avenue. 

Beaver  street,  south  side,  from  Broad  street  to  Broadway. 

Twenty-third  street,  north  side,  from  Third  to  Madison  avenue. 

One  Hundred  and  Twenty-ninth  street,  south  side,  from  Third  to  Fourth  avenue. 

Very  truly, 

HENRY  S.  KEARNY,  Engineer. 

Mayor  Grant : The  report  of  the  Engineer  will  be  placed  on  file,  and  referred  to 
Commissioner  Hess  with  the  other  matter  relating  to  ninety  days’  notices. 
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The  Expert  made  the  following  report,  which  was  directed  to  be  placed  on  file : 


POLES  AND  WIRES  REMOVED  IN  NEW  YORK  CITY  BY  DIRECTION  OF  THE 
BOARD  OF  ELECTRICAL  CONTROL,  FROM  JANUARY  i TO 
JULY  I,  1891,  INCLUSIVE. 


Miles  of 

Feet  of 

Poles. 

Wire. 

Wire, 

By 

Department  of  Public  Works  

1.047 

1,581 

8,347,075 

By 

Telephone  and  Telegraph . Companies  

1,476 

3,849 

20,322,720 

By 

Electric  Light  Companies 

143 

755,350 

Total 

5,573 

29,425,145 

POLES  AND  WIRES  REMOVED  BY  VARIOUS  COMPANIES,  FROM 
JANUARY  I TO  JULY  r.,  1891 


Bureau  of  Incumbrances 

Western  Union 

Postal  Telegraph  Company 

Metropolitan  Telephone  and  Telegraph  Company.  . . 

Fire  Department  Telegraph 

Brush  and  United  States  Electric  Light  Companies.. 

Mount  Morris  Company 

Manhattan  Electric  Light  Company 

Harlem  Electric  Light  Company..., 

East  River  Electric  Light  Company 

North  New  York  Electric  Light  Company 

Total 


Poles. 

Feet  of 
' Wire. 

Miles. 

1,036 

8,347,075 

1,581 

94 

409,200 

77-5 

841 

19,536,000 

3,700 

54^ 

377,520  „ 

71-5 

585 

615.450 

116.5 

55 

44.000 

8.3 

4 

900 

•17 

.... 

95,000 

18 

3,156  29,425,145  5,573 


Adjourned  sine  die. 
Approved  August  3d,  1891. 


Mayor. 

THEO.  MOSS, 
JACOB  HESS, 
Commissioners. 


/ 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Monday,  August  3,  1891,  at  2 o’clock  P.  M. 

Present:  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess,  Theodore 
Moss  and  Walton  Storm. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

y 

The  Engineer  made  the  following  report : 

New  York,  August  3,  1891. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — I herewith  recommend  for  subway  cojhstruction  a revised  list  of 
various  applications  for  the  accommodation  of  the  Edison  Electric  Illuminating  Com- 
pany, to  be  constructed  by  the  Empire  City  Subway  Company  (Limited)  : 

A subway  in — 

Broadway,  east  side,  from  Exchange  place  to  Astor  place. 

Broadway,  east  side,  from  Fourteenth  to  Twenty-aixth  street. 

Theatre  alley,  from  Ann  to  Beekman  street. 

West  street,  from  Liberty  to  Vesey  street. 

Greenwich  street,  from  Liberty  to  Fulton  street. 

West  Broadway,  from  Chambers  to  Duane  street. 

Cortlandt  street,  from  Broadway  to  West  street. 

Vesey  street,  from  Church  to  West  street,  both  sides. 

Barclay  street,  from  Broadway  to  Greenwich  street,  both  sides. 

Park  place,  from  Broadway  to  Greenwich  street,  both  sides. 

Warren  street,  from  Broadway  to  Greenwich  street,  south  side. 

Dey  street,  from  Broadway  to  West  street. 

Elm  street,  from  Reade  to  Duane  street. 

White  street,  from  West  Broadway  to  Broadway.* 

Lispenard  street,  from  West  Broadway  to  Broadway. 

Spring  street,  from  Broadway  to  Mercer  street. 

Sixth  avenue,  from  Eighth  to  Fourteenth  street. 

University  place,  from  Ninth  to  Fourteenth  street. 

Park  avenue,  from  Fortieth  to  Forty-second  street.  • 

Third  avenue,  from  Fourteenth  to  Twenty-sixth  street. 

Third  avenue,  from  Thirty-fourth  to  Thirty-seventh  street. 

Seventeenth  street,  from  Fourth  to  Fifth  avenue. 

Twenty-second  street,  from  Third  to  Lexington  avenue. 

Thirty-first  street,  from  Madison  to  Fourth  avenue. 

Thirty-ninth  street,  from  Madison  to  Park  avenue. 

Forty-fifth  street,  from  Fifth  to  Sixth  avenue. 

Forty-eighth  street,  from  Fifth  to  Seventh  avenue. 

Sixty-fourth  street,  from  Madison  to  Park  avenue. 

Sixty-fifth  street,  from  Madison  to  Park  avenue. 

Ninth  street,  from  Univeristy  place  to  Fifth  avenue,  both  sides. 

Frankfort  street,  from  Pearl  to  William  street. 

Forty-fourth  street,  from  Fifth  to  Sixth  avenue. 

Greene  street,  from  Waverley  place  to  Eighth  street. 

Mercer  street,  from  Spring  to  Prince  street. 
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For  subsidiaries  for  the  Edison  Electric  Illuminating  Company — 

To  No.  4 South  street,  from  Whitehall  street. 

To  No.  79  Water  street,  through  Moore  street. 

To  No.  130  Church  street,  from  Murray  street. 

To  No.  I East  Tenth  street,  from  Fifth  avenue. 

To  No.  106  East  Twenty-fourth  street,  from  Fourth  avenue. 

To  No.  32  Church  street,  to  connect  with  the  east  side  of  Dey  street. 

The  above  are  approximately  one  hundred  feet  each. 

For  Postal  Telegraph-Cable  Company. 

A subsidiary  from  a manhole  south  side  of  Beaver  street,  at  the  junction  of  New 
street,  to  the  New  York  Produce  Exchange  building. 

A subway  from  the  manhole  on  Beaver  street,  between  New  and  Broad  streets,  to 
Nos.  I and  3 Beaver  street.  \ ■ 

A subsidiary  from  manhole  corner  of  Beaver  and  New  streets  to  No.  9 Beaver 
street.  , 

A subsidiary  from  manhole  north  side  of  Pine  street,  corner  of  Nassau,  to  No.  14 
Pine  street. 

A subsidiary  from  the  manhole  north  side  of  Pine  street  to  the  southwest  corner 
of  Pine  and  Nassau  streets. 

For  the  Western  Union  Telegraph  Company 

A subsidiary  from  the  manhole  at  the  intersection  of  Thirteenth  street  and  Green- 
wich avenue,  along  Greenwich  and  Eighth  avenues,  to  No.  70  Eighth  avenue. 

A subsidiary  from  the  elevated  railroad  column  on  the  west  side  of  Third  avenue, 
corner  of  Fourteenth  street. 

Very  truly, 

HENRY  S.  KEARNY,  Engineer. 

The  Board  considered  the  report  of  Col.  Kearny,  and,  on  motion  of  Commissioner 
Storm,  adopted  the  following  resolution : 

Resolved,  That  the^  report  of  the  Engineer  recommending  subway  construction, 
dated  August  3,  1891,  be  approved,  and  that  the  Empire  City  Subway  Company 
(Limited)  be  authorized,  empowered  and  directed  to  construct  subways  and  subsi- 
diaries, as  follows : 

Eor  the  Edison  Electric  Illuminating  Company  of  New  York. 

To  be  completed  on  or  before  September  15,  1891. 

Subways  in — 

Theatre  alley,  from  Ann  street  to  Beekman  street. 

West  street,  from  Liberty  street  to  Vesey  street. 

Greenwich  street,  from  Liberty  street  to  Fulton  street. 

West  Broadway,  from  Chambers  street  to  Duane  street. 

Cortlandt  street,  from  Broadway  to  West  street. 

Vesey  street,  from  Church  street  to  West  street,  both  sides. 

Barclay  street,  from  Broadway  to  Greenwich  street,  both  sides. 

Park  place,  from  Broadway  to  Greenwich  street,  both  sides. 
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Warren  street,  from  Broadway  to  Greenwich  street,  south  side. 

(Dey  street,  from  Broadway  to  West  street. 

Elm  street,  from  Reade  street  to  Duane  street. 

White  street,  from  West  Broadway  to  Broadway. 

Lispenard  street,  from  West  Broadway  to  Broadway. 

Spring  street,  from  Broadway  to  Mercer  street. 

Sixth  avenue,  from  Eighth  street  to  Fourteenth  street. 

University  place,  from  Ninth  street  to  Fourteenth  street. 

Park  avenue,  from  Fortieth  street  to  Forty-second  street. 

Third  avenue,  from  Fourteenth  street  to  Twenty-sixth  street. 

Third  avenue,  from  Thirty-fourth  street  to  Thirty-seventh  street. 

Seventeenth  street,  from  Fourth  avenue  to  Fifth  avenue. 

Twenty-second  street,  from  Third  avenue  to  Lexington  avenue. 

Thirty-first  street,  from  Madison  avenue  to  Fourth  avenue. 

Thirty-ninth  street,  from  Madison  avenue  to  Park  avenue. 

Forty-fifth  street',  from  Fifth  avenue  to  Sixth  avenue. 

Forty-eighth  street,  from  Fifth  avenue  to  Seventh  avenue. 

Sixty-fourth  street,  from  Madison  avenue  to  Park  avenue. 

Sixty-fifth  street,  from  Madison  avenue  to  Park  avenue. 

Ninth  street,  from  University  place,  both  sides. 

Frankfort  street,  from  Pearl  street  to  William  street. 

Forty-fourth  street,  from  Fifth  avenue  to  Sixth  avenue. 

Greene  street,  from  Waverly  place  to  Eighth  street. 

Mercer  street,  from  Spring  street  to  Prince  street. 

Subsidiaries  to — 

No.  106  East  Twenty-fourth  street,  from  Fourth  avenue. 

No.  32  Church  street,  from  east  side  of  Dey  street. 

No.  4 South  street,  from  Whitehall  street. 

No.  79  Water  street,  through  Moore  street. 

No.  130  Church  street,  from  Murray  street. 

No.  I East  Tenth  street,  from  Fifth  avenue. 

For  Postal  Telegraph-Cable  Company. 

A subway  from  the  manhole  on  Beaver  street,  between  New  and  Broad 
streets,  to  Nos.  i and  3 Beaver  street. 

A subsidiary  from  manhole  south  side  of  Beaver  street,  at  the  junction  of  New 
street  to  the  New  York  Produce  Exchange  Building. 

A subsidiary  from  manhole  corner  of  Beaver  and  New  streets  to  No.  9 Beaver 
street. 

A subsidiary  from  manhole  north  side  of  Pine  street,  corner  of  Nassau,  to 
No.  14  Pine  street. 

A subsidiary  from  the  manhole  north  side  of  Pine  street  to  the  southwest 
corner  of  Pine  and  Nassau  streets. 


August  3,  1891.] 


IIS4 


For  the  Western  Union  Telegraph  Company. 

A subsidiary  from  the  manhole  at  the  intersection  of  Thirteenth  street  and 
Greenwich  avenue,  along  Greenwich  and  Eighth  avenue  to  No.  7o  Eighth  avenue. 

A subsidiary  from  the  elevated  railroad  column  on  the  west  side  of  Third  ave- 
nue, corner  of  Fourteenth  street. 

Mayor  Grant  moved  the  following  resolution: 

Resolved,  That  in  all  streets  where  new  pavements  are  pending,  or  have  been 
partially  laid,  the  permits  granted  by  this  Board  are  given  subject  to  the  permis- 
sion of  the  Department  of  Public  Works. 

Which  was  unanimously  adopted. 

The  Engineer  also  presented  the  following  other  report: 

Office  of  the  Board  of  Electrical  Control, 

No.  1266  Broadway, 

New  York,  August  3,  1891. 

To  the  Honorable  the  Commissioners  of  the  Board  of  Electrical  Control: 

Dear  Sirs  : — I have  to  report  the  completion  of  subways  since  my  last  notice  of 
Julv  17,  1891,  as  follows: 

Eor  Telephone  and  Telegraph  Service. 

In  Third  avenue,  from  Eorty-second  to  Forty-fourth  street,  each  side. 

Christopher  street,  from  Fourth  to  West  street. 

Fourth  street,  from  Sixth  avenue  to  Christopher  street. 

Thirty-second  street,  from  Third  avenue  to  Fifth  avenue. 

Thirty-second  street,  from  Broadway  to  Sixth  avenue. 

For  Electric  Light  and  Power  Service. 

In  Liberty  street,  from  Broadway  to  William  street. 

Fulton  street,  from  William  to  Pearl  street. 

Desbrosses  street,  from  West  to  Greenwich  street. 

— and  respectfully  recommend  that  the  usual  ninety-day  notice  be  sent  to  the  elec- 
tric companies  to  remove  poles  and  wires  from  the  same — where  the  mentioned 
streets  are  outside  of  what  is  known  as  the  first  proscribed  district. 

The  attention  of  the  Board  is  called  to  the  fact  that,  while  ample  provision  has 
been  made  for  all  companies  operating  in  what  is  known  as  the  first  and  second 
proscribed  districts,  by  ordering  subways  constructed  for  their  accommodation 
wherever  application  has  been  made  in  due  form  and  guarantee  furnished  for  oc- 
cupancy and  payment  of  rental,  that  there  remains  a district  between  Eighth 
street  and  Canal  street  and  Eighth  avenue.  Bank  and  Greenwich  streets  and  Bow- 
ery unprovided  with  sufficient  subways;  and  I recommend  that  notices  be  sent 
to  all  companies  wishing  to  operate  electrical  conductors  in  that  district  to  make 
known  their  requirements  by  filing  with  the  Engineer  of  the  Board  before  August 
15,  letters  and  maps  designating  the  streets  where  they  wish  subways  constructed, 
and  the  number  of  ducts  desired  in  each  street. 
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Relating  to  the  matter  of  electric-light  poles  in  Twenty-ninth  street,  Irom  east 
side  of  First  avenue  to  the  station  of  the  United  States  Illuminating  Company, 
about  three  hundred  feet  easterly  therefrom,  referred  to  me  for  investigation  and 
report,  I find  that  the  overhead  wires  and  support  poles  are  for  the  exclusive  use 
of  one  company,  and  recommend  that  the  Consolidated  Telegraph  and  Electrical 
Subway  Company  be  directed  to  construct  subways  from  the  Twenty-ninth  street 
subway  at  First  avenue  to  the  station  of  United  States  Illuminating  Company 
above  named,  to  be  completed  on  or  before  September  i,  1891,  of  sufficient  capacity 
to  accommodate  the  present  overhead  business  and  estimated  future  increase  for 
that  station.  . Very  respectfully, 

H.  S.  KEARNY,  Engineer  to  Board  of  Electrical  Control. 

t 

Mayor  Grant,  at  the  conclusion  of  the  reading  of  which,  offered  the  following 
resolutions: 

Resolved,  That  the  Secretary  be  directed  to  send  the  usual  ninety  days’  notice 
to  the  companies  owning  or  operating  electrical  conductors  in  the  streets,  ex- 
clusive of  those  in  the  first  proscribed  district,  enumerated  in  the  Engineer’s 
report  of  this  date  as  having  subways  completed. 

Which  was  unanimously  adopted. 

Resolved,  That  notice  be  sent  to  all  companies  wishing  to  operate  electrical 
conductors  in  the  district  between  Eighth  street  and  Canal  street,  and  Eighth 
avenue.  Bank  and  Greenwich  streets  and  Bowery,  to  make  known  their  require- 
ments by  filing  with  the  Engineer  of  this  Board  before  August  15  letters  and 
maps  designating  the  streets  where  they  wish  subways  constructed  and  the  number 
of  ducts  desired  in.  each  street. 

Which  was  unanimously  adopted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  directed  to  construct  subways  from  the  Twenty-ninth  street  subway  at  First 
avenue  to  the  station  of  the  United  States  Illuminating  Company  in  Tweny-ninth 
street,  of  sufficient  capacity  to  accommodate  the  present  overhead  business  and 
estimated  future  increase  for  that  station,  to  be  completed  on  or  before  Septem- 
ber I,  1891. 

Which  was  unanimously  adopted. 

The  following  communication  was  read: 

New  York,  August  i,  1891. 

Hon.  Hugh  J.  Grant,  Mayor,  President  Board  of  Electrical  Control,  New  York  City: 

Dear  Sir  : — We  are  pleased  to  advise  you  that  we  have  drawn  in  all  of  our  under- 
ground cable  on  Greenwich  street,  from  Vandam  to  Fulton  street,  and  also 
finished  all  of  our  necessary  subsidiary  connections,  which  does  away  with  all  of 
our  overhead  wires  on  Greenwich  street  from  Vandam  to  Fulton  street.  We  are 
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now  removing  about  sixty  (60)  poles,  and  about  sixty-three  thousand  (63,000)  feet 
of  overhead  wire  from  above  mentioned  street. 

Yours,  very  respectfully, 

THE  MOUNT  MORRIS  ELECTRIC  LIGHT  CO. 

EDWARD  MAY,  President. 

Mayor  Grant  (at  the  conclusion  of  the  reading  of  the  communication  from 
the  Mount  Morris  Electric  Light  Company);  That  being  the  case,  I move: 

Resolved,  That  the  Mount  Morris  Electric  Light  Company  be  permitted  to  re- 
set its  poles  on  One  Hundred -and  Eifty-fifth  street,  from  St.  Nicholas  place  to 
Tenth  avenue,  in  order  to  reconnect  up  its  Tenth  avenue  circuit. 

Which  resolution  was  unanimously  adopted. 

The  following  communication  was  read: 

New  York,  July  31,  1891. 

Hon.- Hugh  J.  Grant,  Mayor,  President  Board  of  Electrical  Control,  New  York  City: 

Sir: — Your  attention  is  respectfully  called  to  the  fact  that  prior  to  May  22,  1891, 
the  Board  of  Electrical  Control  ordered  the  Consolidated  Telegraph  and  Electrical 
Subway  Company  to  build,  for  high  tension  electric-light  service,  subways  on  both 
sides  of  Grand  street,  from  Broadway  to  Goerck  street;  that  said  subway  has  been 
completed  as  far  east  as  the  Bowery,  where  work  has  stopped;  that  Grand  street, 
east  of  the  Bowery,  is  under  contract  by  the  Department  of  Public  Works  to  be 
repaved;  that  the  work  of  repaving  between  the  railroad  tracks  has  been  com- 
menced; that  the  old  paving  stones  on  either  side  of  the  tracks  have  been  removed 
and  the  new  paving  stones  are  on  the  ground  ready  to  be  laid. 

That  the  Department  of  Public  Works  issued  to  said  subway  company  on  May 
22,  1891,  a permit  to  lay  such  subways  as  far  east  as  Goerck  street. 

That  the  undersigned  is  informed  by  the  head  of  the  Bureau  of  Permits,  that 
said  Subway  Company  does  not  at  present  propose  to  comply  with  the  order  of 
the  Board  of  Electrical  Control  and  continue  said  subway  east  of  the  Bowery. 

That  the  undersigned  has  duly  applied  according  to  the  rules  of  the  Board 
of  Electrical  Control  for  such  subways.  That  many  storekeepers  desire  such 
subway  built  in  order  to  procure  lights  from  the  undersigned,  and  also  to  save 
said  street  from  being  torn  up  after  it  has  been  newly  paved. 

Immediate  action  is  requested  on  the  part  of  your  Honor,  inasmuch  as  the 
contractors  are  awaiting  to  lay  the  new  pavement. 

« 

Very  respectfully, 

EAST  RIVER  ELECTRIC  LIGHT  CO. 

The  Board  considered  the  communication  of  the  East  River  Company,  hearing 
Judge  Kelly,  its  counsel,  and  Mr.  Lauterbach,  of  counsel  for  the  Consolidated  Tel- 
egraph and  Electrical  Subway  Company— Mr.  Lauterbach  stating  at  the  close  of 
the  discussion:  “I  will  call  it  at  once  to  the  attention  of  our  Board.’* 
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Mayor  Grant  offered  the  following  resolution; 

Resolved,  That  the  Electrical  Expert,  at  the  next  meeting  of  this  Board,  make 
a report  to  the  Board  as  to  what  wires  are  still  up  in  violation  of  law  in  what  is 
known  as  the  first  proscribed  district,  to  what  companies  they  belong,  and  the 
reason,  if  any,  for  their  not  being  removed. 

Which  was  unanimously  adopted. 

The  Board  directed  the  Expert  to  make  a report  in  writing  at  the  next  meet- 
ing upon  the  application  of  the  Western  Union  Telegraph  Company  for  “time 
loops.” 

Applications  of  the  Metropolitan  Telephone  and  Telegraph  Company  for  in- 
dividual telephone  connections,  approved  by  the  Expert,  were  granted. 

An  application  of  Engineer  in  Charge  Croton  Aqueduct,  dated  July  i,  rSpi, 
to  string  an  additional  telephone  wire  from  Inwood  along  Kingsbridge  road  to 
One  Hundred  and  Seventy-fifth  street,  thence  to  High  Bridge;  also  to  extend 
two  wires  as  far  as  Eighty-fourth  street  and  Central  Park,  starting  from  Croton 
Aqueduct  Gate-house,  One  Hundred  and  Thirty-fifth  street  and  Tenth  avenue, 
along  Tenth  avenue,  crossing  over  to  Eighth  avenue,  at  such  street  as  may  have 
poles,  thence  down  Eighth  avenue  to  Eighty-fourth  street,  was  granted. 

The  Board  considered  a communication  of  the  United  Electric  Light  and 
Power  Company  asking  for  subway  facilities  on  the  north  side  of  Twenty-third 
street,  now  being  repaved,  and,  after  hearing  Commissioner  Gilroy,  of  the  De- 
partment of  Public  Works,  and  Engineer  Kearny,  unanimously  adopted  the  fol- 
lowing resolution  moved  by  Mayor  Grant: 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  authorized,  empowered  and  directed  to  build  a distributing  duct  on  the  north 
side  of  Twenty-third  street,  between  Broadway  and  Sixth  avenue,  provided  the 
construction  of  the  same  will  in  no  way  retard  or  deter  the  pavement  of  the 
street,  to  be  completed  within  a week. 

Adjourned  sine  die. 


Approved  September  2d,  1891. 


Mayor. 

Commissioners. 


September  2,  1891.] 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control^  held  at  the  office  of 
the  Mayor,  in  the  City  of  New  York,  on  Wednesday,  September  2,  1891,  at  2 
o’clock  P.  M. 

Present:  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess  and 
Theodore  Moss. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  following  report  of  the  Engineer  on  the  completion  of  subways  was  read 
by  the  Secretary; 

New  York,  September  i,  1891. 

To  the  Honorable  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  ; — I have  to  report  the  completion  of  subways  since  my  last  notice  of 
August  3,  as  follows,  for  electric-light  and  power  service,  in: 

Greenwich  street,  from  Fulton  street  to  Morris  street. 

Vesey  street,  from  Church  street  to  Broadway. 

Cortlandt  street,  from  West  street  to  Broadway. 

Park  place,  from  Greenwich  street  to  Broadway 

John  street,  from  Pearl  street  to  Broadway. 

Dey  street,  from  Washington  street  to  Broadway. 

Maiden  Lane,  from  William  street  to  Broadway. 

Twenty-ninth  street,  from  First  avenue  east  to  the  United  States  Electric 
Light  Station,  will  be  completed  in  a very  few  days,  and  the  usual  ninety  days 
notice  can  be  sent.  I have  not  mentioned  the  completion  of  subways  of  special 
tubing  for  the  use  of  the  Edison  Company  in  my  reports  to  your  Board,  as  that 
company  does  not  occupy  poles  nor  require  the  usual  ninety-days  notice  of  le- 
moval  of  poles,  but  I will  include  it  in  the  report  at  the  end  of  season. 

Very  respectfully, 

. HENRY  S.  KEARNY,  Engineer. 

On  motion  of  Commissioner  Hess  the  report  was  approved,  and  it  was 

Resolved,  That  the  Secretary  be  directed  to  send  the  usual  ninety-nays 
notice  to  the  companies  owning  or  operating  electrical  conductors  m any  of  the 
streets  enumerated  in  the  Engineer  s report  of  this  date. 

The  Mayor:  Commissioner  Moss  has  placed  before  the  Board  a map  showing 
the  district  bounded  by  Fifty-ninth  street  on  the  north.  Eighth  street  on  the  south. 
Eighth  avenue  on  the  west  and  Third  avenue  on  the  east,  m which  all  lines  have 
been  removed  except  certain  lines  which  are  shown  upon  the  map,  and  which  are 
very  few  in  number,  and  the  most  of  those  are  Fire  Department  lines.  There  is  a 
line  shown  here  on  Seventh  avenue  which  I understood  was  to  be  removed  over 
two  weeks  ago,  but  I still  find  it  here,  and  we  still  have  the  promise  of  its  being 
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removed  within  a week  or  so.  There  is  another,  in  East  Thirty-fourth  street, 
which  I believe  ought  to  be  cut  down  for  the  reason  that  a subway  is  already 
bulk  there.  At  the  meeting-  of  June  Judge  Kelly  then  said  that  he  would  have  it 
in  ill  V-  week  or  so.  Is  Judge  Kelly  here,  or  is  there  anybody  here  representing 
the  East  River  Company?  (No  response.)  The  subway  on  Fifth  avenue  is  not  an 
electrical  high-tension  subway,  but  it  is  simply  for  street-lighting  purposes.  My 
opinion  is  that  the  lamps  on  that  street  ought  to  be  taken  down.  I don’t  think 
that  street  should  be  made  the  exception  in  all  that  territory  to  have  wires  over- 
head. This  part  is  between  Twenty-third  street  and  Clinton  place. 

Mayor  Grant:  I move  that  the  Secretary  be  directed  at  the  next  meeting  of 
the  Board  to  present  this  map,  with  such  other  removals  as  may  have  taken  place 
in  the  meantime. 

The  motion  was  agreed  to.  ' ' ’ ‘ 

The  Mayor:  The  Secretary  will  read  the  report  of  the  Engineer  on  new  con- 
struction. 

The  Assistant  Secretary  read  the  following  report: 

New  York,  September  i,  1891. 

To  the  Honorable  Commissioners,  the  Board  of  Electrical  Control: 

Dear  Sirs  : — Herewith  I submit  the  applications  of  the  Empire  City  Subway  Com- 
pany for  subway  construction,  received  since  the  date  of  your  last  meeting,  and 
recommend  that  you  authorize  the  same  with  such  limitation  as  to  time  as  you  may 
think  best. 

For  the  Edison  Electric  Illuminating  Comijany, 

Broadway,  east  side,  from  Exchange  place  to  Astor  place. 

Broadway,  from  Fourteenth  to  Twenty-sixth  street;  east  side,  from  Four- 
teenth to  d. wenty-third  street;  west  side,  from  Twenty-third  to  Twenty-sixth 

street. 

✓ 

Walker  street,  both  sides,  from  Broadway  to  West  Broadway. 

Centre  street,  west  side,  from  Park  row  to  Duane  street.  j 

Centre  street,  west  side,  from  Grand  to  Howard  street. 

Old  Slip,  from  Front  to  Water  street. 

Water  street,  both  sides,  from  Old  Slip  to  Wall  street. 

Water  street,  east  side,  from  Burling  Slip  to  Maiden  Lane. 

Burling  Slip,  from  Pearl  to  Water  street. 

Fifteenth  street,  south  side,  from  Broadway  to  Fifth  avenue. 

Fifty-ninth  street,  south  side,  from  Madison  to  Sixth  avenue. 

Seventh  avenue,  west  side,  from  Forty-second  to  Forty-fourth  street. 

City  Hall  place,  north  side,  from  Pearl  to  Duane  street. 

Duane  street,  south  side,  from  Pearl  to  William  street. 

Mott  street,  east  side,  from  Bayard  to  Canal  street. 

Elm  street,  east  side,  from  Pearl  to  Worth  street. 
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Front  street,  east  side,  from  Old  to  Coenties  Slip. 

Rose  street,  west  side,  from  Frankfort  to  Duane  street. 

Elizabeth  street,  east  side,  from  Canal  to  Bayard  street. 

Park  avenue,  west  side,  from  Thirty-ninth  to  fortieth  street. 

Church  street,  from  Fulton  street  to  No.  48  Church  street. 

Jacob  street,  from  Ferry  street  to  No.  6 Jacob  street. 

Water  street,  from  Peck  Slip  to  No.  262  Water  street. 

Fio-hteenth  street,  north  side,  from  Broadway  one  hundred  feet  east. 

Lexington  avenue,  from  Thirty-seventh  street  to  No.  298  Lexington  avenue. 
Hague  street,  east  side,  from  Frankfort  to  Pearl  street. 

Burling  Slip,  north  side,  from  South  to  Front  street. 

Forty-first  street,  north  side,  from  Broadway  to  one  hundred  feet  east. 
Twenty-second  street,  north  side,  from  Fourth  to  Lexington  avenue. 
Twenty-sixth  street,  from  Broadway  to  Sixth  avenue. 

Forty-third  street,  from  Eighth  avenue  to  Ninth  avenue. 

For  the  Service  of  the  Telegraph  and  Telephone  Company.  ^ 

From  manhole  corner  of  Madison  avenue  and  Thirty-ninth  street.  East,  m Thirty- 

ninth  street  to  Union  League  Clubhouse. 

For  the  Service  of  Electric  Light  Company. 

From  manhole  corner  of  Sixth  avenue  and  Forty-eighth  street  to  No.  846 

Sixth  avenue.  ^ , .xt 

From  manhole  corner  of  Broadway  and  Forty-first  street  to  No.  1446  Broad- 


way. 

Subsidiary. 


Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 


Pending  the  reading  of  the  report  the  Mayor  stated  that  it  differed  from  the 
list  furnished  to  him  by  the  representative  of  the  Edison  Company,  and  directed 
certain  streets  to  be  stricken  out  from  the  list  contained  in  the  report. 

The  Mayor:  I move  that  this  whole  thing  be  laid  over. 

The  motion  was  agreed  to  so  far  as  relates  to  subway  construction  in  the 
streets  named,  and. 

On  motion  of  Mayor  Grant,  the  following  resolution  was  adopted. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  directed  to 
build  the  following  subways: 

For  the  Service  of  the  Telegraph  and  Telephone  Company. 

From  manhole  corner  of  Madison  avenue  and  Thirty-ninth  street.  East,  m 
Thirty  ninth  street  to  Union  League  Clubhouse. 

Resolved,  That  the  Consolidated  Telegraph  Electrical  Subway  Company  be 
directed  to  build: 

For  Service  of  Electric  Light  Company. 

From  manhole  corner  of  Sixth  avenue  and  Forty-eighth  street  to  No.  846 

Sixth  avenue. 
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From  manhole  corner  of  Broadway  and  Forty-first  street  to  No.  1446  Broad- 
way. 

Subsidiary. 

The  Board  then  adjourned.  " 


Approved  September  4th,  1891. 


Mayor. 

Commissioners. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of 
the  Mayor,  in  the  City  of  New  York,  on  Friday,  September  4,  1891,  at  12  o’clock  M. 

Present:  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess  and 
Theodore  Moss. 

On  motion  of  Commissioner  Moss,  the  reading  of  the  minutes  of  meeting  held 
on  Wednesday,  September  2,  were  dispensed  with  for  the  present. 

Mayor  Grant  stated  that,  owing  to  the  fact  that  to-morrow  (Saturday)  being  a 
half-holiday  and  the  Monday  following  being  a legal  holiday,  it  would  be  essential 
for  the  Board  to  act  at  once  on  any  subway  construction  to  be  ordered  on  Broad- 
way, or  else  the  work  of  the  contractors  for  cable  railroad  construction  and 
paving  would  be  delayed.  He  thereupon  offered  the  following  resolution,  which 
was  unanimously  adopted: 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  directed  to 
build,  of  the  special  tubing  of  the  Edison  Electric  Illuminating  Company,  a subway 
on  the  east  side  of  Broadway,  from  Exchange  place  to  Astor  place,  on  the  east  side 
of  Broadway,  from  Fourteenth  to  Twenty-third  street,  and  on  the  west  side 
of  Broadway,  from.  Twenty-third  to  Twenty-sixth  street. 

The  Board  then  adjourned. 


Approved  October  8th,  1891. 


Mayor. 

Commissioners. 


October  8,  1891.] 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Thursday,  October  8,  1891,  at  ii  o clock  A.  M. 

Present:  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess,  Theo- 
dore Moss  and  Walter  Storm. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

7 he  Engineer  submitted  the  following  report : 

New  York,  October  8,  1891. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  I have  to  report  the  completion  of  subways  since  my  last  report  of 
September  i,  for  electric  light  and  power  service,  in  the  following  streets,  to  wit: 

Warren  street,  south  side,  Broadway  to  Greenwich  street. 

Twenty-ninth  street,  south  side.  First  avenue  to  United  States  Illuminating  Com- 
pany’s station. 

Walker  street,  south  side,  Broadway  to  West  Broadway. 

Exchange  place,  south  side,  Broadway  to  William  street. 

White  street,  south  side,  Broadway  to  West  Broadway. 

Grand  street,  both  sides,  Broadway  to  Goerck  street. 

University  place,  east  side.  Ninth  to  Fourteenth  stieets. 

Park  Row,  Frankfort  to  Ann  street. 

Broadway,  west  side,  Houston  street  to  Battery  place. 

Bowling  Green,  south  side.  State  street  to  Whitehall  street. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 

Which  was  approved  and  directed  to  be  placed  on  file,  and 
On  motion  of  Mayor  Grant,  it  was 

Resolved,  That  the  Secretary  be  directed  to  issue  the  usual  ninety  days  notice  to 
the  companies  owning  or  operating  electrical  conductors  in  any  of  the  streets  enumer- 
ated in  the  Engineer’s  report  of  this  date  as  having  subways  completed. 

The  Engineer  also  made  the  following  other  report: 

Office  of  the  Board  of  Electrical  Control, 

No.  1266  Broadway, 

New  York,  October  8,  1891. 

To  the  Honorable  Commissioners  of  the  Board  of  Electrical  Control ; 

Gentlemen  Herewith  I submit  the  applications  of  the  Empire  City  Subway  Com- 
pany for  subway  construction  received  since  the  date  of  your  last  meeting,  and  recom- 
mend that  you  authorize  the  same  with  such  limitations  as  to  time  as  you  may  think 

best. 
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For  the  Edison  Electric  Illuminating  Co. 


September  29,  1891. 


Street. 

Walker  st  . . . . 

First 

Application. 

. Feb.  27,  1891 

Second 

Application.  Side. 
June  10,  i8g[  Both 

From  Broadway  to  West  Broad 

Mail  st 

27. 

1891 

June 

10,  i8gi  South 

way. 

From  Park  Row  to  Broadway. 

Centre  st  . . . . 

. Feb. 

27, 

1891 

June 

10,  1891  West 

From  Park  Row  to  Duane  st. 

26th  st 

27, 

i89r 

June 

10,  1891  North 

From  Broadway  to  Sixth  ave. 

Water  st 

10. 

1891 

From  Old  Slip  to  Wall  st. 

Old  Slip 

. June 

10, 

c^ 

CO 

«-4 

From  Front  st.  to  Water  st. 

7th  ave. 

10, 

i8gt 

From  42d  st.  to  44th  st. 

15th  st 

10, 

1891 

From  5th  ave.  to  Broadway. 

46th  st 

. June 

19. 

1891 

From  6th  ave.  .0  7th  ave. 

3d  ave 

19, 

i8gi 

From  42d  st.  to  43d  st. 

Burling  Slip.. 

. June 

22, 

1891 

. . . . 

From  Pearl  st.  to  Water  st. 

Water  st 

22, 

i8gi 

From  Burling  Slip  to  Maiden  Lane. 

New. 

Madison  ave.  . 

From  59th  st.  to  60th  st  , (under 

Church  st 

sidewalk  or  otherwise,  subject  to 
decision  of  Commissioner  of 
Public  Works.) 

From  Chambers  st.  to  Warren  st. 

Subsidiaries  and  Connections. 


First  Second 

Street.  Application.  Application. 

Pearl  st April  3,  i8gi  

City  Hall  pi...  April  6,  1891  June  10,  1891 

Mott  St  April  6,  1891  June  10,  iSgt 

43d  St June  19,  1891  

14th  St.  June  19,  11891  

Elm  St June  19,  1891  

West  41st  St July  8,  i89t  

Centre  st July  8,  1891  

West  37th  st...  July  16,  1891  

East  62d  st July  16,  1891  

Jacob  st July  16,  1891  

Burling  Slip...  July  16,  1891  


September  29,  1891. 


Park  Row,  running  east  80  feet  to  No. 
460  (block.  450  feet). 

Pearl  st.,  running  west  152  feet  to  Nos. 
36  and  38  (block.  350  feet) 

Canal  st  . running  south  600  feet  to  Nos. 
62  and  64,  and  to  No.  42  (blocks.  425 
and  230  feet). 

Third  ave  , running  west  350  feet  to  St. 
Agnes’  Church  (block,  460  feet). 

8th  ave.,  running  west  450  feet  to  Saint 
Bernardos  Church  (block,  840  feet). 

Pearl  st.,  running  north  150  feet  to  No. 
43  (block,  180  feet). 

Broadway,  running  east  150  feet  to  No. 
14  f (block,  400  feet). 

Grand  st.,  running  south  150  feet  to  No. 
215  (block,  330  feet). 

6th  ave  , running  west  x to  feet  to  No.  106 
(block,  265  feet). 

Madison  ave  . running  west  50  feet  to 
No.  24  (block,  470  teet). 

Ferry  st.,  running  north  100  feet  to  No.  6 
(block,  320  feet). 

Front  st,  running  east  too  feet  to  No.  33 
(block,  250  feet). 


October  8,  1891.] 
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First  Second 

Street.  Application.  Application. 

Water  st July  16,  i8gi  

Front  St July  16,  1891  

Hague  St July  22,  1891  

Water  st July  22,  1891  

i8th  St ...  Aug.  28,  1891  

Church  st Aug.  28,  1891  


West  43d  st....  Sept,  i,  1891  

Great  Jones  st  . June  19,  1891  

East  22d  st June  19,  1891  

Park  ave Feb.  27,  1891  June  10,  1891 

New. 

South  st  

Coenties  slip 

Waverley  pi 

East  55th  st 

East  66th  st 

West  52d  st 

East  i6th  st 

52d  st 

Rose  st 

West  55th  st 


Peck  Slip,  running  north  too  feet  to  No- 
262  (block,  335  feet). 

Old  Slip,  running  south  200  feet  to  No.  53 
(block,  215  feet). 

Pearl  st.,  running  west  100  feet  to  Nos.  5 
and  7 (block,  215  feet). 

Maiden  Lane,  running  south  135  leet  to 
No.  141  (block,  346  feet). 

Broadway,  running  east  100  feet  (block, 
430  feet). 

Fulton  st.,  running  south  60  feet  to  No. 
48  (block,  176  feet). 

8th  ave.,  running  west  300  feet  to  No.  321 
(block,  840  feet). 

Broadway,  running  east  to  No.  3,  200  feet 
(block,  300  feet). 

Main  extended  east  250  feet  to  No.  10 
Lexington  ave.,  (block,  425  feet). 

39th  st  , running  north  150  feet  to  No.  92 
(block,  250  feet,  under  sidewalk  or 
otherwise,  subject  to  decision  of  Com- 
missioner of  Public  Works). 

Peck  Slip,  running  north  100  leet  to  No. 
356  (block,  250  feet). 

Pearl  st.,  running  south  80  feet  to  No.  4 
(block,  150  feet). 

Greene  st  , running  west  125  feet  to 
University  of  the  City  of  New  York 
(block,  200  feet).  - 

Mad3Son  ave.,  running  west  190  feet  to 
No.  12  (block,  465  feet). 

Madison  ave.,  running  west  175  feet  to 
No.  9 (block,  465  feet). 

6th  ave.,  running  west  115  feet  to  No.  102 
(block,  840  feet). 

4th  ave.,  running  east  200  feet  to  No.  108 
(block,  400  feet). 

Broadway,  running  east  75  feet  to  No. 
203  (block,  160  feet). 

Pearl  st.,  running  west  250  feet  to  Nos. 
2 and  4 Duane  st.,  (block,  300  feet). 

5th  ave.,  running  west  425  feet  to  No.  33 
(block,  925  feet). 


For  Telephone  and  Telegraph  Service. 

From  manhole  southeast  corner  of  Fourteenth  street  and  University  place  along 
University  place  south  to  No.  78  University  place,  about  250  feet. 

Also  an  application  from  the  Consolidated  Telegraph  and  Electrical  Subway  Com- 
pany for  a subsidiary  on  Sixth  avenue,  from  the  coimer  of  Fifty-eighth  street  south. 

Under  a resolution  of  the  Board,  passed  August  3,  the  customary  notice  was  sent 
to  companies  wishing  to  operate  wires  in  the  City  of  New  York,  asking  them  to  make 
known  their  requirements  for  subway  facilities  in  the  district  between  Eighth  street 
and  Canal  street,  the  Bowery,  Eighth  avenue.  Bank  and  Greenwich  streets. 
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Letters  were  received  only  from  the  following  companies,  which  are  herewith  sub- 
mitted : 

The  Mount  Morris  Electric  Light  Company, 

The  United  Electric  Light  and  Power  Company, 

The  Postal  Telegraph- Cable  Company,  and 
The  Edison  Electric  Illuminating  Company. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 

Western  Union  Telegraph  Company, 
Superintendent’s  Office,  No.  195  Broadway, 

New  York,  October  6,  1891. 

Board  of  Electrical  Control,  No.  1266  Broadway,  N.  Y. : 

Gentlemen; — ^The  Western  Union  Telegraph  Company  respectfully  makes  applica- 
tion for  the  construction  of  subsidiary  connection  from  the  manhole  on  the  southeast 
corner  of  Fourteenth  street  and  University  place  to  William  Moulds’,  No.  78  University 
place.  Estimated  length,  250  feet. 

Very  respectfully, 

W.  C.  HUMSTONE,  Superintendent. 

The  Consolidated  Telegraph  and  Electrical  Subway  Company, 
Office  of  Chief  Engineer,  No.  113  West  Thirty-eighth  Street, 

New  York,  September  19,  1891. 

Col.  H.  S.  Kearny,  Chief  Engineer,  Board  of  Electrical  Control,  No.  1266  Broadway, 
New  York,  N.  Y. : 

Dear  Sir:^ — I enclose  herewith  map  showing  subsidiary  connections  desired  by 
the  Harlem  Lighting  Company  from  the  manhole  at  the  east  intersection  of  Sixtn 
avenue  and  Fifty-eighth  street,  in  a southerly  direction,  into  Nos.  1017  and  1027  Sixth 
avenue.  This  map  is  forwarded  to  you  in  connection  with  an  application  made  to  your 
Board  by  the  Harlem  Company  for  the  authorization  of  the  construction  of  the  above 
connections. 

Very  truly,  yours, 

LEONARD  F.  BECKWITH,  Chief  Engineer. 

The  Mount  Morris  Electric  Light  Co., 
Corner  of  Vandam  and  Greenwich  Streets, 
New  York,  August  13,  1891. 

Col.  H.  S.  Kearny,  Engineer,  Board  of  Electrical  Control : 

• Dear  Sir: — We  beg  to  submit  you  herewith  a schedule  of  specifications  for  subways 
as  would  provide  for  present  aerial  lines,'  owned  or  controlled  by  us,  and  for  some  an- 
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ticipated  requirements  in  the  district  described  in  a resolution  of  the  Board  of  Electrial 
Control,  adopted  at  the  meeting  of  August  3,  1891.  Map  of  same  inclosed. 

South  side  of  Christopher  street,  from  east  side  of  Greenwich  street  to  south  side 
of  Greenwich  avenue. 

West  side  of  Bleecker  street,  from  south  side  of  Christopher  street  to  south  side 
of  Bank  street. 

South  side  of  Bleecker  street,  from  south  side  of  Christopher  street  to  east  side 
of  Greene  street. 

South  side  of  Bank  street,  from  west  side  of  Bleecker  street  to  west  side  of  Hudson 
street. 

West  side  of  Eighth  avenue,  from  west  side  of  Hudson  street  to  south  side  of 
Thirteenth  street. 

East  side  of  Hudson  street,  from  south  side  of  Christopher  street  to  north  side 
of  Morton  street. 

East  side  of  Greene  street,  from  Eighth  street  to  opposite  No.  .203  Greene  street. 
East  side  of  Greene  street,  from  south  side  of  Bleecker  street  to  north  side  of 
Broome  street. 

East  side  of  Greene  street,  from  north  side  of  Canal  street  to  opposite  No.  51 

Greene  street.  \ 

West  side  of  South  Fifth  avenue,  from  north  side  of  Canal  street  to  south  side 

of  West  Fourth  street. 

From  north  side  of  Hudson  street,  from  east  side  of  Greenwich  street  to  Hancock 
street. 

One  distributing  duct  in  each  street. 

Yours,  very  respectfully, 

THE  MOUNT  MORRIS  ELECTRIC  LIGHT  CO., 

EDWARD  MAY,  President. 

New  York,  August  14,  1891. 

Col.  H.  S.  Kearny,  Engineer,  Board  of  Electrical  Control : 

Dear  Sir:— We  herewith  submit  a statement  of  such  specifications  for  subway 
facilities  as  would  provide  for  the  aerial  lines  in  which  we  are  interested  within  the 
district  described  in  a resolution  of  the  Board  of  Electrical  Control  adopted  at  a meet- 
ing held  August  3,  1891,  and  also  provide  for  anticipated  requirements  on  Sixth  ave- 
nue in  advance  of  the  repaving,  and  which  is  a portion  of  those  before  mentioned  but 
not  yet  constructed.  All  former  correspondence  as  to  Sixth  avenue  is  hereby  amended 
so  as  to  include  only  that  portion  as  above  mentioned. 

One  Duct  in  each  Street. 

Bond  street,  from  Bowery  to  Broadway,  south  side. 

Broome  street,  from  Elizabeth  street  tO'  Centre  street,  south  side. 

Grand  street,  from  Broadway  to  Sullivan  street,  south  side. 

Sullivan  street,  from  Grand  street  to  Canal  street,  east  side. 

Spring  street,  from  Broadway  to  Elizabeth  street,  south  side. 

Waverley  place,  from  Broadway  to  Sixth  avenue,  south  side. 

Centre  street,  from  Canal  street  to  Broome  street,  east  side. 

TJniversity  place,  from  Waverley  place  to  Clinton  place,  east  side. 
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Fifth  avenue,  from  Waverley  place  to  Clinton  place,  east  side. 

Sixth  avenue,  from  Waverley  place  to  Twelfth  street,  west  side. 

Very  truly  yours, 

UNITED  ELECTRIC  LIGHT  & POWER  CO., 

WM.  H.  BROWNE,  General  Manager. 

August  ii,  1891. 

Board  of  Electrical  Control,  No.  1266  Broadway: 

Gentlemen  : — The  Postal  Telegraph  Cable  Company  does  not  require  any  subway 
work  for  the  accommodations  of  its  wires  in  the  district  designated  by  your  circular 
letter  of  August  4. 

Very  respectfully, 

' J.  H.  EMERICK,  General  Superintendent. 

The  Edison  Electric  Illuminating  Co.  of  New  York, 

New  York,  August  13,  1891. 

Board  of  Electrical  Control,  Theodore  Moss,  Esq.,  Secretary,  No.  1266  Broadway,  New 
York  City: 

Gentlemen  :— In  response  to  the  resolution  of  your  Board  calling  for  the  require- 
ments of  the  several  companies  in  the  district  from  Chambers  street  to  Eighth  street,  I 
beg  to  say  that  our  company  has  planned  to  complete  as  much  of  its  work  as  possible 
in  the  portion  between  Broadway,  Chambers  street.  West  Broadway  and  Canal  street, 
during  the  present  season,  according  to  permits  already  granted,  or  applications  pend- 
ing before  your  Board,  and  had  intended  to  defer  until  next  season  the  development 
of  its  system  north  of  Canal  street,  with  the  exception  of  Broadway  and  other  streets 
where  repaving  is  to  be  completed  during  the  present  season.  This  company,  however, 
will  be  ready  to  co-operate  in  any  plan  your  Board  may  make  for  the  extension  of  the 
underground  electric  system  in  that  district. 

Respectfully,  yours, 

R.  R.  BOWKER,  First  Vice-President, 

/ 

The  Board,  after  consideration  and  discussion  of  the  report,  on  motion  of  Mayor 
Grant,  adopted  the  following  resolutions : 

Resolved,  That  the  Engineer’s  report  of  this  date,  recommending  new  subway  con- 
struction, be  received  and  placed  on  file. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  authorized,  em- 
powered and  directed  to  construct  subways  and  subsidiaries,  as  follows : 

For  the  Edison  Electric  Illuminating  Company  of  New  York. 

Subways  in — 

Walker  street,  both  sides,  from  Broadway  to  West  Broadway. 

Mail  street,  south  side,  from  Park  Row  to  Broadway. 


October  8,  1891.] 


1168 


Centre  street,  west  side,  from  Park  Row  to  Duane  street. 

Twenty-sixth  street,  north  side,  Broadway  to  Sixth  avenue. 

Water  street,  east  side,  from  Old  Slip  to  Wall  street. 

Old  Slip,  north  side,  from  Front  to  Water  street. 

Seventh  avenue,  west  side,  from  Forty-second  to  Forty-fourth  street. 

Fifteenth  street,  south  side,  from  Fifth  avenue  to  Broadway. 

Forty-sixth  street,  south  side,  from  Sixth  to  Seventh  avenue.  , 

Third  avenue,  west  side,  from  Forty-second  to  Forty- third  street. 

Burling  Slip,  north  side.  Pearl  to  Water  street. 

Water  street,  east  side.  Burling  Slip  to  Maiden  lane. 

Madison  avenue,  east  side,  from  Fifty-ninth  to  Sixtieth  street  (under  sidewalk 
or  otherwise,  subject  to  decision  of  Commissioner  of  Public  Works). 

Church  street,  west  side,  from  Chambers  to  Warren  street. 

Subsidiaries  in — 

Pearl  street,  from  Park  Row  east  to  No.  460. 

City  Hall  Place,  from  Pearl  street  west  to  Nos.  36  and  38. 

Mott  street,  from  Canal  street  south  to  Nos.  62  and  64  and  to  No.  42. 

Forty-third  street,  from  Third  avenue  west  to  St.  Agnes’  Church. 

Fourteenth  street,  from  Eighth  avenue  west  to  St.  Bernard’s  Church. 

Elm  street,  from  Pearl  street  north  to  No.  43. 

West  Forty-first  street,  from  Broadway  east  to  No.  141. 

Centre  street,  from  Grand  street  south  to  No.  215. 

West  Thirty-seventh  street,  from  Sixth  avenue  west  to  No.  106. 

East  Sixty-second  street,  from  Madison  avenue  west  to  No.  24. 

Jacob  street,  from  Ferry  street  north  to  No.  6. 

Burling  Slip,  from  Front  street  east  to  No.  33. 

Water  street,  from  Peck  Slip  north  to  No.  262. 

Front  street,  from  Old  Slip  south  to  No.  53. 

Hague  street,  from  Pearl  street  west  to  Nos.  5 and  7. 

Water  street,  from  Maiden  lane  south  to  No.  141.  '' 

Eighteenth  street,  from  Broadway  east  one  hundred  feet. 

Church  street,  from  Fulton  street  south  to  No.  48. 

West  Forty-third  street,  from  Eighth  avenue  west  to  No.  321. 

Great  Jones  street,  from  Broadway  east  to  No.  3. 

East  Twenty-second  street,  main  extended  east  two  hundred  and  fifty  feet  to  No. 
10  Lexington  avenue. 

Park  avenue,  from  Thirty-ninth  street  north  to  No.  92  (under  sidewalk  or  other- 
. wise,  subject  to  decision  of  Commissioner  of  Public  Works). 

South  street,  from  Peck  Slip  north  to  No.  156. 

Coenties  Slip,  from  Pearl  street  south  to  No.  4. 

Waverley  place,  from  Greene  street  west  to  University  of  the  City  of  New  York. 
East  Fifty-fifth  street,  from  Madison  avenue  west  to  No.  12. 

East  Sixty-sixth  street,  from  Madison  avenue  west  to  No.  9. 
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West  Fifty-second  street,  from  Sixth  avenue  west  to  No.  102. 

East  Sixteenth  street,  from  Fourth  avenue  east  to  No.  108. 

Fifty-second  street,  from  Broadway  east  to  No.  203. 

Rose  street,  from  Pearl  street  west  to  Nos.  2 and  4 Duane  street. 

West  Fifty-fifth  street,  from  Fifth  avenue  west  to  No.  33. 

For  Telephone  and  Telegraph  Service. 

Subsidiary  from — 

Manhole  southeast  corner  Fourteenth  street  and  University  place,  along  University 
place  south  to  No.  78  University  place,  with  the  understanding  that  the  street 
is  not  to  be  opened  at  any  time  while  Broadway  is  open. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
authorized,  empowered  and  directed  to  construct  a subsidiary  on  Sixth  avenue  from  the 
corner  of  Fifty-eighth  street  south. 

The  Expert  reported  favorably  on  applications  of  the  Metropoltian  Telephone  and 
Telegraph  Company  for  overhead  connections  for  telephones  in  localities  where  there 
are  no  subways,  and  the  Board,  on  motion  of  Mayor  Grant,  directed  that  the  Secretary 
issue  permits  therefor.  , 

An  application  of  the  Harlem  Bridge,  Fordham  and  Morrisania  Railroad  Com- 
pany, dated  October  6,  1891,  to  erect  poles  and  string  four  wires  on  West  Farms  road, 
between  Boston  road  and  Main  street,  and  on  Main  street,  from  West  Farms  road 
to  Westchester  avenue,  for  the  purpose  of  connecting  its  power  house  on  said  West 
Farms  road  with  its  system  of  trolley  wires  authorized  by  permit  granted  on  the  23d 
day  of  January,  1891,  was  granted. 

Judge  Kelly,  of  the  East  River  Electric  Light  Company,  complained  to  the  Board 
of  the  rule  compelling  the  company  to  pay  a year’s  rental  in  advance. 

Mayor  Grant  requested  that  representatives  of  the  other  electric  light  companies, 
if  they  have  any  complaint  of  a similar  character  to  make,  be  ready  to  make  it  at  the 
next  meeting  of  the  Board. 

The  Expert  made  the  following  report : 

New  York,  October  8,  1891. 

Hon.  Hugh  J.  Grant,  Mayor,  and  President  of  the  Board  of  Electrical  Control : 

Sir  : — Referring  to  the  streets  mentioned  in  the  Aldermanic  resolution  of  October 
6.  I have  to  report  that  the  electric  light  wires  for  Avenue  B have  been  removed. 
There  is  an  electric  light  line  on  Avenue  A and  also  on  First  avenue  from  which  city 
lights  could  be  furnished. 

There  is  no  subway  in  either  of  these  streets,  which  are  both  outside  of  the  pro- 
scribed districts. 

Very  respectfully, 

S.  S.  WHEELER,  Electrical  Expert. 
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Mayor  Grant:  I wish  that  matter  in  relation  to  the  streets  reported  on  by  the 
Expert  to  be  referred  to  the  Engineer  of  the  Board,  for  the  purpose,  if  possible,  of 
building  subways  in  the  streets  therein  indicated,  namely: 

First  avenue,  from  Fourteenth  street  to  Fifty-ninth  street. 

Avenue  A,  from  Houston  street  to  Twenty-fourth  street. 

Avenue  B,  from  Tenth  street  to  Twentieth  street, 

— and  that  the  Engineer  report  at  the  next  meeting  of  this  Board  for  the  building  of 
electric  light  subways  in  those  streets. 

I 

The  Board  hereupon  adjourned  sine  die. 


Approved  Nov.  loth,  1891. 


Mayor. 

Commissioners. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of 
the  Mayor,  in  the  City  of  New  York,  on  Tuesday,  November  10,  1891,  at  ii 
o'clock  A.  M. 

Present:  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess, 
Theodore  Moss,  Walton  Storm. 


The  minutes  of  the  last  meeting  were  read  and  approved. 


The  Expert's  reports,  as  follows,  were  directed  to  be  placed  on  file  and 
spread  on  the  minutes: 


New  York,  November  6,  1891. 


Honorable  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — I have  to  report  that  the  following  companies  have  wires  on  house- 
tops in  the  first  proscribed  district,  and  that  they  have  no  permits  for  the  same. 

Their  wires  run  from  the  various  offices  given  in  the  lists. 

Very  respectfully, 

S.  S.  WHEELER,  Electrical  Expert. 

List  of  Housetop  Wires  in  First  Proscribed  District. 

Kiernan  News  Company,  No.  195  Broadway,  have  wires  under  all  elevated  rail- 
roads, on  housetops,  and  on  poles.  Wires  enter  stores,  etc. 

Gold  and  Stock  Telegraph  Company,  No.  195  Broadway,  have  wires  the  same 
as  Kiernan  News  Company. 

Stock  Quotation  Telegraph  Company,  No.  51  Cedar  street,  has  wires  the  same 
as  Gold  and  Stock  Telegraph  Company  and  Kiernan  News  Company. 

Pearce  & Jones,  Nos.  77  and  79  John  street,  wires  go  from  schools,  theatres, 
banks,  etc.,  and  are  connected  with  Fire  and  Police  Departments. 


[November  io,  1891. 


1171 

Sutherland  Telephone  Company,  No.  39  Broadway,  is  an  acoustic  telephone 
company,  which  erects  private  lines. 

Holmes’  Electric  Protective  and  Burglar  Alarm  Company,  Fourteenth  street 
and  University  place.  No.  518  Broadway  and  No.  194  Broadway,  has  wires  over 
housetops  from  Fourteenth  street  and  University  place. 

Automatic  Fire  Alarm  and  Extinguisher  Company,  No.  413  Broadway,  has 
wires  that  cover  about  the  same  ground  as  the  Holmes.  This  company  own  the 
f Watkins  Fire  Alarm  Company. 

American  Private  Telephone  Company,  No./ 40  Broadway,  is  an  acoustic  tele- 
phone company,  which  erects  private  wires. 

American  District  Telegraph  Company,  No.  195  Broadway,  has  wires  running 
from  the  following  offices,  viz.;  Gansevoort  Market,  No.  no  West  Fourteenth 
street.  No.  854  Broadway,  No.  70  Eighth  avenue.  No.  344  Third  avenue,  No.  8 West 
Twenty-third  street.  No.  270  West  Twenty-third  street,  No.  1140  Broadway,  No. 
1227  Broadway,  No.  270  West  Thirty-fourth  street.  No.  401  Fifth  avenue.  No.  666 
Sixth  avenue.  Grand  Central  Depot,  No.  821  Sixth  avenue.  No.  539  Fifth  avenue. 
Forty-seventh  street  and  Third  avenue.  No.  990  Sixth  avenue.  No.  985  Eighth 
avenue. 

Mutual  District  Messenger  Company,  No.  458  Broadway,  has  wires  from  the 
following  offices,  viz.:  No.  ii  University  place.  No.  843  Broadway,  No.  954  Broad- 
way, No.  202  Fifth  avenue.  No.  275  West  Twenty-third  street,  No.  1209  Broadway, 
No.  397  Fifth  avenue.  No.  812  Sixth  avenue.  No.  988  Sixth  avenue.  No.  673  Madison 
avenue. 

Postal  Telegraph-Cable  Company,  No.  i Broadway,  has  wires  on  housetops 
from  the  following  offices,  viz.:  Hoffman  House,  No.  714  Seventh  avenue.  Hotel 
Metropole,  No.  303  Third  avenue.  No.  154  East  Fif'-y-fourth  street.  No.  85  East 
Thirteenth  street.  No.  1181  Broadway,  No.  4 East  Forty-second  street. 

East  River  Efectric  Light  Company,  Twenty-fourth  street  and  East  River,  has 
wires  on  houstops  at  the  following  places,  viz.:  No.  210  East  Twenty-fourth  street 
to  No.  327  Third  avenue,  northwest  corner  Twenty-fourth  street  and  Third  avenue 
to  No.  336  Third  avenue.  Nos.  135,  137,  127  Third  avenue,  southwest  corner  Four- 
teenth street  to  Union  Square  Theatre. 

New  York,  November  6,  1891. 

Honorable  Commissioners  of  the  Board  of  Electrical  Control; 

Gentlemen: — have  to  report  that  all  applications  of  the  Western  Union  Tele- 
graph Company  for  time-service  connections,  presented  to  date,  that  come  within 
the  limit  of  150  feet,  allowed  by  the  Board,  have  been  granted,  except  a few  that 
would  cross  principal  streets. 

Of  those  rejected,  the  following  are  over  the  limit  and  are  in  localities  where 
there  are  subways: 

James  street  and  New  Bowery,  requiring  200  feet  of  wire. 

Twenty-second  street  and  Fifth  avenue,  requiring  200  feet  of  wire. 

Thirty-second  street  and  Broadway,  requiring  600  feet  of  wire. 

Fifty-ninth  street  and  Broadway,  requiring  300  feet  of  wire. 

No.  813  Broadway,  requiring  180  feet  of  wire. 

Forty-second  street  and  Fifth  avenue,  requiring  250  feet  of  wire. 

The  following  are  over  the  limit,  but  in  places  where  there  are  no  subways 
for  this  service : 


/ 
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No.  S3  West  One  Hundred  and  T^venty-fifth  street,  requiring  1,200  feet  of 
wire. 

No.  7 Laight  street,  requiring  200  feet  of  wire. 

Dey  and  Washington  streets,  requiring  600  feet  of  wire. 

No.  510  West  Twenty-third  street,  requiring  200  feet  of  wire. 

No.  378  Canal  street,  requiring  200  feet  of  wire. 

No.  238  West  One  Hundred  and  Sixteenth  street,  requiring  1,200  feet  of  wire. 
Liberty  street  and  North  River,  requiring  160  feet  of  wire. 

No.  31  West  street,  requiring  160  feet  of  wire. 

No.  60  West  street,  requiring  160  feet  of  wire. 

And  the  following  have  been  rejected,  because  they  would  permit  wires  to  be 
strung  across  important  streets:  ^ 

Across  street  from 
No.  582  Grand  street. 

No,  291  Lexington  avenue. 

No.  972  Eighth  avenue. 

No.  1784  Broadway. 

Very  respectfully, 

S.  S.  WHEELER,  Electrical  Expert. 

The  Engineer  made  the  following  report: 

New  York,  November  6,  1891 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control; 

Gentlemen  : — Herewith  I submit  the  original  letters  of  the  Empire  City  Subway 
Company  (Limited),  requesting  the  Board  to  authorize  the  construction  of  certain 
subways-  and  subsidiaries,  and  I recommend  that  they  be  granted: 

Eor  Telephone  and  Telegraph  Service. 

On  Columbus  avenue,  from  Fifty-eighth  to  Eighty-sixth  street,  and 
In  Eighty-second  street,  from  Columbus  avenue  to  Amsterdam  avenue. 

This  work  seems  imperative  to  relieve  two  pole  lines  on  Amsterdam  avenue, 
one  the  property  of  the  Fire  Department,  the  other  that  of  the  Metropolitan  Tele- 
phone and  Telegraph  Company;  also  in  Houston  street,  from  Greene  street  to 
Broadway,  to  connect  existing  subways. 

For  Edison  Electric  Illuminating  Company  of  New  York. 

Subway  in  Ninety-third  street,  from  near  Second  to  Fourth  avenue. 

Subway  in  Moore  street,  100  feet. 

Subway  in  Cuyler’s  alley,  200  feet. 

■ Subway  in  West  Thirty-seventh  street,  100  feet. 

Subway  in  Fifty-eighth  street,  from  Madison  avenue,  150  feet. 

Subway  in  Franklin  street,  from  West  Broadway,  less  than  100  feet. 

Subway  in  South  street,  from  No.  156,  150  feet. 

Subway  from  No.  320  West  Forty-third  street,  extending  west  150  feet. 

As  per  map  attached. 

I have  also  to  recommend  that  you  authorize  the  Consolidated  Telegraph  and 
Electrical  Subway  Company  to  construct  a subway  for  electric  light  service  in 
University  place,  from  Eighth  street  south  to  and  across  Waverley  place,  and 
Thirty-first  street,  from  Third  avenue  to  No.  152  East  Thirty-first  street. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 
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The  Board,  after  consideration  of  the  report,  on  motion  of  Mayor  Grant, 
adopted  the  following  resolutions: 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  authorized, 
empowered  and  directed  to  construct  subways  in  the  following  streets  and  avenues: 

For  Telephone  and  Telegraph  Service. 

Columbus  avenue,  from  Fifty-eighth  to  Eighty-sixth  street. 

Eighty-second  street,  from  Columbus  avenue  to  Amsterdam  avenue. 

Houston  street,  from  Greene  street  to  Broadway. 

For  Edison  Electric  Illuminating  Company  of  New  York. 

The  number  of  ducts  to  be  in  the  discretion  of  the  Engineer  of  the  Board,  and 
to  be  sufficient  to  accommodate  the  Fire  and  Police  Departments. 

Ninety-third  street,  from  near  Second  avenue  to  Fourth  avenue. 

Moore  street. 

Cuyler’s  alley. 

West  Thirty-seventh  street. 

Fifty-eighth  street,  from  Madison  avenue. 

Franklin  street,  from  West  Broadway. 

South  street,  from  No.  156. 

From  No.  320  West  Forty-third  street,  extending  west  one  nundred  and  nity 
feet — as  per  map  on  file  in  the  office  of  the  Board. 

The  number  of  ducts  to  be  in  the  discretion  of  the  Engineer  of  the  Board. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  authorized,  empowered  and  directed  to  construct  subways  for  electric  light  and 
power  service  in  the  following  streets,  to  wit: 

University  place,  from  Eighth  street  to  and  across  Waverley  place. 

Thirty-first  street,  from  Third  avenue  to  No.  132  East  Thirty-first  street. 

As  per  map  on  file  in  the  office  of  the  Board,  the  number  of  ducts  to  be  in  the 
discretion  of  the  Engineer  of  the  Board. 

Commissioner  Storm  submitted  a report  as  follows: 

New  York,  November  7,  1891. 

Hon.  Hugh  J.  Grant,  Mayor,  and  President  Board  of  Electrical  Control : 

Sir: — I have  the  honor  to  report  that  on  August  4,  1891,  Frederick  Valk  and 
Peter  J.  Boyd  were  arrested  on  complaint  of  one  of  our  inspectors,  charged  with 
stringing  a telephone  wire  without  having  obtained  a permit  from  this  Board. 

After  numberless  delays,  the  men  were  finally  tried  on  November  5,  in  the 
Court  of  Special  Sessions,  found  guilty,  and  fined  $S  each. 

The  defense  was  that  the  Pulsion  Telephone  Company,  whose  employees 
these  men  were,  had  a system  of  telephonic  communication  which  did  not  in  any 
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way  use  electricity,  and  that,  therefore,  this  Board  had  no  control.  The  defense 
was  disregarded  by  the  Court,  and  a conviction  secured  as  above  stated. 

The  importance  of  this  conviction  is  not  so  much  in  the  fact  that  this 
Board,  it  has  been  decided,  had  control  over  all  overhead  wires,  but  that  this 
was  merely  a housetop  wire,  which  was  being  strung  from  one  housetop  to 
another  across  a street.  The  decision  is  therefore  one  which  will  enable  us  to 
proceed  against  all  companies  crossing  the  streets  of  New  York  with  any  kind 
of  wire  without  a permit  of  this  Board.  This  will  especially  apply  to  the  district 
messenger  companies  of  New  York  City,  which  have  heretofore  disregarded  the 
authority  of  this  Board. 

All  of  which  is  respectfully  submitted, 

WALTON  STORM. 

Which  was  ordered  to  be  placed  on  file  and  spread  on  the  minutes. 


Mayor  Grant  moving: 

Resolved,  That  the  matter  of  placing  the  District  Messenger  Service  wires 
in  the  subways  already  constructed  be  referred  to  Commissioner  Storm,  with  direc- 
tion to  report  at  the  next  meeting  of  the  Board  what,  if  any,  objection  there  is  to 
their  immediate  placing  in  those  subways,  in  accordance  with  the  ninety  days’ 
notice  already  given  and  expired. 

Which  was  unanimously  adopted. 

The  Expert  submitted  the  following  communication  from  the  Police  De- 
partment: 

Police  Department  of  the  City  of  New  York, 

No.  300  Mulberry  Street, 

New  York,  November  6,  1891. 

To  the  Honorable  Board  of  Police  Commissioners: 

Gentlemen  : — In  reply  to  your  two  favors  of  the  30th  ultimo,  relative  to  removal 
of  wires  from  Fire  Department  poles  on  certain  streets,  I transmit  herewith  copy 
of  report  of  the  Superintendent  of  Telegraph  thereon. 

Very  respectfully, 

W.  H.  KIPP,  Chief  Clerk. 

Office  of  the 

Superintendent  of  Police  Telegraph  of  the  City  of  New  York, 

New  York,  November  S,  1891. 

To  the  Honorable  Board  of  Police  Commissioners : 

Gentlemen  : — In  relation  to  the  communications  from  the  Board  of  Electrical 
Control  to  the  President  of  the  Board  of  Police,  dated  October  30,  1891,  I respect- 
fully report  as  follows: 
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On  the  line  of  poles  bn  Seventh  avenue,  between  Thirty-second  street  and 
Forty-second  street,  this  Department  has  four  wires,  and  in  Thirtieth  street,  be- 
tween Sixth  and  Seventh  avenues,  six  wires.  These  wires  cannot  be  removed,  as 
it  would  be  impossible  to  get  permission  to  put  fixtures  on  the  houses  that  would 
carry  this  number  of  wires.  In  Twentieth  and  Thirty-seventh  streets,  between 
Sixth  and  Seventh  avenues,  there  are  but  a few  wires  and  for  only  a short  distance. 
I think  I will  have  no  trouble  in  getting  permission  to  place  these  on  housetops. 

The  Police  Department  has  wires  on  the  poles  in  Canal,  Franklin,  Reade  and 
Hudson  streets,  as  described.  During  the  past  few  years  I have  transferred  a 
great  many  wires  in  this  district,  wherever  it  was  possible,  but  the  wires  in  ques- 
tion cannot  be  transferred  until  they  can  be  provided 'for  in  the  subways,  for  the 
reason  that  there  is  no  place  to  put  them  other  than  on  housetops,  and  I would 
not  recommend  such  transfer,  as  the  houses  in  this  vicinity  are  mostly  all  used  for 
business  purposes  and  close  early  in  the  evening,  particularly  on  Saturdays,  and 
are  also  closed  on  Sundays  altogether.  In, case  of  trouble  it  would  be  impossible 
to  reach  them  to  make  repairs.  Very  respectfully, 

JAMES  CROWLEY,  Superintendent. 

—and  stated  that  the  reason  the  Fire  and  Police  Departments  did  not  put  their 
wires  underground  was  lack  of  money  for  that  purpose. 

Mayor  Grant:  I would  like  you  to  give  me  a list  of  all  Fire  Department  and 
Police  Department  lines  that  can  be  put  in  subways,  with  the  length  of  them 
and  just  where  they  are  located,  so  that  I can  make  a statement  for  the  Board 
of  Apportionment  meeting  and  secure  an  appropriation  for  that  purpose. 

The  following  report  of  the  Expert  was  read: 

New  York,  November  6,  1891. 

To  the  Honorable  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — I have  to  report  that  the  following  poles  and  wires  are  up  in  streets 
in  which  subways  have  been  completed  and  ninety  days’  notice  has  been  given  and 
expired: 

United  States  Company. 

Canal  street,  from  Washington  to  Greenwich  street. 

Church  street,  from  Chambers  to  Walker  street. 

Chambers  street,  from  West  to  Greenwich  street. 

Washington  street,  from  Chambers  to  Canal  street. 

Beekman  street,  from  William  to  Pearl  street,  and  from  Nassau  street  to 
Park  row. 

Liberty  street,  from  West  street  to  Broadway. 

Grand  street,  from  Marion  street  to  Bowery. 

(Notices  for  above  were  dated  July  21,  1891.) 

Liberty  street,  from  Broadway  to  William  street. 

Fulton  street,  from  Liberty  to  Pearl  street. 

Desbrosses  street,  from  West  Greenwich  street. 

(Notices  for  above  were  dated  August  7,  1891.) 
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East  River  Company. 

Bowery,  from  Canal  to  Sixth  street. 

(Notice  for  above  dated  July  21,  1891.) 

Mount  Morris  Company. 

Reade  street,  between  West  and  Washington,  one  pole. 

(Notice  for  above  dated  July  21,  1891.) 

Western  Union  Company. 

One  Hundred  and  Twenty-ninth  street,  from  Third  to  Fourth  avenue,  with 
fire  wires. 

(Notice  for  above  dated  July  21,  1891.)  - 

Metropolitan  Telephone  and  Telegraph  Company. 

West  Fourth  street,  from  Sixth  avenue  to  Christopher  street,  with  fire  wires. 

(Notice  for  above  dated  August  y,  1891.) 

Very  respectfully, 

' S.  S.  WHEELER,  Electrical  Expert 

Whereupon,  the  following  resolution  was  offered  and  unanimously  adopted: 

Resolved,  That  the  Mayor  be  requested  to  order  the  removal,  by  the  Com- 
missioner of  Public  Works,  of  the  following  poles  and  overhead  wires,  the  ninety 
days’  notice  required  by  law  having  expired  without  their  being  removed  by  the 
owners  or  operators  thereof,  to  wit: 

1.  All  the  poles  and  wires  of  the  Electric-light  Companies  in  the  following 
streets : 

Canal  street,  from  Washington  to  Greenwich  street. 

* Church  street,  from  Chambers  to  Walker  street. 

Chambers  street,  from  West  to  Greenwich  street. 

Washington  street,  from  Chambers  to  Canal  street. 

Beekman  street,  from  William  to  Pearl  street,  and  from  Nassau  street  to 
Park  row. 

Liberty  street,  from  Broadway  to  William  street. 

Liberty  street,  from  West  street  to  Broadway. 

Grand  street,  from  Marion  street  to  Bowery. 

Fulton  street,  from  William  to  Pearl  street. 

Desbrosses  street,  from  West  to  Greenwich  street. 

Bowery,  from  Canal  to  Sixth  street. 

Reade  street,  from  West  to  Washington  street. 

2.  All  the  poles  and  wires  of  the  Telephone  and  Telegraph  Companies  in  the 
following  streets: 

One  Hundred  and  Twenty-ninth  street,  from  Third  to  Fourth  avemte. 

West  Fourth  street,  from  Sixth  avenue  to  Christopher  street. 
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The  Expert  stated  to  the  Board  that  the  injunction  of  the  Electric  Power 
■Company  had  been  dissolved,  and  presented  a list  of  places  where  the  wires  of  the 
company  are  located. 

Mayor  Grant  requested  that  he  be  given  a copy  of  this  list,  in  order  that  he 
might  issue  another  order  for  the  removal  of  the  Company’s  wires. 

The  Board  considered  the  following  report: 

New  York,  November  9,  1891. 

To  the  Honorable  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen:— I have  to  report  that  the  city  electric  circuit,  of  the  Mount 
Morris  Electric  Light  Company  on  West  Eleventh  street,  between  West  street 
and  Thirteenth  avenue,  runs  under  a heavy  telephone  line  and  should  be  trans- 
ferred to  the  opposite  side  of  the  street,  which  at  this  point  is  the  river  front. 

I therefore  recommend  that  they  be  allowed  to  erect  one  carrying  pole  in  the 
bulkhead  opposite  the  first  lamp-post  in  this  block,  and  to  attach  one  carrying 
bracket  to  the  grain  elevator  opposite  the  lamp-post  at  the  other  end  of  the  block, 
provided  they  can  get  permission  from  the  property-owners,  and,  if  not,  to  erect 
another  carrying  pole  at  this  point.  ^ 

Very  respectfully, 

S.  S.  WHEELER,  Electrical  Expert. 


Which,  on  motion  of  Mayor  Grant,  was  laid  over. 

The  Engineer  made  the  following  report: 

New  York,  November  10,  1891. 

To  the  Honorable  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  :— On  October  13,  1891,  I addressed  a following  letter  to  all  the 
electric-light  companies  operating  poles  and  overhead  wires  in  the  City  of  New 

York: 

New  York,  October  13,  1891. 

Gentlemen  : — By  a resolution  of  the  Board  of  Electrical  Control,  passed  at 
a meeting  held  October  8,  I am  instructed  to  report  at  the  next  meeting  in  rela- 
tion to  subways  in 

Eirst  avenue,  from  Fourteenth  street  to  Fifty-ninth  street. 

Avenue  A,  from  Houston  street  to  Twenty-fourth  street. 

Avenue  B,  from  Tenth  street  to  Twentieth  street. 

Please  advise  me,  at  your  earliest  convenience,  as  to  your  requirements  for 
space  in  subways  in  the  above-named  streets  and  avenues,  or  in  any  other  locality 
where  you  may  require  subways,  so  that  I may  provide  accommodation  for  your 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer, 
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— and  have  received  only  one  reply — from  the  Manhattan  and  Harlem  Electric 
Light  Company — as  follows: 

New  York,  October  28,  1891. 

Henry  S.  Kearny,  Esq.,  Electrical  Engineer,  Board  of  Electrical  Control,  No.  1266 
Broadway,  City : 

Dear  Sir: — We  beg  to  acknowledge  receipt  of  your  communication  of  the  13th 
instant  with  reference  to  subway  facilities  required  on  First  avenue,  between  Four- 
teenth and  Fifty-ninth  streets;  Avenue  A,  between  Houston  and  Twenty-fourth 
streets,  and  Avenue  B,  between  Tenth  and  Twentieth  streets. 

As  we  have  quite  a number  of  wires  on  First  avenue,  between  Fourteenth 
and  Thirty-ninth  streets,  their  removal  to  underground  conduits  is  a very  im- 
portant nialter,  requiring  not  a little  electrical  engineering  and  much  considera- 
tion. We  have  the  subject  now  under  serious  advisement,  and  will  communicate 
with  you  again  with  regard  to  our  requirements  as  soon  as  we  shall  have  deter- 
inied  what  they  are  likely  to  be. 

Yours  very  truly, 

THE  MANHATTAN  ELECTRIC  LIGHT  COMPANY  (LIMITED). 

E.  A.  LESLIE,  Manager. 

P.  S. — Please  also  accept  this  as  an  acknowledgment  on  behalf  of  the  Harlem 
Lighting  Company. 

— which  would  indicate  that  none  of  the  companies  require  the  maintenance  of  the 
pole  line  on  First  avenue. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 

The  Board,  after  considering  the  report,  and  hearing  Mr.  Leslie,  of  the  Man- 
hattan and  Harlem  Companies,  on  motion  of  Mayor  Grant,  passed  the  following 
resolution: 

Resolved,  That  the  Engineer  of  the  Board  be  directed  to  report  at  the  next 
meeting  of  the  Board  any  good  reason  why  the  First  avenue  pole  line  should 
not  be  removed. 

The  Board  granted  the  following  applications,  reported  favorably  upon  by 
the  Expert: 

Applications  of  the  Metropolitan  Telephone  and  Telegraph  Company  for 
individual  telephone  connections  in  localities  where  there  are  no  subways. 

An  application  of  the  North  New  York  Electric  Lighting  Company  to  erect 
two  poles  and  run  two  circuits  to  make  connection  with  Southern  Boulevard  line 
to  the  New  York,  New  Haven  and  Hartford  station  on  Willis  avenue,  east  of 
Southern  Boulevard. 
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An  application  of  the  North  New  York  Lighting  Company  to  run  two  circuits 
on  Willis  avenue  from  Southern  Boulevard  to  One  Hundred  and  Fortieth  street 
on  east  side  on  existing  poles,  and  from  One  Hundred  and  Fortieth  street  to  One 
Hundred  and  Forty-eighth  street  on  west  side  on  existing  poles,  and  connect  same 
to  station. 

The  Board  considered  an  application  of  the  United  States  Illuminating  Com- 
pany, to  connect  with  M.  E.  Church  on  Seventh  avenue,  near  Fourteenth  street, 
from  city  lamp  on  southwest  corner  of  Fourteenth  street,  and,  on  motion  of 
Commissioner  Hess,  adopted  the  following  resolution: 

Resolved,  That  if  an  application  is  made  for  a subsidiary  to  the  M.  E.  Church 
on  Seventh  avenue,  near  Fourteenth  street,  and  it  is  approved  by  the  Engineer, 
that  the  Secretary  be  authori/ed  to  order  its  construction. 

Commissioner  Storm  moved  the  following  resolution: 

Resolved,  That  all  permits  heretofore  granted  to  any  company  to  string  wires 
or  to  make  repairs  to  poles  or  to  wires  that  are  not  already  acted  on  are 
hereby  revoked. 

Which  was  unanimously  adopted. 

The  Board  then  went  into  executive  session,  when  the  following  resolutions 
were  unanimously  adopted: 

Resolved,  Tnat  Arthur  W.  Guilbert  be  and  he  hereby  is  appointed  Messenger 
to  the  Board  at  a salary  of  nine  hundred  dollars  per  annum. 

Resolved,  That  the  salary  of  John  B.  Trainer,  Assistant  Secretary,  be  and 
hereby  is  fixed  at  the  sum  of  twenty-one  hundred  dollars,  beginning  November 
I,  189.x 

The  Board  hereupon  adjourned  sine  die. 

Approved  March  25,  1892. 

Mayor. 

Commissioners. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Friday,  March  25,  1892,  at  2 o’clock  P.  M. 

Present:  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess,  Theo- 
dore Moss,  Walton  Storm. 


The  minutes  of  the  last  meeting  were  read  and  approved. 

Mayor  Grant  offered  the  following  resolution: 

Resolved,  That  the  Engineer  ascertain  from  the  various  electrical  companies 
operating  wires  in  the  city  what  accommodations  are  required  for  their  service  in 
what  is  known  as  the  Third  Proscribed  District,  lying  between  Eighth  street  and 
Canal  street;  Eighth  avenue.  Bank  street,  Greenwich  street  and  Bowery;  and  make  a 
recommendation  to  this  Board  at  its  next  meeting;  and,  after  ascertaining  from  the 
Commissioner  or  Public  Works  what  streets  he  intends  paving  outside  of  the  Third 
Proscribed  District,  make  such  recommendations  as  will  insure  the  construction  of 

subways  in  those  streets  where  application  is  made  in  accordance  with  the  rules  of  the 
Board. 

Which  was  unanimously  adopted. 

The  Board,  after  favorable  report  by  the  Expert,  on  motion  of  Mayor  Grant, 
authorized  the  Secretary  to  issue  permits  to  the  Metropolitan  Telephone  and  Tele- 
graph Company  upon  its  pending  applications  for  individual  telephone  connections  in 
districts  where  there  are  no  subways. 

I 

The  Engineer  reported  as  follows: 

New  York,  March  25,  1892. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  :— I have^  to  report  the  completion  of  subways  since  my  last  report  of 
October  8,  in  the  following  streets,  to  wit: 

For  Electric  Light  and  Power  Service: — 

In  Eighty-sixth  street,  from  Third  avenue  to  the  East  River  Park. 

In  University  place,  from  Clinton  street  to  and  across  Waverley  place. 

In  Twenty-third  street,  from  Third  avenue  to  First  avenue. 

For  Telephone  and  Telegraph  Service: — 

In  Ninth  avenue,  from  Fifty-eighth  street  to  Eighty-sixth  street. 

In  Eighty-second  street,  from  Ninth  avenue  to  Tenth  avenue. 

In  Houston  street,  from  Broadway  to  Greene  street. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 
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Mayor  Grant:  Unless  there  be  some  objection  the  Engineer’s  report  will  be 
placed  on  file. 

Commissioner  Storm:  I move 

Resolved,  That  the  Secretary  be  directed  to  give  the  usual  ninety  days’  notice  to 
companies  owning  or  operating  electrical  conductors  in  the  streets  enumerated  in  the 
Engineer’s  report  of  this  date  as  having  subways  completed. 

Which  was  unanimously  adopted. 

Mayor  Grant  moved  the  following  resolution: 

Resolved,  That  the  Engineer  be  instructed  to  report  at  the  nfext  meeting  an  ad- 
ditional district,  to  be  known  as  the  Fourth  Proscribed  District,  and  suggest  such 
other  districts  as  may  come  after  that. 

Which  was  unanimously  adopted. 

Whereupon  the  Board  adjourned  sine  die. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Monday,  April  25,  1892,  at  12  o’clock  M. 

Present:  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess,  Theo- 
dore Moss,  Walton  Storm. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  Engineer  submitted  the  following  report: 

New  York,  April  25,  1892. 

To  the  Board  of  Electrical  Control: 

Gentlemen  : — On  March  28  I sent  to  all  the  companies  operating  electrical  con- 
ductors in  the  city  the  notice  of  the  resolution  of  the  Board,  as  follows: 

“Resolved,  That  the  Engineer  ascertain  from  the  various  electrical  companies 
operating  wires  in  the  city  what  accommodations  are  required  for  their  service  in 
what  is  known  as  the  Third  Proscribed  District,  lying  between  Eighth  street  and 
Canal  street.  Eighth  avenue.  Bank  street,  Greenwich  street  and  Bowery,  and  make  a 
recommendation  to  this  Board  at  its  next  meeting;  and,  after  ascertaining  from  the 
Commissioner  of  Public  Works  what  streets  he  intends  paving  outside  of  the  Third 
Proscribed  District,  make  such  recommendations  as  will  insure  the  construction  of 
subways  in  those  streets  where  application  is  made  in  accordance  with  the  rules  of  the 
Board.” 


— and  requested  an  early  reply. 
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I have  received  replies  from  Mount  Morris  Electric  Light  Company,  United 
States  Illuminating  Company,  United  Electric  Light  and  Power  Company,  Edison 
Electric  Illuminating  Company  and  Consolidated  Telegraph  and  Electrical  Subway 
Company,  all  of  which  is  herevdth  attached. 

And  I recommend  that  the  Board  authorize  the  construction  of  subways,  as  in- 
dicated in  the  various  requests,  excepting  any  street  that  was  paved  last  year. 

I have  also  received  from  the  Commissioner  of  Public  Works  a list  of  streets  that 
he  proposes  to  repave  during  the  season  of  1892,  and  am  advised  that  there  will  prob- 
ably be  another  list  to  follow  soon. 

As  most  of  the  streets  so  designated  are  outside  of  the  Third  Proscribed  District, 
I recommend  that  your  Board  authorize  the  two  Construction  Companies  to  provide 
subways  before  the  paving  begins  in  all  streets  wherever  application  is  made  imme- 
diately, and  in  accordance  with  the  rules  of  the  Board,  on  the  order  of  the  Engineer. 

I have  also  to  recommend  the  construction  of  subways  in  the  following  Streets 
and  avenues,  to  connect  existing  subways,  if  not  applied  for  by  any  electric  light 
company  previous  to  the  work  of  paving  for  this  year: 

Eighth  avenue,  from  Thirteenth  street  to  Greenwich  street. 

Third  street,  from  Broadway  to  University  place. 

Park  place,  from  Broadway  to  West  street. 

Battery  place,  from  Greenwich  street  to  West  street. 

Greenwich  street,  from  Morris  street  to  Battery  place. 

Very  respectfully,  yours, 

H.  S.  KEARNY. 

The  Mount  Morris  Electric  Light  Company, 

Corner  Vandam  and  Greenwich  Streets, 

New  York,  April  23,  1892. 

Coi.  H.  S.  Kearny,  Engineer,  Board  of  Electrical  Control,  No.  1266  Broadway,  City: 

Dear  Sir  In  pursuance  of  a resolution  passed  at  the  meeting  of  the  Board  of 
Electrical  Control  of  March  25,  1892,  and  as  transmitted  to  us  in  your  letter  of  March 
28,  1892,  we  beg  to  submit  you  herewith  a schedule  of  specifications  for  subways  as 
would  provide  for  our  present  aerial  lines,  owned  or  controlled  by  us.  In  the  dis- 
trict known  as  the  Third  Proscribed  Territory,  also  in  streets  to  be  repaved  this  sea- 
son, and  in  addition  a few  streets  not  yet  provided  with  subways. 

We  regret  that  it  was  impossible  to  give  you  a list  of  our  requirements  before 

this,  but  the  official  list  of  streets  to  be  repaved  was  not  received  until  this  day. 

Yours,  very  respectfully, 

MOUNT  MORRIS  ELECTRIC  LIGHT  COMPANY, 

EDWARD  MAY,  President. 

/ 
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STREETS  IN  THIRD  PROSCRIBED  TERRITORY  IN  WHICH  SUBWAY 

FACILITIES  ARE  DESIRED. 


o - 


Street 

Side 

From 

To 

Q 

QS 

Christopher .... 

South 

East  side  Greenwich  st  . . 

South  side  Greenwich  ave. 

I 

South  side  Christopher  st. 
South  side  Christopher  st. 
West  side  Bleecker  st. . . . 

South  side  Bank  st 

I 

South 

South 

East  side  Greene  st 

I 

Bank  

West  side  Hudson  st 

I 

Eighth  ave 

West 

West  side  Hudson  st  . . . . 

South  side  Thirteenth  st.  . 

I 

Greene 

East 

South  side  W.  Fourth  st . 

Opposite  203  Greene  st. . . 

I 

Greene 

East 

South  side  Bleecker  st.  .. 

North  side  Broome  st  . . . . 

I 

I 

Greene  

East 

North  side  Canal  st 

Opposite  51  Greene  st. . . . 

I 

South  Fifth  ave. 

West 

North  side  Canal  st 

South  side  W.  Fourth  st. . 

I 

Houston 

North 

East  side  Greenwich  st  . . 

Wflnrork’  u * • 

I 

STREETS  TO 

BE  REPAVED  AND  IN  WHICH  SUBWAY  EACILITIES 

ARE 

DESIRED. 

t/i 

Street 

Side 

From 

0 

rj-.  ^ 

To 

0 

S3 

Q 

.2  rt 

Fulton 

South 

West  side  Washington  st. 

East  side  West  st 

I 

Duane.  .... 

South 

West  side  Washington  st. 

East  side  West  st 

I 

Battery  place  . . 

North 

West  side  Greenwich  st . . 

East  side  West  st 

I 

Dey 

South 

West  side  Washington  st. 

East  side  West  st 

I 

Barclay 

South 

West  side  Greenwich  st. . 

East  side  West  st. ...... . 

I 

Park  place 

South 

West  side  Greenwich  st. , 

East  side  West  st 

I 

Murray 

South 

West  side  Greenwich  st. . 

East  side  West  st 

I 

Warren  

South 

East  side  Greenwich  st  . . 

East  side  West  st  ........ 

I 

Greenwich 

West 

South  side  Morris  st 

North  side  Battery  place. . 

I 

I 

Washington. . . . 

East 

South  side  Murray  st  . . . . 

South  side  Liberty  st 

I 

• • 

STREETS  IN 

WHICH  SUBWAY  FACILITIES  ARE  DESIRED  IN 

ADDI- 

TION  TO  THE  ABOVE,  AND  WHICH  WERE  REGULARLY 


APPLIED  FOR  IN 

1891. 

Street 

Side 

From 

To 

Pearl 

South 

East  side  Broadway 

West  side  Elm  st i 

Barclav 

South 

West  side  Broadway 

West  side  Greenwich  st. . . i 

Murray 

South 

West  side  Broadway 

West  side  Greenwich  st. . . i 

Chambers 

South 

East  side  Broadway. . . . . 

East  side  Greenwich  st. . . i 

Battery  place  . . 

North 

West  side  Greenwich  st. . 

West  side  Broadway i 

Washington  . . . 

East 

South  side  Chambers  st. . 

South  side  Murray  st  . . . . 1 

Dated  New 

York,  April  23,  1892. 

« S 
QS 


MOUNT  MORRIS  ELECTRIC  LIGHT  COMPANY, 

EDWARD  MAY,  President. 


To  the  Board  of  Electrical  Control. 
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The  United  Electric  Light  and  Power  Company, 

Times  Building,  Park  Row,  Spruce  and  Nassau  Streets, 

New  York,  April  23,  1892. 

Col.  Henry  S.  Kearny,  Engineer,  Board  of  Electrical  Control,  City; 

Dear  Sir  : — In  compliance  with  your  letter  of  March  28,  copy  of  which  you  sent  to 
the  Brush  Electric  Illuminating  Company,  the  United  States  Electric  Illuminating 
Company  and  the  United  Electric  Light  and  Power  Company,  we  beg  to  advise  that 
in  order  to  be  enabled  to  remove  our  poles  and  wires  in  the  Third  Proscribed  Dis- 
trict we  will  require  subway  facilities,  as  follows: 

Bank  street,  south  side,  from  Greenwich  to  Bleecker  street. 

Bleecker  street,  south  side,  from  Bank  to  Christopher  street. 

Christopher  street,  south  side,  from  Bleecker  to  Greenwich  street. 

Eighth  avenue,  west  side,  from  Bank  to  Thirteenth  street. 

Fifth  avenue,  west  side,  from  Washington  Park  to  Eighth  street. 

Bond  street,  south  side,  from  Bowery  to  Broadway. 

Spring  street,  south  side,  from  Bowery  to  Greene  street. 

Broome  street,  south  side,  from  Bowery  to  Centre  street. 

Broome  street,  south  side,  from  Broadway  to  Greene  street. 

Grand  street,  south  side,  from.  Broadway  to  Sullivan  street. 

Howard  street,  south  side,  from  Broadway  to  Elm  street. 

Centre  street,  west  side,  from  Broome  to  Canal  street. 

Greene  street,  east  side,  from  Canal  to  Bleecker  street. 

Sullivan  street,  east  side,  from  Canal  to  Grand  street. 

All  the  above  one  duct. 

In  the  same  district,  in  streets  to  be  paved  this  year: 

Bleecker  street,  south  side,  from  Bowery  to  Christopher  street. 

Fourth  avenue,  west  side,  from  Bowery  to  Eighth  street. 

Each  one  duct. 

Very  truly  yours. 


UNITED  ELECTRIC  LIGHT  AND  POWER  COMPANY, 

WM.  H.  BROWNE,  General  Manager. 


The  Consolidated  Telegraph  and  Electrical  Subway  Company, 

Office  of  Chief  Engineer, 

No.  1 13  West  Thirty-eighth  Street, 

New  York,  April  23,  1892. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control,  Hon.  Hugh 
J.  Grant,  President,  No.  1266  Broadway,  New  York: 

Gentlemen  : — We  beg  leave  to  submit  herewith,  for  your  approval  and  authoriza- 
tion, the  following  lines  of  electric  light  subways,  to  be  constructed  during  the  present 
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season  of  wrought-iron  pipe,  laid  in  hydraulic  cement  concrete,  for  which  we  ask 
your  favorable  consideration  and  action: 

Eighth  avenue,  from  Thirteenth  to  Greenwich  street. 

Third  street,  from  Broadway  to  University  place. 

Park  place,  from  Church  street  to  Broadway  (one  duct  additional  for  City  De- 
partments). 

Battery  place,  from  Broadway  to  Greenwich  street. 

Park  place,  from  Greenwich  to  West  street. 

Greenwich  street,  from  Morris  street  to  Battery  place. 

Map  showing  the  location  of  the  above  lines  filed  herewith. 

Very  respectfully, 

E.  L.  RIDGWAY,  Vice-President. 

Empire  City  Subway  Company  (Limited) — Chief  Engineer's  Office, 
No.  1 15  West  Thirty-eighth  Street, 

New  York,  April  4,  1892. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control,  Hon.  Hugh 
J.  Grant,  President,  No.  1266  Broadway,  New  York,  N.  Y. : 

Gentlemen: — We  beg  leave  to  submit  herewith,  for  your  approval  and  authoriza- 
tion, the  following  lines  of  electrical  subways,  to  be  built  during  the  present  season  of 
the  special  tubing  of  the  Edison  Electric  Illuminating  Company,  for  whose  accom- 
modation the  lines  are  desired,  and  for  which  we  ask  your  favorable  consideration  and 
action,  in  accordance  with  map  herewith  submitted: 

College  place,  both  sides,  from  Barclay  to  Chambers  street. 

Worth  street,  both  sides,  from  Church  to  Elm  street. 

Pearl  street,  both  sides,  from  Elm  to  southeast  corner  of  Edison  Station. 

Centre  street,  both  sides,  from  Pearl  to  Broome  street. 

Marion  street,  both  sides,  from  Broome  to  Prince  street. 

Elm  street,  both  sides,  from  Pearl  to  Spring  street. 

Broome  street,  both  sides,  from  Greene  to  Centre  street. 

Spring  street,  both  sides,  from  Greene  to  Elm  street. 

Prince  street,  both  sides,  from  Greene  to  Marion  street. 

Crosby  street,  both  sides,  from  Prince  to  Bleecker  street. 

Bleecker  street,  both  sides,  from  Greene  to  Mulberry  street. 

Greene  street,  both  sides,  from  Canal  street  to  Clinton  place. 

West  Third  street,  both  sides,  from  Greene  street  to  Broadway. 

Great  Jones  street,  both  sides,  from  Broadway  to  Lafayette  place. 

Lafayette  place,  both  sides,  from  Great  Jones  street  to  Clinton  place. 

Astor  place,  both  sides,  from  Broadway  to  Fourth  avenue. 

Fourth  avenue,  both  sides,  from  Astor  place  to  Fourteenth  street. 

Twenty-sixth  street,  both  sides,  from  Eighth  to  Madison  avenue. 

Sixty-sixth  street,  both  sides,  from  Fifth  to  Madison  avenue. 

Madison  avenue,  both  sides,  from  Sixty-sixth  to  Seventy-ninth  street. 

Lispenard  street,  both  sides,  from  Broadway  to  West  Broadway. 

Mercer  street,  west  side,  from  Houston  to  Bleecker  street. 

Depew  place,  east  side,  from  Forty-second  to  Forty-third  street. 


/ 


April  25,  1892.] 


1186 


Forty-third  street,  north  side,  from  Depew  place  to  Lexington  avenue. 

Fifty-fifth  street,  both  sides,  from  Madison  to  Sixth  avenue. 

Squth  street,  west  side,  from  Cuyler’s  alley,  running  north  90  feet,  to  No.  34; 

• block,  200  feet. 

South  street,  west  side,  from  Dover  street,  running  north  200  feet,  to  Nos.  173 
and  17s;  block,  300  feet. 

West  Tenth  street,  north  side,  from  Sixth  avenue,  running  east  no  feet,  to  Nos. 
63,  65  and  67;  block,  920  feet.  , 

East  Thirteenth  street,  south  side,  from  Fourth  avenue,  running  east  300  feet,  to 
No.  122;  block,  575  feet. 

West  Thirteenth  street,  north  side,  from  Sixth  avenue,  running  east  200  feet,  to 
No.  63;  block,  920  feet. 

East  Thirty-fifth  street,  south  side,  from  No.  20,  running  east  300  feet,  to  the 
Church  of  the  Covenant;  block,  440  feet. 

Fifty-fourth  street,  south  side,  from  Fifth  avenue,  running  west  450  feet,  to  No. 
138;  block,  800  feet. 

Very  respectfully, 

CHAS.  F.  CUTLER,  President. 

Empire  City  Subway  Company  (Limited) — Chief  Engineer'’s  Office, 
No.  1 15  West  Thirty-eighth  Street, 

New  York,  April  23,  1892. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control,  Hon.  Hugh 
J.  Grant,  President,  No.  1266  Broadway,  New  York,  N.  Y. : 

Gentlemen; — ^We  submit  herewith,  for  your  approval  and  authorization,  the  fol- 
lowing lines  of  electrical  subways,  to  be  constructed  during  the  present  season  of  the 
special  tubing  of  the  Edison  Electric  Illuminating  Company,  for  whose  use  and  ac- 
commodation the  lines  are  desired,  and  for  which  we  ask  your  favorable  considera- 
tion and  action: 

From  east  side  of  Seventh  avenue,  running  west  150  feet,  to  No.  204  West  Fifty- 
eighth  street;  length  of  block,  800  feet. 

From  northwest  corner  of  South  and  Moore  streets,  running  east  23s  feet,  to 
No.  18  South  street;  length  of  blocks,  136  and  225  feet. 

From  No.  115  West  Thirty-*first  street,  running  west  300  feet,  to  St.  Francis  of 
Assisi  Church;  length  of  block,  800  feet. 

Battery  place,  north  side,  from  Broadway  to  West  street. 

Morris  street,  both  sides,  from  Broadway  to  West  street. 

Rector  street,  both  sides,  from  Greenwich  to  Washington  street. 

Carlisle  street,  both  sides,  from  Greenwich  to  Washington  street. 

Albany  street,  both  sides,  from  Greenwich  to  West  street. 

Cedar  street,  both  sides,  from  Greenwich  to  West  street. 

Liberty  street,  north  side,  from  Broadway  to  West  street. 

Cortlandt  street,  north  side,  from  Church 'to  West  street. 

Fulton  street,  both  sides,  from  Greenwich  to  West  street. 

Barclay  street,  both  sides,  from  Greenwich  to  West  street. 

Park  place,  both  sides,  from  Greenwich  to  West  street. 

Murray  street,  both  sides,  from  Greenwich  to  West  street. 
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• 

Warren  street,  both  sides,  from  Greenwich  to  West  street. 

Duane  street,  both  sides,  from  Greenwich  to  West  street. 

Washington  street,  both  sides,  from  Battery  place  to  Murray  street. 

Church  street,  both  sides,  from  Fulton  to  Vesey  street. 

Mercer  street,  west  side,  from  Broome  to  Grand  street. 

South  Fifth  avenue,  both  sides,  from  Canal  to  West  Third  street. 

West  Third  street,  both  sides,  from  Greene  street  to  South  Fifth  avenue. 

Fourteenth  street,  north  side,  from  Third  to  Fourth  avenue. 

Forty-second  street,  north  side,  from  Third  avenue  to  Depew  place. 

Forty-second  street,  north  side,  from  Seventh  to  Eighth  avenue. 

Fourth  avenue,  west  side,  from  Seventeenth  to  Twenty-first  street. 

Fourth  avenue,  west  side,  from  Twenty-third  to  Thirty-fourth  street. 

Broadway,  east  side,  from  Forty-seventh  to  Forty-ninth  street. 

We  also  respectfully  request  your  authorization  of  the  following  lines  for  the 
accommodation  of  the  Metropolitan  Telephone  and  Telegraph  Company,  to  be  con- 
structed during  the  present  season  of  wrought-iron  pipe,  laid  in  hydraulic  cement 
concrete,  viz.: 

Chrystie  street,  from  Grand  to  Delancey  street. 

Broome  street,  from  Chrystie  to  Lewis  street. 

Bleecker  street,  from  Christopher  to  Bank  street. 

Eighth  avenue,  west  side,  from  Eighteenth  to  Thirteenth  street,  and  across  inter- 
section to  enter  manhole  at  Greenwich  avenue  and  West  Thirteenth  street. 

Maps  showing  the  location  of  the  above  lines  filed  herewith. 

Very  respectfully, 

■ CHAS.  E.  CUTLER,  President. 

Mayor  Grant,  after  discussion  and  consideration  of  the  Engineer’s  report,  moved 
the  following  resolutions: 

Resolved,  That  the  Engineer’s  report  of  this  date,  recommending  certain  subway 
construction,  amended  so  as  to  exclude  Eifth  avenue,  from  Eifty-eighth  street  to 
Seventy-second  street,  and  Fifty-ninth  street,  from  Fifth  avenue  to  Sixth  avenue,  and 
any  street  heretofore  paved  by  the  present  Commissioner  of  Public  Works,  be 
adopted. 

Which  was  unanimously  adopted. 

Resolved,  That  no  resolution  hereafter  passed  is  to  be  construed  as  authorizing 
the  construction  of  any  subway  in  a street  heretofore  paved  by  the  present  Commis- 
sioner of  Public  Works. 

Which  was  unanimously  adopted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
authorized,  empowered  and  directed  to  construct  subways,  the  number  of  ducts  to  be 
hereafter  determined  by  the  Engineer  of  this  Board  and  the  Consolidated  Telegraph 
and  Electrical  Subway  Company,  in  the  following  streets  and  avenues: 
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Christopher  street,  south  side,  from  east  side  of  Greenwich  street  to  south  side 
of  Greenwich  avenue. 

Bleecker  street,  west  side,  from  south  side  of  Christopher  street  to  south  side  of 
Bank  street. 

Bleecker  street,  south  side,  from  south  side  of  Christopher  street  to  east  side  of 
Bowery. 

Bank  street,  south  side,  from  west  side  of  Bleecker  street  to  west  side  of  Green-^ 
wich  street. 

Eighth  avenue,  west  side,  from  west  side  of  Hudson  street  to  south  side  of 
Thirteenth  street. 

Greene  street,  east  side,  from  south  side  of  West  Fourth  street  to  opposite  No. 
203  Greene  street. 

Greene  street,  east  side,  from  north  side  of  Canal  street  to  Bleecker  street. 

South  Fifth  avenue,  west  side,  from  north  side  of  Canal  street  to  south  side  of 
West  Fourth  street. 

Houston  street,  north  side,  from  east  side  of  Greenwich  street  to  Hancock  street. 

Fulton  street,  south  side,  from  west  side  of  Washington  street  to  east  side  of 
West  street. 

Duane  street,  south  side,  from  west  side  of  Washington  street  to  east  side  of 
West  street. 

Battery  place,  north  side,  from  west  side  of  Greenwich  street  to  east  side  of 
West  street. 

Dey  street,  south  side,  from  west  side  of  Washington  street  to  east  side  of  West 

I 

street. 

Barclay  street,  south  side,  from  west  side  of  Greenwich  street  to  east  side  of 
West  street. 

Park  place,  south  side,  from  west  side  of  Greenwich  street  to  east  side  of  West 
street. 

Murray  street,  south  side,  from  west  side  of  Greenwich  street  to  east  side  of 
West  street. 

Warren  street,  south  side,  from  east  side  of  Greenwich  street  to  east  side  of 
West  street. 

Greenwich  street,  west  side,  from  south  side  of  Morris  street  to  north  side  of 
Battery  place. 

Washington  street,  east  side,  from  south  side  of  Murray  street  to  south  side  of 
Liberty  street. 

Pearl  street,  south  s-ide,  from  east  side  of  Broadway  to  west  side  of  Elm  street. 

Barclay  street,  south  side,  from  west  side  of  Broadway  to  west  side  of  Greenwich 
street. 

Murray  street,  south  side,  from  west  side  of  Broadway  to  west  side  of  Greenwich 
street. 

Chambers  street,  south  side,  from  east  side  of  Broadway  to  east  side  of  Greenwich 


street. 
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Battery  place,  north  side,  from  west  side  of  Greenwich  street  to  west  side  of 
Broadway. 

Washington  street,  east  side,  from  south  side  of  Chambers  street  to  south  side  of 
Murray  street. 

Fifth  avenue,  west  side,  from  Washington  Park  to  Eighth  street. 

Bond  street,  south  side,  from  Bowery  to  Broadway. 

Spring  street,  south  side,  from  Bowery  to  Greene  street. 

Broome  street,  south  side,  from  Bowery  to  Centre  street. 

Broome  street,  south  side,  from  Broadway  to  Greene  street. 

Grand  street,  south  side,  from  Broadway  to  Sullivan  street. 

Howard  street,  south  side,  from  Broadway  to  Elm  street. 

Centre  street,  west  side,  from  Broome  to  Canal  street. 

Sullivan  street,  east  side,  from  Canal  to  Grand  street. 

Fourth  avenue,  west  side,  from  Bowery  to  Eighth  street. 

Third  street,  from  Broadway  to  University  place. 

Paik  place,  from  Church  street  to  Broadway  (one  duct  additional  for  City  De- 
partments). ^ 

Seventieth  street,  from  First  avenue  to  Washington  Park  (Jones’  Woods). 

Which  was  unanimously  adopted.  1 

Resolved,  That  the  Empire  City  Subw9,y  Company  (Limited)  be  authorized,  em- 
powered and  directed  to  construct  for  the  use  of  the  Edison  Electric  Illuminating 
Company  subways  and  subsidiaries  in  the  following  streets  and  avenues: 

College  place,  both  sides,  from  Barclay  to  Chambers  street. 

Worth  street,  both  sides,  from  Church  to  Elm  street. 

Pearl  street,  both  sides,  from  Elm  street  to  Edison  Station. 

Centre  street,  both  sides,  from  Pearl  to  Broome  street. 

Marion  street,  both  sides,  from  Broome  to  Prince  street. 

Elm  street,  both  sides,  from  Pearl  to  Spring  street. 

Broome  street,  both  sides,  from  Greene  to  Centre  street. 

Spring  street,  both  sides,  from  Greene  to  Elm  street. 

Prince  street,  both  sides,,  from  Greene  to  Marion  street. 

Crosby  street,  both  sides,  from  Prince  to  Bleecker  street. 

Bleecker  street,  both  sides,  from  Greene  to  Mulberry  street. 

Greene  street,  both  sides,  from  Canal  street  to  Clinton  place. 

West  Third  street,  both  sides,  from  Greene  street  to  Broadway. 

Great  Jones  street,  both  sides,  from  Broadway  to  Lafayette  place. 

Lafayette  place,  both  sides,  from  Great  Jones  street  to  Clinton  place. 

Astor  place,  both  sides,  from  Broadway  to  Fourth  avenue. 

Fourth  avenue,  both  sides,  from  Astor  place  to  Fourteenth  street. 

Twenty-sixth  street,  both  sides,  from  Eighth  to  Madison  avenue. 

Sixty-sixth  street,  both  sides,  from  Fifth  to  Madison  avenue. 
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Fifty-foui  th  street,  south  side,  from  Fifth  ayenue,  running  west  450  feet,  to 
No.  138. 

Seventh  avenue,  east  side,  running  west  150  feet,  to  No.  204  West  Fifty-eighth 
street. 

South  and  Moore  streets,  northwest  corner,  running  east  235  feet,  to  No.  18 
South  street. 

Thirty-first  street.  No.  115  West,  running  west  300  feet,  to  St.  Francis  of  Assisi 
Church. 

Which  was  unanimously  adopted. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  authorized,  em- 
powered and  directed  to  construct  subways,  the  number  of  ducts  to  be  hereafter  de- 
termined by  the  Engineer  of  this  Board  and  the  Empire  City  Subway  Company  (Lim- 
ited), in  the  following  streets: 

Chrystie  street,  from  Grand  to  Delancey  street. 

Broome  street,  from  Chrystie  to  Lewis  street. 

Bleecker  street,  from  Christopher  to  Bank  street. 

Eighth  avenue,  west  side,  from  Eighteenth  to  Thirteenth  street,  and  across  inter- 
section to  enter  manhole  at  Greenwich  avenue  and  West  Thirteenth  street. 

—for  use  of  Metropolitan  Telephone  and  Telegraph  Company. 

V Which  was  unanimously  adopted. 

The  Board,  on  motion  of  Commissioner  Storm,  adopted  the  following  resolution: 

Resolved,  That  the  Secretary  be  authorized  to  grant  permits  for  overhead  indi- 
vidual connections  for  signaling  wires  from  subway  terminals,  upon  the  certification 
of  the  company  and  approval  by  the  Expert  that  said  wires  will  not  cross  more  than 
one  street. 

The  Expert  reported  favorably  upon  pending  applications  of  the  Metropolitan 
Telephone  and  Telegraph  Company  for  individual  telephone  connections  in  localities 
where  there  are  no  subways;  and 

The  Board,  on  motion  of  Mayor  Grant,  authorized  the  Secretary  to  issue  per- 
mits therefor. 

Judge  Kelly  complained  that  the  Consolidated  Telegraph  and  Electrical  Subway 
Company  had  refused  to  allow  the  East  River  Electric  Light  Company  to  use  the 
subway  on  Fourth  avenuf,  between  Fourteenth  and  Thirty-fourth  streets,  on  the 
ground  that  the  balance  of  an  account,  amounting  to  one  thousand  dollars,  had  not 
been  paid.  He  stated  that  payment  had  been  made  at  the  r^te  of  nine  hundred  dol- 
lars on  account  of  the  subway  and  accepted  by  the  company,  and  claimed  that  the 
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company  should  not  be  allowed  to  prevent  the  use  of  the  cables  which  they  had  been 
allowed  to  draw  into  the  subway  on  Fourth  avenue. 

Mr.  Lauterbach  stated,  for  the  Consolidated  Telegraph  and  Electric  Subway 
Company,  that  the  East  River  Electric  Light  Company  had  failed  to  keep  an  agree- 
ment made  to  pay  the  thousand  dollars  rental  due  on  the  subway,  and  they  were 
justified  in  refusing  to  allow  the  use  of  this  subway,  the  rental  of  which  had  not 
been  paid. 

Mayor  Grant  suggested  that,  as  Judge  Kelly  claimed,  that  nine  hundred  dollars 
per  mile  was  the  proper  rate,  such  payment  should  be  accepted  on  account  until  the 
matter  was  settled,  and  the  East  River  Company  should  be  allowed  to  use  the  Fourth 
avenue  subway  on  making  such  payment. 

Mr.  Lauterbach:  This  refers  to  this  specific  instance,  to  this  Fourth  avenue  duct? 

Mayor  Grant:  Gertainly. 

The  Board  granted  applications  as  follows: 

An  application  of  the  Metropolitan  Telephone  and  Telegraph  Company,  dated 
April  13,  1892: 

To  erect  a pole  line  on  the  south  side  of  One  Hundred  and  Forty-ninth  stieet, 

between  the  Southern  boulevard  and  Mott  avenue. 

To  erect  a pole  line  on  the  south  side  of  One  Hundred  and  Sixty-first  street, 

between  North  Third  avenue  and  Mott  avenue. 

To  erect  a pole  line  on  Tremont  avenue,  between  Fordham  avenue  and  Jerome 

avenue.  » 

An  application  of  the  Metropolitan  Telephone  and  lelegraph  Company,  dated 

April  21,  1892: 

To  string  wires  on  the  present  Fire  Department  line  on  the  west  side  of  Mott 
avenue,  from  One  Hundred  and  Thirty-eighth  to  One  Hundred  and  Sixty-first  street. 
To’  string  wires  on  the  fire  line  on  Kingsbridge  road,  between  Jerome  avenue  and 

Kingsbridge.  , r-  1 1 

To  string  wires  on  the  old  Baltimore  and  Ohio  pole  line  on  the  Southern  boule- 
vard. 

An  application  of  the  North  River  Electric  Light  and  Power  Company,  dated 
April  20,  1892,  to  erect  three  poles  and  extend  two  circuits  from  One  Hundred  and 
Sixty-first  to  One  Hundred  and  Sixty-second  street,  on  Courtlandt  avenue.. 


Whereupon  the  Board  adjourned  sine  die. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Friday,  June  17,  1892,  at  10.30  o’clock  A.  M. 

Present.  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess,  Theo- 
dore Moss  and  Walton  Storm. 

The  leading  of  the  minutes  of  the  last  meeting  was  dispensed  with. 

Mayor  Grant:  The  Secretary  will  read  the  communications  and  the  opinion  of 
the  Gorporation  Counsel  upon  the  subject  of  providing  subway  accommodations  for 
the  Police  and  Fire  Departments. 

T. he  communications  and  opinion,  as  follows,  were  thereupon  read:  ^ i 

Headquarters  Fire  Department, 

Nos.  157  AND  159  East  Sixty-seventh  Street, 

New  York,  June  8,  1892. 

Hon.  Hugh  J.  Grant,  Mayor,  New  York  City : 

Sir:— I have  the  honor  to  inform  you  that  this  Department  has  made  application 
for  space  in  several  streets  in  which  subways  have  been  constructed,  but  has  been  in- 
formed by  the  subway  companies  that  there  is  at  present  no  available  space  in  such 
streets,  as  all  is  utilized  for  other  purposes. 

On  May  24th  last,  a communication  was  addressed  to  the  Board  of  Electrical 
Control,  stating  that  it  was  impossible  to  remove  poles  and  wires  from  certain  streets 
located  in  the  so-called  “proscribed  district,”  for  want  of  subway  space,  and  the 

assistance  of  that  Board  was  asked  in  procuring  the  same.  No  reply  has  been  re- 
ceived thereto. 

At  the  present  time  such  facilities  are  required  in  the  following  streets  and  ave- 
nues: 

Macdougal  street,  from  Houston  to  Vandam  street. 

Vandam  street,  from  Macdougdl  to  Greenwich  street. 

Seventh  avenue,  from  Thirty-first  to  Fourteenth  street. 

Eighth  street,  from  Third  to  Sixth  avenue. 

Irving  place,  from  Eighteenth  to  Twentieth  street. 

Chatham  square,  from  Doyer  to  Mott  street. 

Seventieth  street,  from  First  avenue  to  Avenue  A (Washington  Park). 

A copy  of  a recent  opinion  of  the  Counsel  to  the  Corporation  is  herewith  en- 
closed for  your  information. 

It  is  reported  by  the  Superintendent  of  Telegraph  of  this  Department,  that  when 
the  facilities  above  enumerated  are  iurnished  to  this  Department,  all  remaining  over- 
head fire  telegraph  lines  can  be  at  once  removed  from  the  so-called  “proscribed  dis- 
trict.” , 

Your  co-operation  in  obtaining  for  the  Department  these  necessary  facilities  is 
requested. 


Yours,  respectfully, 

S.  HOWLAND  ROBBINS,  Acting  President. 
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Law  Department, 

New  York,  March  24,  1892. 

Hon.  Anthony  Eickhoff,  Acting  President  of  the  Commissioners  of  the  File  Depart- 
ment: 

Sir: I have  received  your  letter  of  the  21st  instant,  asking  my  opinion  whether 

‘■‘it  is  the  duty  of  the  Board  of  Electrical  Control  to  furnish  and  reserve  ducts  in  each 
of  the  subways  constructed  under  its  direction  exclusively  for^  the  electric  wires  or 
conductors  operated  by  this  Department  without  expense  to  it. 

By  chapter  499  of  the  Laws  of  1885,  in  section  4,  it  is  provided:  “It  shall  be  the 
duty  of  the  said  Board,  in  devising  the  aforesaid  plan,  so  to  devise  the  same  that  the 
subway  may  be  used  by  any  such  city  for  the  electric  wires  or  conductors  operated 
by  its  police  and  fire,  or  other  departments,  without  expense,  except  the  expense  of 
wires  or  conductors.” 

By  chapter  716  of  the  Laws  of  1887,  all  the  powers  and  duties  defined  in  the  Act 
of  1885  in  relation  to  the  Commissioners  of  Electrical  Subways,  were  conferred  and 
imposed  upon  the  Board  of  Electrical  Control  in  said  last-mentioned  act. 

By  section  six  of  said  last-mentioned  act  the  agreement  made  by  and  between  the 
Commissioners  of  Electrical  Subways  and  the  City  of  New  York  and  the  Consolidated 
Telegraph  and  Electrical  Subway  Company,  under  date  of  July  27,  1886,  when,  and 
as  amended  and  modified  by  a second  and  further  agreement  between  the  said  parties, 
dated  the  seventh  day  of  April,  1887,  was  ratified  and  confirmed. 

The  contract  referred  to,  made  April  7,  1887,  provides  as  follows: 

“The  said  party  of  the  second  part  shall,  without  charge,  supply  to  the  City  of 
New  York  all  space  in  said  subway  necessary  for  its  electrical  conductors,  and  the 
electrical  conductors  of  each  separate  departaent  of  said  city,  which  may  now  or 
hereafter  be  required.” 

The  contract  further  provides  that  if  at  any  time  the  space  in  such  subways  shall 
not  be  sufficient  for  the  City  of  New  York,  or  any  of  its  departments,  the  additional 
space  needed  shall  be  provided  by  the  party  of  the  second  part,  the  Consolidated  Tele- 
graph and  Electrical  Subway  Company,  at  its  own  cost,  by  the  construction,  mainte- 
nance, equipment  and  operation  of  additional  subways  sufficient  therefor. 

It  appears  by  the  statutory  provisions  and  the  provisions  in  the  contract  with  the 
Consolidated  Telegraph  and  Electrical  Subway  Company  that  ^ 

1st  It  is  the  duty  of  the  Board  of  Electrical  Control  to  provide,  in  the  plans  de- 
vised by  them  for  the  construction  of  subways,  that  the  subways  may  be  used  by  the 
City  for  the  operation  of  the  electric  i^ires  and  conductors  operated  by  the  Police 

and  Fire  Departments. 

2d.  That  in  the  contract  for  the  construction  of  subways  the  Consolidated  Tele- 
graph and  Electrical  Subway  Company  has  undertaken  and  agreed  to  furnish  suffi- 
cient space  in  the  subways  for  the  operation  of  the  electrical  conductors  of  each  sepa- 
rate department  of  the  City,  without  expense  to  it. 

The  statutory  obligation  defined  in  the  act  referred  to  does  not  extend  to  provide 
ducts  in  each  subway  exclusively  for  the  electrical  wires  or  conductors  operated  by 

the  Fire  Department. 
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1 ■■  : 

i ,, 

To  fulfil  the  obligati'Oyi  defined  by  the  statute  and  assumed  by  the  Consolidated 
Telegraph  and  Electrical  Subway  Company  in  the  contract,  it  is  only  necessary  that 
sufficient  space  should  be  provided  for  the  wires  of  your  Department;  if  sufficient 
space  is  provided  for  such  conductors  the  duty  of  the  Board  of  Electrical  Control 
will  have  been  fulfilled,  although  the  electrical  conductors  of  other  departments,  per- 
sons, or  corporations  may  also  be  contained  in  the  same  duct. 

Respectfully,  yours, 

(Signed),  WILLIAM  H.  CLARK,  Counsel  to  the  Corporation. 

Executive  Offices  of  the  Consolidated  Ielegraph  and  Electrical  Subway  Co., 

No.  18  CoRTLANDT  STREET, 

New  York,  June  13,  1892. 

Hon.  Hugh  J..  Grant,  Mayor: 

Dear  Sir:— Your  favor  of  9th  instant,  addressed  in  error  to  Mr.  Charles  F. 
Cutler,  regarding,  space  required  by  the  Fire  Department  in  certain  streets  named, 
has  been  handed  to  me,  and  in  reply  I would  state  that  this  company  has  not  con- 
structed any  subways  in  those  streets  for  low  tension  electrical  conductors  such  as 
are  used  by  the  Fire  Department,  nor  has  it  any  contract  with  the  Board  of  Electrical 
Control  to  do  so. 

The  letter  of  the  Fire  Department  and  the  opinion  of  the  Counsel  to  the  Cor- 
poration are  returned  herewith. 

Respectfully, 

K L.  RIDGWAY,  Vice-President  and  General  Manager. 

Mayoi  Grant.  Mr.  Cohen,  do  you  represent  the  Consolidated  Telegraph  and 
Electrical  Subway  Company? 

Mr.  Cohen.  You  sent  the  Consolidated  Telegraph  Company  notice  of  this  meet- 
ing, and  the  president  of  the  company  has  instructed  me  to  appear  before  the  Board 
and  make  clear  its  position.  I think  that  the  Fire  Department  will  bear  us  out  in  the 
fact  that  wherever  we  have  been  in  the  course  of  constructing  subways,  whether  high 
or  low  tension^  and  they  have  requested  space  we  have  always  supplied  it  to  them, 
dheie  was  one  little  difficulty  between  that  department  and  ourselves  where  they 
claimed  the  right  to  have  an  entire  duct  rather  than  space,  which  has  been  settled. 
They  now  come  m and  ask  for  space  m certain  subways,  all  of  which  are  high  tension 
subways.  In  three  of  the  streets  designated  there  are  no  subways  whatsoever,  only 
subsidiary  connections.  In  three  others  there  are  high  tension  subways  which  have 
been  constructed  for  over  two  years,  as  far  back  as  1890.  Now,  if  there  was  space  in 
those  subways,  as  a matter  of  right,  or  courtesy,  or  whatever  you  choose  to  call  it, 
we  would  give  what  space  there  was;  but  there  is  no  space  left  in  those  subways. 

The  Board,  after  hearing  William  N.  Cohen,  of  Counsel  for  the  Consolidated 
Telegraph  and  Electrical  Subway  Company  and  Empire  City  Subway  Company 
(Limited),  and  David  J.  Dean,  Assistant  Counsel  to  the  Corporation,  Commissioner 
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S.  Howland  Robbins  and  Superintendent  J.  Elliot  Smith  of  the  Fire  Department,  and 
Commissioner  John  C.  Sheehan  of  the  Police  Department,  and  after  discussion  and 
consideration  of  the  subject,  unanimously  adopted  the  following  resolution  prepared 
by  Mr.  Dean  at  the  request  of  Mayor  Grant; 

Resolved,  That  the  Empire  City  Subway  Company  (Limited),  be  and  it  is  hereby 
required  to  furnish  for  the  combined  use  of  the  Fire  and  Police  Departments  suffi- 
cient space  in  subways  for  the  operation  of  the  telegraphic  conductors  of  said  de- 
partments in  the  following  streets  and  avenues: 

» 

Macdougal  street,  from  Houston  to  Vandam  street. 

Vandam  street,  from  Macdougal  to  Greenwich  street. 

Seventh  avenue,  from  Thirty-first  to  Fourteenth  street. 

Eighth  street,  from  Third  to  Sixth  avenue. 

Irving  place,  from  Eighteenth  to  Twentieth  street. 

Chatham  square,  from  Doyer  to  Mott  street. 

Seventieth  street,  from  First  avenue  to  Avenue  A (Washington  Park). 

The  Board,  on  motion  of  Mayor  Grant,  authorized  the  Secretary  to  issue  permits 
to  the  Metropolitan  Telephone  and  Telegraph  Company  upon  its  pending  applica- 
tions for  individual  telephone  connections  approved  by  the  Electrical  Expert. 

Mayor  Grant:  The  Secretary  will  make  a note  of  the  fact  that  the  petition  of  the 
Fifth  avenue  property  owners  for  authorization  by  Board  of  Subway  on  that  avenue, 
from  Forty-second  street  to  the  Circle  on  Fifty-ninth  street  and  the  Park,  to  allow 
of  its  lighting  by  electricity,  is  referred  to  the  Engineer,  for  report  to  this  Board. 

Mayor  Grant  moved’^the  following  resolution:  , 

Resolved,  That  the  Secretary  be  directed  to  furnish  the  President  of  the  Fire  De- 
partment and  the  President  of  the  Police  Department  with  all  future  directions  of  this 
Board  for  the  construction  of  subways  in  this  City,  to  give  them  an  opportunity  for 
making  applications  for  space. 

Which  was  unanimously  adopted. 

Mr.  Cohen  (referring  to  resolution  ordering  the  subway  construction  for  the 
Fire  and  Police  Department)  stated:  I wanted  to  say  something  before  that  was 
done.  Assuming  the  Board  has  the  legal  right  to  compel  us  to  build,  I wish  it  might 
not  be  set  as  a precedent. 

I 

Mayor  Grant:  I agree  with  you  about  that;  they  ought  , to  make  application; 
this  is  not  a precedent  for  them. 

The  Engineer  submitted  the  following  report; 
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New  York,  June  15,  1892. 

To  the  Board  of  Electrical  Control: 

Gentlemen:  I have  to  report  the  completion  of  subways  since  the  beginning 
of  this  year: 

FOR  ELECTRIC  LIGHT  AND  POWER  SERVICE. 

Eighth  avenue,  from  Thirteenth  to  Bank  street. 

Park  place,  south  side,  from  Broadway  to  Church  street. 

Third  street,  from  Broadway  to  Wooster  street. 

Bank  street,  from  Bleecker  to  Greenwich  street. 

Washington  street,  from  Liberty  to  Chambers  street. 

Duane  street,  from  Washington  to  West  street. 

Park  place,  from  Greenwich  to  West  street. 

Warren  street,  from  Greenwich  to  West  street. 

Very  respectfully, 

H.  S.  KEARNY. 

Whereupon,  Mayor  Grant  moved: 

Resolved,  That  the  Secretary  be  directed  to  give  the  usual  ninety-days’  notice  to 
companies  owning  or  operating  electrical  conductors  in  the  streets  enumerated  in  the 
Engineer’s  report  as  having  subways  completed. 

Which  was  unanimously  adopted. 

The  Engineer  also  submitted  the  following  report  and  letters: 

Office  of  the  Board  of  Electrical  Control, 

No.  1266  Broadway, 

New  York,  June  15,  1892. 

To  the  Board  of  Electrical  Control: 

Gentlemen:— I submit  herewith  letter  of  this  date  for  the  Gonsolidated  Tele- 
graph and  Electric  Subway  Company  asking'  for  additional  construction  of  subways, 
and  recommend  that  you  authorize  that  company  to  construct  subways  for  electric 
light  and  power  in  the  following  streets: 

In  Third  street,  from  west  side  Wooster  to  west  side  of  South  Fifth  avenue. 

In  Reade  street,  from  Centre  to  Duane  street. 

In  Elm  street,  from  Reade  to  Pearl  street. 

In  Worth  street,  from  Broadway  to  Church  street. 

In  Franklin  street,  from  West  Broadway  to  Broadway. 

In  Duane  street,  from  Broadway  to  Elm  street. 

And  a lettei  from  the  Empire  City  Subway  Company  of  this  date  asking  authority 
for  the  construction  of  subways  for  the  accommodation  of  the  Edison  service,  and 
recommend  that  you  authorize  the  construction  as  requested. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 
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The  Consolidated  Telegraph  and  Electrical  Subway  Company^ 

Office  of  Chief  Engineer, 

No.  1 13  West  Thirty-eighth  Street, 

New  York,  June  15,  1892. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control,  Hon.  Hugh 
J.  Grant,  President,  No.  1266  Broadway,  New  York,  N.  Y. : 

Gentlemen: — We  beg  leave  to  submit  herewith  the  following  lines  of  electrical 
subways,  to  be  constructed  during  the  present  season,  of  wrought-iron  pipe,  laid  in 
hydraulic  cement  concrete,'  and  to  be  used  for  electric  light  and  power  service,  for 
which  we  ask  your  approval  and  authorization: 

Extend  the  line  recently  built  on  the  south  side  of  West  Third  street,  between 
Broadway  to  Wooster  street’  to  run  from  the  west  side  of  Wooster  street  to  the  west 
side  of  South  Fifth  avenue.  It  is  very  desirable  to  build  this  line  so  as  to  tie  the 
West  Third  street  line  into  the  existing  subway  on  South  Fifth  avenue,  and  also 
that  the  line  be  constructed  with  the  least  possible  delay  so  that  the  proposed  re- 
pavement of  West  Third  street  may  in  no  way  be  interfered  with. 

Map  showing  the  location  of  the  above  line  is  herewith  submitted. 

Very  truly  yours, 

E.  L.  RIDGWAY,  Vice-President. 

Empire  City  Subway  Company  (Limited) — Chief  Engineer  s Office, 
No.  115  West  Thirty-eighth  Street, 

New  York,  June  15,  1892. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control,  Hon.  Hugh 
J.  Grant,  President,  No.  1266  Broadway,  New  York,  N.  Y. : 

Gentlemen: — W^e  beg  leave  to  submit  herewith  for  your  approval  and  authoriza- 
tion the  following  lines  of  electrical  subways  to  be  constructed  during  the  present 
season  of  the  special  iron  tubing  of  the  Edison  Electric  Illuminating  Company,  for 
whose  accommodation  the  lines  are  desired,  and  for  which  we  ask  your  favorable  con- 
sideration and  action: 

East  Tenth  street,  from  east  side  of  University  place,  running  east  325  feet  to 
Nos.  43,  45  and  47  East  Tenth  street. 

West  Twenty-second  street,  from  Fifth  avenue,  running  west  220  feet  to  No.  9 
West  Twenty-second  street. 

Beekman  street,  both  sides,  from  west  side  of  Nassau  street  to  west  side  of 
Park  Row. 

Park  Row,  west  side,  from  west  side  of  Centre  street  to  south  side  of  Beekman 
street. 

East  Ninth  street,  from  University  place,  running  east  400  feet  to  No.  43  East 
Ninth  street. 

Map  showing  location  of  above  lines  is  herewith  submitted. 

Very  respectfully, 

CHAS.  F.  CUTLER,  President.  ' 
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And  the  Board,  on  motion  of  Mayor  Grant,  unanimously  adopted  the  following 
resolutions: 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
authorized,  empowered  and  directed  to  construct  subways  for  electric  light  and  power 
in  the  following  streets: 

Third  street,  from  west  side  of  Wooster  street  to  west  side  of  South  Fifth  avenue. 

Reade  street,  from  Centre  to  Duane  street. 

Elm  street,  from  Reade  to  Pearl  street. 

Worth  street,  from  Broadway  to  Church  street. 

Franklin  street,  from  West  Broadway  to  Broadway. 

Duane  street,  from  Broadway  to  Elm  street. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  authorized,  em- 
powered and  directed  to  construct  subways  for  the  accommodation  of  the  Edison 
Electric  Illuminating  Company,  in  the  following  streets: 

East  Tenth  street,  from  east  side  of  University  place,  running  east  325  feet,  to 
Nos.  43,  45  and  47  East  Tenth  street. 

West  Twenty-second  street,  from  Fifth  avenue,  running  west  220  feet,  to  .No.  9 
West  Twenty-second  street. 

Beekman  street,  both  sides,  from  west  side  of  Nassau  street  to  west  side  of  Park 
Row. 

Park  Row,  west  side,  from  west  side  of  Centre  street  to  south  side  of  Beekman 
street. 

East  Ninth  street,  from  University  place,  running  east  400  feet,  to  No.  43  East 
Ninth  street. 

Whereupon  the  Board  adjourned  without  day. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Friday,  September  9,  1892,  at  12  o’clock  noon. 

Present:  Mayor  Hugh  J.  Grant,  Commissioners  Jacob  Hess,  Theodore  Moss 
and  Walton  Storm.  < 

The  Engineer  submitted  the  following  report: 

Office  of  the  Board  of  Electrical  Control, 

No.  1266  Broadway, 

New  York,  September  9,  1892. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — I have  to  report  the  completion  of  subways  since  my  last  report  or 
June  17,  1892,  in  the  following  streets,  to  wit: 
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FOR  ELECTRIC  LIGHT  AND  POWER  SERVICE. 

South  Fifth  avenue,  from  Canal  to  Fourth  street. 

Pearl  street,  from  Broadway  to  Elm  street. 

Reade  street,  from  Centre  to  Duane  street. 

Houston  street,  from  Greenwich  to  Hancock  street. 

Howard  street,  from  Broadway  to  Elm  street. 

Broome  street,  from  Broadway  to  Greene  street. 

Grand  street,  from  Broadway  to  Sullivan  street. 

Sullivan  street,  from  Grand  to  Canal  street. 

Third  street,  from  Wooster  to  South  Fifth  avenue. 

Broome  street,  from  Bowery  to  Sullivan  street. 

Bleecker  street,  from  Bowery  to  Bank  street. 

Christopher  street,  from  Greenwich  street  to  Greenwich  avenue. 

Fifth  avenue,  from  Waverley  place  to  Clinton  place. 

Fourth  avenue,  from  Bowery  to  Eighth  street. 

Murray  street,  from  Broadway  to  West  street. 

Fulton  street,  from  Washington  to  West  street. 

Dey  street,  from  Washington  to  West  street. 

Greenwich  street,  from  Morris  street  to  Battery  place. 

Battery  place,  from  Broadway  to  West  street. 

Park  place,  from  Church  to  West  street. 

Bond  street,  from  Broadway  to  Bowery. 

Barclay  street,  from  Broadway  to  West  street. 

Centre  street,  from  Canal  to  Broome  street. 

Elm  street,  from  Pearl  to  Reade  street. 

FOR  TELEPHONE  AND  TELEGRAPH  SERVICE. 

Bleecker  street,  from  Christopher  to  Bank  street. 

Broome  street,  from  Chrystie  to  Lewis  street. 

Chrystie  street,  from  Grand  to  Delancey  street. 

Respectfully,  yours, 

HENRY  S.  KEARNY,  Engineer. 

On  motion  of  his- Honor  the  Mayor,  the  Secretary  was  directed  to  issue  the  usual 
ninety  days’  notice  to  the  companies  owning  or  operating  electrical  conductors  in 
any  of  the  streets  enumerated  in  the  Engineer’s^  report  of  this  date  as  having  subways 
completed. 

The  following  report  of  the  Engineer  and  accompanying  letters  of  the  Empire 
City  Subway  Company  (Limited)  and  the  Consolidated  Telegraph  and  Electrical 
Subway  Company  were  read: 

Office  of  the  Board  of  Electrical  Control, 

No.  1266  Broadway, 

New  York,  Sept.  9,  1892. 

To  the  Honorable  Commissioners  of  the  Board  of  Electrical  Control: 

Dear  Sirs  :— Herewith  I submit  the  applications  of  the  Empire  City  Subway  Com- 
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pany  of  the  8th  inst.,  asking  for  the  authorization  of  subway  construction  in  certain 
streets  for  the  Edison  service,  with  a map  attached. 

Also  the  application  of  the  Consolidated  Telegraph  and  Electrical  Subway  Com- 
pany of  the  8th  inst.,  asking  for  the  authorization  of  a subway  to  be  constructed  in 
Second  avenue,  from  Eorty-second  to  Eighty-sixth  street,  for  the  service  of  high- 
tension  current,  being  the  only  requests  for  subway  construction  in  my  possession, 
and  I recommend  that  you  order  the  same  constructed  during  this  season. 

It  has  been  the  custom  of  the  Board  when  ordering  subway  construction  to  au- 
thorize their  Engineer  to  increase  or  diminish  the  number  of  ducts  in  each  instance 
should  the  necessity  arise. 

I would  recommend  that  when  you  have  authorized  either  of  the  construction 
companies  to  build  a subway  in  any  street  or  avenue,  that  some  one  have  the  authority 
to  order  the  other  company  to  add  their  construction  in  the  same  trench  should  it 
seem  desirable,  thereby  saving  disturbing  the  paving  again  and  the  necessary  expense 
and  inconvenience  attending  such  work. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 

Empire  City  Subway  Company  (Limited) — Chief  Engineer's  Office, 
No.  1 13  West  Thirty-eighth  Street, 

New  York,  September  8,  1892. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control,  Hon.  Hugh 
J.  Grant,  President,  No.  1266  Broadway,  New  York,  N.  Y. : 

Gentlemen  : — W^e  beg  leave  to  submit  herewith,  for  your  approval  and  authoriza- 
tion, the  following  lines  of  electrical  subways,  to  be  built  during  the  present  season, 
of  the  special  iron  tubing  of  the  Edison  Electric  Illuminating  Company,  for  whose 
accommodation  they  are  intended,  and  for  which  we  ask  your  favorable  consideiation 
and  action,  viz.: 

Seventh  avenue,  west  side,  from  north  side  Thirty-ninth  street  to  north  side 
Fortieth  street. 

South  street,  west  side,  south  side  Roosevelt  street  to  south  side  Catharine  street. 

Catharine  street,  south  side,  from  west  side  Cherry  street  to  west  side  South 
street. 

Chambers  street,  south  side,  from  east  side  Greenwich  street  to  west  side  Broad- 
way. 

Franklin  street,  south  side,  from  west  side  Broadway  to  east  side  West  Broadway. 

Spring  street,  both  sides,  from  east  side  South  Fifth  avenue  to  east  side  Greene 

street. 

Bleecker  street,  both  sides,  from  east  side  South  Fifth  avenue  to  east  side  Greene 
street. 

Bond  street,  both  sides,  from  east  side  Broadway  to  west  side  Bowery. 

Great  Jones  street,  both  sides,  from  west  side  Lafayette  place  to  west  side 

Bowery. 

Mercer  street,  east  side,  north  side  Grand  street  to  north  side  Howard  street. 

Bowery,  west  side,  from  south  side  Bond  street  to  north  side  Great  Jones  street. 


September  9,  1892.] 


1202 


Park  avenue,  west  side,  from  north  side  Fifty-sixth  street  to  south  side  Fifty- 
seventh  street. 

Park  avenue,  west  side,  from  south  side  Sixty-fourth  street  to  north  side  Sixty- 
fifth  street. 

Thames  street,  north  side,  Greenwich  street,  running  east  150  feet,  to  connect 
with  existing  main. 

East  Ninth  street,  north  side,  Broadway,  running  west  400  feet,  to  connect  with 
main  at  No.  43  East  Ninth  street. 

East  Twenty-seventh  street,  south  side,  from  west  side  Fourth  avenue,  running 
west  200  feet,  to  connect  with  old  line. 

East  Eorty-third  street,  north  side,  from  west  side  Lexington  avenue,  running 
east  350  feet,  to  St.  Agnes’  Church. 

From  north  side  Duane  street,  running  north  425  feet  through  Staple  street,  to 
No.  3 Harrison  street. 

Map  showing  the  location  of  the  above  lines  are  submitted  herewith. 

Very  truly  yours, 

CHAS.  F.  CUTLER,  President. 

The  Consolidated  Telegraph  and  Electrical  Subway  Company, 

Office  of  Chief  Engineer, 

No.  1 13  West  Thirty-eighth  Street, 

New  York,  September  8,  1892. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control,  Hon.  Hugh 
J.  Grant,  President,  No.  1266  Broadway,  New  York,  N.  Y. : 

Gentlemen  : — We  beg  leave  to  submit  herewith  for  your  approval  and  authoriza- 
tion, the  following  line  of  electrical  subways  for  electric  light  and  power  service,  to 
be  constructed  during  the  present  season,  of  wrought-iron  pipe,  laid  in  hydraulic 
cement  concrete,  and  for  which  we  ask  your  favorable  consideration  and  action,  viz.: 

Second  avenue,  west  side,  from  south  side  Forty-second  street  to  north  side 
Eighty-sixth  street. 

Map  showing  location  of  the  above  line  filed  herewith. 

Very  respectfully,  • 

E.  L.  RIDGWAY,  Vice-President. 

On  motion  of  the  Mayor,  the  Empire  City  Subway  Company  (Limited)  was 
authorized,  empowered  and  directed  to  construct  for  the  accommodation  of  the  Edison 

Electric  Illuminating  Company  of  New  York,  subways  in  the  following  streets  and 

« 

avenues:  ^ 

Seventh  avenue,  west  side,  from  north  side  Thirty-ninth  street  to  north  side 
Fortieth  street. 

South  street,  west  side,  from  south  side  Roosevelt  street  to  south  side  Catharine 
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Catharine  street,  south  side,  from  west  side  Cherry  street  to  west  side  South 
street. 

Chambers  street,  south  side,  from  east  side  Greenwich  street  to  west  side  Broad- 
way. 

Franklin  street,  south  side,  from  west  side  Broadway  to  east  side  West  Broadway. 

Spring  street,  both  sides,  from  east  side  South  Fifth  avenue  to  east  side  Greene 
street. 

Bleecker  street,  both  sides,  from  east  side  South  Fifth  avenue  to  east  side  Greene 
street. 

Bond  street,  both  sides,  from  east  side  Broadway  to  west  side  Bowery. 

Mercer  street,  east  side,  from  north  side  Grand  street  to  north  side  Howard 
street. 

Bowery,  west  side,  from  south  side  Bond  street  to  north  side  Great  Jones  street. 

Park  avenue,  west  side,  from  north  side  Fifty-sixth  street  to  south  side  Fifty- 
seventh  street. 

Park  avenue,  west  side,  from  south  side  Sixty-fourth  street  to  north  side  Sixty- 
fifth  street. 

Thames  street,  north  side,  from  Greenwich  street,  running  east  150  feet,  to  con- 
nect with  existing  main. 

East  Ninth  street,  north  side,  from  Broadway,  running  west  400  feet,  to  connect 
with  main  at  43  East  Ninth  street. 

East  Twenty-seventh  street,  south  side,  from  west  side  Fourth  avenue,  running 
west  200  feet,  to  connect  with  old  line. 

East  Forty-third  street,  north  side,  from  west  side  Lexington  avenue,  running 
east  350  feet,  to  St.  Agnes’  Church. 

From  north  side  Duane  street,  running  north  425  feet,  through  Staple  street  to 
No.  3 Harrison  street. 

Great  Jones  street,  both  sides,  from  west  side  Lafayette  place  to  west  side  Bowery. 

On  motion  of  the  Mayor,  the  Gonsolidated  Telegraph  and  Electrical  Subway 
Company  was  authorized,  empowered  and  directed  to  construct  a subway  in  Second 
avenue,  west  side,  from  south  side  Forty-second  street  to  north  side  Eighty-sixth 
street. 

On  motion  of  his  Honor  the  Mayor,  the  following  resolution  was  unanimously 
adopted; 

Resolved,  That,  whenever  the  Consolidated  Telegraph  and  Electrical  Subway 
Company  or  the  Empire  City  Subway  Company  (Limited)  is  ordered  to  construct  a 
subway  in  any  street  or  avenue,  the  Secretary  of  the  Board  is  authorized  to  order  the 
other  company,  whenever  proper  application  is  made  therefor,  to  construct  a subway 
in  the  same  trench,  provided  no  subway  shall  be  ordered  in  any  street  or  avenue  re- 
paved within  three  years, 
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On  motion  of  his  Honor  the  Mayor,  the  following  resolution  was  unanimously 
adopted: 

Resolved,  That  the  Secretary  is  authorized  to  grant  permits  for  the  stringing  of 
wires  for  election  purposes.  All  such  wires  to  be  removed  within  ten  days  after 
November  8, ‘Election  Day. 

On  motion,  the  application  of  the  Metropolitan  Telephone  and  Telegraph  Com- 
pany, dated  August  30,  1892,  to  replace  certain  named  dangerous  poles  in  west  side 
line,  north  of  Eighty-sixth  street  and  south  of  Harlem  River,  and  on  west  side  line, 
north  of  Harlem  River  and  south  of  Yonkers  City  line,  also  application,  dated  Sep- 
tember 9,  1892,  to  rebuild  certain  named  lines  in  annexed  district,  were  granted. 

On  motion,  the  application  of  the  North  River  Electric  Light  and  Power  Com- 
pany, dated  September  7,  1892,  to  erect  a line  of  poles  and  string  six  wires  on  the 
same,  on  west  side  of  Third  avenue  from  One  Hundred  and  Eighty-ninth  street  to 
Pelham  avenue,  for  city  lighting,  was  granted,  provided  the  same  be  constructed 
under  the  direction  of  the  Engineer  of  the  Board. 

On  motion,  the  application  of  the  Union  Railway  Company  of  New  York  City  to 
erect  the  necessary  poles,  wires  and  overhead  construction  to  operate  its  electric  street 
surface  cars  on  One  Hundred  and  Sixty-first  street,  between  Third  avenue  and 
Jerome  avenue,  and  other  certain  named  streets  therein,  the  necessary  franchise  for 
the  same  having  been  granted  by  the  Board  of  Aldermen  of  the  City  of  New  York, 
on  the  twenty-third  day  of  August,  1892,  was  granted,  provided  said  construction 
be  done  under  the  direction  of  the  Engineer  of  this  Board. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Mayor,  in  the  City  of  New  York,  on  Friday,  November  ii,  1892,  at  ii 
o’clock  A.  M. 

Present:  Mayor  Hugh  J.  Grant,  President;  Comrhissioners  Jacob  Hess, 
Theodore  Moss  and  "VValton  Storm. 

The  following  report  from  the  Engineer  was  read: 

Office  of  the  Board  of  Electrical  Control. 

No.  1266  Broadway, 

New  York:,  November  ii,  1892. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — I beg  to  submit  the  annexed  letter  of  the  Empire  City  Subway  Com- 
pany, dated  November  10,  1892,  requesting  authorization  of  electrical  subways  in 
certain  enumerated  streets,  and  respectfully  recommend  that  the  construction  be 
ordered.  "Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 
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Empire  City  Subway  Company  (Limited), 
Executive  Offices, 

No.  18  CORTLANDT  STREET, 

New  York,  November  10,  1892. 

To  the  Honorable  the  Commissioners  of  the  Board  of  Electrical  Control,  Hon.  Hugh 
J.  Grant,  President,  No.  1266  Broadway,  New  York,  N.  Y. : 

Gentlemen  : — We  beg  leave  to  submit  herewith  for  your  approval  and  authori- 
zation the  following  lines  of  electrical  subways  to  be  built,  during  the  present 
season,  of  the  special  iron  tubing  of  the  Edison  Electric  Illuminating  Company, 
for  whose  use  the  facilities  are  desired,  and  for  which  we  ask  your  favorable 
consideration  and  action: 

Front  street,  both  sides,  from  north  side  Whitehall  street  to  south  side 
Cuyler’s  alley. 

Nassau  street,  west  side,  from  south  side  Pine  street  to  north  side  Maiden 
lane. 

Chambers  street,  south  side,  from  east  side  Park  row  to  west  side  Pearl  street. 

Rose  street,  east  side,  from  north  side  Frankfort  street  to  south  side  Cham- 
bers street. 

Mercer  street,  west  side,  from  south  side  Prince  street  to  north  side  Houston 
street.* 

East  Twentieth  street,  south  side,  from  west  side  Broadv/ay  to  east  side 
Fourth  avenue. 

West  Fifty-ninth  street,  south  side,  from  east  side  Fifth  avenue  to  west  side 
Sixth  avenue. 

East  Seventy-first  street,  north  side,  from  east  side  Madison  avenue  to  east 
side  Fifth  avenue. 

East  Seventy-second  street,  south  side,  from  east  side  Madison  avenue  to  east 
side  Fifth  avenue. 

East  Seventy-eighth  street,  south  side,  from  east  side  Madison  avenue  to 
east  side  Fifth  avenue. 

East  Seventy-ninth  street,  north  side,  from  east  side  Madison  avenue  to  east 
side  Fifth  avenue. 

Map  showing  the  location  of  the  above  lines  is  herewith  submitted. 

Very  truly  yours, 

CHAS.  F.  CUTLER,  President. 


On  motion  of  his  Honor  the  Mayor,  it  was 

Resolved,  That  the  recommendations  of  the  Engineer  be  approved. 

And,  on  motion,  it  was  also  ^ 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  authorized, 
empowered  and  directed  to  construct  subways,  for  the  use  of  the  Edison  Electric 
Illuminating  Company  of  New  York,  in  the  following  streets: 
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Front  street,  both  sides,  from  north  side  Whitehall  street  to  south  side  Cuy- 
ler’s  alley. 

Nassau  street,  west  side,  from  south  side  Pine  street  to  north  side  Maiden 
lane. 

Chambers  street,  south  side,  from  east  side  Park  row  to  west  side  Pearl  street. 

Rose  street,  east  side,  from  north  side  Frankfort  street  to  south  side  Cham- 
bers street. 

Mercer  street,  west  side,  from  south  side  Prince  street  to  north  side  Houston 
street. 

East  Twentieth  street,  south  side,  from  west  side  Broadway  to  east  side 
Fourth  avenue. 

West  Fifty-ninth  street,  south  side,  from  east  side  Fifth  avenue  to  west  side 
Sixth  avenue. 

East  Seventy-first  street,  north  side,  from  east  side  Madison  avenue  to  east 
side  Eifth  avenue. 

East  Seventy-second  street,  south  side,  from  east  side  Madison  avenue  to  east 
side  Fifth  avenue. 

East  Seventy-eighth  street,  south  side,  from  east  side  Madison  avenue  to  east 
side  Eifth  avenue. 

East  Seventy-ninth  street,  north  side,  from  east  side  Madison  avenue  to  east 
side  Eifth  avenue. 

The  Engineer  also  submitted  the  following  report: 

Office  of  the  Board  of  Electrical  Control. 

No.  1266  Broadway, 

New  York,  November  ii,  1892. 

To  the  Honorable  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — I have  to  report  the  completion  of  subways  since  my  last  report  of 
September  9,  1892,  in  the  following  streets,  to  wit : 

FOR  ELECTRIC  LIGHT  AND  POWER  SERVICE. 

Greene  street,  east  side,  from  south  side  West  Fourth  street  to  No.  203  Greene 
street. 

Greene  street,  east  side,  from  north  side  Canal  street  to  Bleecker  street. 

Spring  street,  south  side,  from  Broadway  to  Greene  street. 

Seventieth  street,  from  First  avenue  to  Washington  Park  (Jones’  Woods.) 

Chambers  street,  from  east  side  Broadway  to  east  side  Greenwich  street. 

Franklin  street,  from  Broadway  to  West  Broadway. 

Worth  street,  from  Broadway  to  Church  street. 

Duane  street,  from  Broadway  to  Elm  street. 

Second  avenue,  from  Forty-second  street  to  Eighty-sixth  street. 

Nassau  street,  from  Fulton  street  to  terminus  of  Brooklyn  Bridge. 

Bond  street,  from  Broadway  to  Bowery. 


1207 


[December  i6,  1892. 


FOR  TELEPHONE  AND  TELEGRAPH  SERVICE. 

Eighth  avenue,  from  Eighteenth  street  to  Greenwich  avenue. 

Greenwich  avenue,  from  Eighth  avenue  to  Thirteenth  street. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 

On  motion  of  Commissioner  Moss,  it  was 

Resolved,  That  the  Secretary  be  directed  to  gwe  the  usual  ninety  days’  notice, 
to  companies  owning  or  operating  electrical  conductors  in  the  streets  enumerated 
in  the  Engineer’s  report  of  this  date  as  having  subways  completed. 

On  motion,  the  Secretary  was  authorized  to  appoint  one  additional  Inspector 
for  temporary  duty. 

The  application  of  the  Thomson-Houston  Electric  Company,  of  New  York, 
under  date  of  November  2,  to  replace  three  lamp-posts  in  front  of  Jacobs’  Theatre, 
Third  avenue,  between  Thirtieth  and  Thirty-first  streets,  was  granted,  provided 
that  the  requirements  of  the  Board  of  Aldermen,  usual  in  such  applications,  are 
complied  with  and  that  the  lamps  burn  all  night. 

The  application  of  the  North  River  Electric  Light  and  Power  Company  to 
run  one  circuit  on  Courtlandt  avenue,  from  One  Hundred  and  Forty-sixth  street 
and  Third  avenue  to  One  Hundred  and  Sixty-second  street,  and  to  make  all 
necessary  connections  with  station,  was  granted. 

The  applications  of  the  Metropolitan  Telephone  and  Telegraph  Company  for 
individual  telephone  connections,  which  have  been  approved  by  the  Expert,  were 
^nd  the  Secretary  was  directed  to  issue  permits  thereior. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Mayor,  in  the  City  of  New  York,  on  Friday,  December  16,  1892,  at  12 
o’clock  M. 

Present:  Mayor  Hugh  J.  Grant,  President;  Commissioners  Jacob  Hess,  The- 
odore Moss  and  Walton  Storm. 

The  minutes  of  meeting  of  November  11,  read  and  approved. 

The  following  communication  of  the  Empire  City  Subway  Company  (Limited) 
was  read:  -' 
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Empire  City  Subway  Company  (Limited), 
Executive  Offices, 

No.  18  CORTLANDT  STREET, 

New  York,  December  10,  1892. 

To  the  Honorable  the  Commissioners  of  the  Board  of  Electrical  Control,  Hon.  Hugh 
J.  Grant,  President,  No.  1266  Broadway,  New  York,  N.  Y. ; 

Gentlemen  : — We  beg  leave  to  submit  herewith  for  your  consideration  and  ac- 
tion the  following  lines  of  telephone  and  telegraph  subways  for  construction,  dur- 
ing the  present  season,  of  wrought-iron  pipe  laid  in  hydraulic  cement  concrete, 
for  which  we  ask  your  approval  and  authorization: 

Eront  street,  west  side,  from  north  side  of  Old  Slip  to  the  south  side  of  Cuy- 
ler’s  alley. 

Whitehall  street,  east  side,  from  the  south  side  of  Eront  street  to  the  north 
side  of  Water  street. 

Map  showing  the  location  of  the  above  lines  is  herewith  submitted. 

Very  truly  yours, 

CHAS.  F.  CUTLER,  President. 

On  motion,  the  following  resolution  was  unanimously  adopted: 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  authorized, 
empowered  and  directed  to  construct  subways  in  the  following  streets: 

Front  street,  west  side,  from  the  north  side  of  Old  Slip  to  the  south  side  of 
Cuyler’s  alley. 

Whitehall  street,  east  side,  from  the  north  side  of  Front  street  to  the  north 
side  of  Water  street. 

Provided  the  said  streets  have  not  been  newly  repaved. 

Application  of  the  Thomson-Houston  Electric  Company,  of  New  York,  to 
hang  six  lamps  on  existing  poles  on  south  side  of  Twenty-fourth  street,  between 
First  and  Third  avenues,  was  considered,  and,  on  motion,  the  following  resolution 
was  unanimously  adopted: 

Resolved,  That  a temporary  permit  to  the  Thomson-Houston  Electric  Com- 
pany of  New  York  to  hang  six  lamps  on  existing  poles  on  south  side  of  Twenty- 
fourth  street,  between  First  and  Third  avenues,  be  granted;  provided  the  poles 
be  removed  within  twenty  days  from  date  of  the  permit. 

On  motion,  the  following  resolution  was  unanimously  adopted: 

Resolved,  That  the  following  permits  granted  to  the  North  New  York  Light- 
ing Company  or  North  River  Electric  Light  and  Power  Company,  by  the  Secre- 
tary, since  October  23,  1890,  be  and  the  same  are  hereby  approved; 


1209 


[December  i6,  1892. 


4464.  Pole  line  on  One  Hundred  and  Thirty-eighth  street,  Mott  to  Third 
avenue. 

4464.  Pole  line  on  Ryder  avenue,  One  Hundred  and  Thirty-eighth  to  One 
Hundred  and  Forty-first  street.  , 

4464.  Pole  line  on  One  Hundred  and  Forty-first  street,  Ryder  to  Morris 
avenue. 

4490.  Pole  line  on  Southern  Boulevard,  Third  to  Willis  avenue. 

4491.  Pole  line  on  Third  avenue,  Harlem  river  to  One  Hundred  and  Forty- 
first  street. 

4495.  Pole  line  on  Morris  avenue.  One  Hundred  and  Thirty-eighth  to  One 
Hundred  and  Thirty-ninth  street. 

4504.  Pole  line  on  Third  avenue.  One  Hundred  and  Forty-first  to  One  Hun- 
dred and  Fifty-ninth  street. 

4510.  Pole  line  on  One  Hundred  and  Thirty-nintli  street,  Morris  to  Ryder 
avenue. 

4528.  Pole  line  on  Third  avenue.  One  Hundred  and  Fortieth  to  One  Hundred 
and  Fifty-ninth  street. 

4555.  Pole  line  on  One  Hundred  and  Thirty-fourth  street.  Third  to  Alexander 
avenue. 

4610.""  Pole  line  on  One  Hundred  and  Thirty-eighth  street.  Third  avenue  to 
Southern  Boulevard. 

4620.  Pole  line  on  Southern  Boulevard,  Willis  avenue  to  One  Hundred  and 
Thirty-eighth  street. 

4620.  Pole  line  on  Willis  avenue.  Southern  Boulevard  to  One  Hundred  and 
Forty-eighth  street. 

4620.  Pole  line  on  Alexander  avenue,  Southern  Boulevard  to  One  Hundred 

and  Forty-third  street.  i 

4655.  Two  poles  on  Madison  Avenue  Bridge. 

4655.  Two  poles  on  Harlem  River  Bridge. 

4677.  Pole  line  on  Third  avenue.  One  Hundred  and  Sixty-first  to  One  Hun- 
dred and  Seventieth  street. 

4710.  Pole  line  on  Lincoln  avenue.  One  Hundred  and  Thirty-eighth  street  to 
Southern  Boulevard. 

4895.  Pole  line  on  St.  Ann’s  avenue.  Southern  Boulevard  to  One  Hundred 
and  Sixty-first  street. 

4895.  Pole  line  on  Morris  avenue.  One  Hundred  and  Thirty-ninth  to  One 
Hundred  and  Sixty-fourth  street. 

4S95.  Pole  line  on  Mott  avenue.  One  Hundred  and  Thirty-eighth  to  One 

Hundred  and  Sixty-fourth  street.  ^ 

4904.  Pole  line  on  One  Flundred  and  Forty-third  street,  Third  to  St.  Ann’s 

avenue. 

5228.  Poles  on  Willis  avenue.  Southern  Boulevard  to  railroad  yard. 
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5484.  Pole  line  on  Courtlandt  avenue,  One  Hundred  and  Forty-sixth  to  One 
Hundred  and  Sixty-first  street. 

5485.  Pole  line  on  One  Hundred  and  Thirty-fourth  street,  Lincoln  avenue  to 
Southern  Boulevard. 

5486.  Pole  line  on  One  Hundred  and  Thirty-fifth  street,  Third  avenue  to 
Southern  Boulevard. 

5487.  Pole  line  on  One  Hundred  and  Forty-second  street,  Alexander  to  Brook 
avenue. 

5488.  Pole  line  on  One  Hundred  and  Forty-fourth  street.  Third  to  St.  Ann's 
avenue. 

5489.  Pole  line  on  One  Hundred  and  Forty-fifth  street,  Third  to  St.  Ann’s 
avenue. 

5490.  Pole  line  on  One  Hundred  and  Forty-eighth  street.  Third  to  St.  Ann’s 
avenue. 

5491.  Pole  line  on  One  Hundred  and  Forty-ninth  street,  Mott  to  St.  Ann’s 
avenue. 


5492.  Pole  line  on  One  Hundred  and  Forty-ninth  street.  Southern  Boulevard 
to  St.  Ann’s  avenue. 

' 5493-  Pole  line  on  Westchester  avenue.  Third  to  Robbins  avenue. 

5494.  Pole  line  on  One  Hundred  and  Fiftieth  street.  Third  to  Morris  avenue, 

5495.  Pole  line  on  One  Flundred  and  Fifty-first  street.  Third  to  Morris 
avenue. 

5496.  Pole  line  on  One  Hundred  and  Fifty-second  street.  Third  to  Morris 
avenue. 

5497.  Pole  line  on  One  Hundred  and  Fifty-sixth  street,  Caldwell  to  Morris 


avenue. 

6549.  Pole  line  on  Third  avenue.  One  Hundred  and  Seventieth  to  One  Hun- 
dred and  Eighty-ninth  street. 

6550.  Pole  line  on  Jerome  avenue,  Harlem  river  to  Fordham  road. 

6551.  Pole  line  on  Washington  avenue.  One  Hundred  and  Seventy-fifth  street 
to  Kingsbridge  road. 

6552.  Pole  line  on  Washington  avenue.  Third  avenue  to  One  Hundred  and 
Seventy-fifth  street. 

6553.  Pole  line  on  Brook  avenue.  Southern  Boulevard  to  One  Hundred  and 
Sixty-third  street. 

6554.  Pole  line  on  Boston  avenue.  Third  avenue  to  Southern  Boulevard. 

6556.  Pole  line  on  One  Hundred  and  Sixty-first  street,  Morris  to  Prospect 

avenue. 

6678.  Pole  line  on  Third  avenue.  One  Hundred  and  Eighty-ninth  street  to 
Pelham  avenue. 

7486.  Pole  line  on  One  Hundred  and  Sixty-first  street,  Morris  to  Prospect 
avenue. 

7485.  Pole  line  on  Wolf  street,  Ogden  to  Sedgwick  avenue. 
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7484.  Pole  line  on  Ogden  avenue,  Jerome  to  Wolf  street. 

7483.  Pole  line  on  Kingsbridge  road,  Third  to  Jerome  avenue. 

7466.  Pole  line  on  Bathgate  avenue,  One  Hundred  and  Seventy-second  street 
to  Kingsbridge  road. 

7461.  Pole  line  on  One  Hundred  and  Forty-seventh  street,  Third  to  St.  Ann’s 
avenue. 

7460.  Pole  line  on  One  Hundred  and  Forty-sixth  street,  Third  to  St.  Ann’s 
avenue. 

7458.  Pole  line  on  One  Hundred  and  Forty-fourth  street,  Morris  to  Mott 
avenue. 

7459.  Pole  line  on  One  Hundred  and  Forty-fourth  street,  Third  to  Morris 
avenue. 

7457.  Pole  line  on  One  Hundred  and  Thirty-ninth  street,  Third  to  St.  Ann’s 
avenue. 

7456.  Pole  line  on  One  Hundred  and  Forty-first  street,  Third  avenue  to 
Southern  Boulevard. 

7455.  Pole  line  on  One  Hundred  and  Fortieth  street.  Third  to  St.  Ann’s 
avenue. 

7454.  Pole  line  on  One  Hundred  and  Thirty-seventh  street.  Third  avenue  to 
Southern  Boulevard. 

7453.  Pole  line  on  One  Hundred  and  Thirty-sixth  street.  Third  avenue  to 
Southern  Boulevard. 

7452.  Pole  line  on  Lincoln  avenue.  Southern  Boulevard  to  Harlem  river. 

7451.  Pole  line  on  Lind  avenue,  Sedgwick  avenue  to  Wolf  street. 

7438.  Pole  line  on  Courtlandt  avenue.  One  Hundred  and  Forty-sixth  street  to 

One  Hundred  and  Sixty-second  street. 

7665.  Pole  line  on  Southern  Boulevard,  One  Hundred  and  Thirty-eighth 

street  to  Westchester  avenue. 

7666.  Pole  line  on  Webster  avenue.  One  Hundred  and  Sixty-fifth  street  to 
Kingsbridge  road. 

Applications  of  the  Metropolitan  Telephone  and  Telegraph  Company  for  indi- 
vidual telephone  connections,  approved  by  the  Expert,  were  granted. 

On  motion  of  his  Honor,  the  Mayor,  the  following  resolution  was  unanimously 
adopted: 

Resolved,  That  the  minutes  of  November  10,  1891,  be  amended  by  striking  out 
two  thousand  one  hundred  dollars  and  inserting  three  thousand  dollars  in  the 
paragraph  referring  to  the  salary  of  the  Assistant  Secretary. 

On  motion  of  Commissioner  Moss,  the  following  resolution  was  unanimously 
adopted: 

Resolved,  That  the  following  memoranda  of  the  operations  of  the  Board  of 
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Electrical  Control,  from  January  i,  1889,  to  December,  1892,  be  spread  upon  the 
minutes;  and  that  the  thanks  of  the  Board  are  herewith  tendered  to  his  Honor, 
Mayor  Hugh  J.  Grant,  for  his  uniform  courtesy  and  cordial  co-operation  in  the 
aims  of  the  Board,  and  under  whose  administration  the  much  delayed  and  desirable 
removal  of  such  a large  number  of  unsightly  poles  and  wires  from  our  thorough- 
fares has  been  accomplished. 

MEMORANDA. 

The  work  of  the  removal  of  underground  wires  and  the  placing  and  operation 
of  them  underground  have  resulted  in  the  removal  by  the  Bureau  of  Encum- 
brances, under  orders  from  the  Board  of  Electrical  Control,  of  15,630  poles  and 
21,759  miles  of  wire. 

This  has  been  done  with  little,  if  any,  interference  with  the  operations  of  the 
companies  required  by  law  to  transform  their  systems  from  overhead  to  under- 
ground. 

There  have  been  constructed  and  are  now  in  use  in  the  city,  for  the  accom- 
modation of  the  telephone  and  telegraph  companies,  730  miles  of  subways;  for  the 
accommodation  of  the  low-tension  electric  light  companies,  141  miles,  and  for  the 
accommodation  of  the  high-tension  electric  light  companies,  575  miles. 

Into  these  subways  have  been  placed  by  the  telephone  and  telegraph  com- 
panies 3^>7^7  miles  of  conductor;  and  by  the  electric  lighting  companies,  1,005 
miles  of  conductor. 

The  operations  of  the  Board  of  Electrical  Control  have  resulted  in  the  dis- 
covery of  violations  of  its  rules  and  regulations  to  the  number  of  15,403,  all  of 
which,  except  91,  which  are  under  consideration,  have  been  attended  to  and 
remedied. 

The  Board  thereupon  adjourned  sine  die. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Mayor,  in  the  City  of  New  York,  on  Wednesday,  January  25,  1893,  at  12 
o’clock  M. 

Present:  Mayor  Thomas  F.  Gilroy,  President;  Commissioners  Jacob  Hess, 
Theodore  Moss  and  Walton  Storm. 

His  Honor  the  Mayor,  on  motion  of  Commissioner  Hess,  seconded  by  Com- 
missioner Moss,  was  duly  elected  President  of  the  Board. 

The  minutes  of  December  16,  1892,  were  read  and  approved. 
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Mayor  Gilroy  directed  the  reading  of  the  report  of  the  Engineer  of  the  Board, 
as  follows: 

Office  of  the  Board  of  Electrical  Control.  . 

No.  1266  Broadway, 

New  York,  January  25,  1893. 

To  the  Honorable  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  In  reply  to  a letter  under  date  of  January  6,  addressed  by  the  Sec- 
retary of  the  Board  to  the  various  electrical  companies  operating  in  the  City  of 
New  York,  requesting  them  to  make  known  their  wants  of  subway  construction 
in  the  city,  to  be  built  in  the  coming  season,  replies  have  been  received  from  the 

Metropolitan  Telephone  and  Telegraph  Company. 

Mount  Morris  Electric  Light  Company. 

Edison  Electric  Illuminating  Company  of  New  York. 

Manhattan  Electric  Light  Company  (Limited). 

Harlem  Lighting  Company. 

Empire  City  Subway  Company  (Limited). 

United  States  Illuminating  Company. 

Brush  Electric  Illuminating  Company. 

The  original  letters  are  herewith  submitted. 

I would  respectfully  recommend  that  the  Board  authorize  the  construction  of 
the  various  subways  asked  for,  as  it  will  facilitate  the  removal  of  lines  of  poles  and 
wires  in  different  parts  of  the  city. 

Heretofore  it  has  been  the  custom  of  the  Board  to  designate  a certain  portion 
of  the  city  as  a district  by  number,  and  notify  all  the  companies  owning  poles  and 
wires  in  that  district  to  make  known  their  requirements  for  underground  facilities 
in  the  subway,  as  the  Board  on  a certain  designated  day  would  remove  all  the 
overhead  poles  and  wires  in  that  named  district. 

I would  recommend  that  the  Board  designate  a district  from  Eifty-ninth  street, 
south,  on  either  the  east  or  west  side  of  the  city,  and  pass  such  resolution  as  they 
see  fit  in  the  matter;  said  district  to  be  known  as  the  Fourth  Proscribed  District. 

The  various  applications  for  subway  construction  submitted  herewith  have 
been  received  by  me  so  recently  that  I have  not  had  time  to  investigate  whether 
any  of  them  are  in  streets  that  have  been  lately  repaved,  and  so  respectfully  call 
the  attention  of  the  Board  to  the  fact,  so  that  it  can  make  such  restrictions  as  it 
may  see  fit  in  the  matter,  and  at  the  same  time  I would  suggest  that  the  work  be 
authorized,  and,  if  possible,  the  location  of  the  subway  be  made  under  the  sidewalk 
wliere  it  is  not  found  desirable  to  open  the  new  pavement. 

Very  respectfully, 

' HENRY  S.  KEARNY,  Engineer. 

Mayor  Gilroy:  Are  there  any  other  electric  light  companies  or  subway  com- 
panies doing  business  other  than  those  just  read?  I want  to  give  a public  notice 
now,  that,  if  in  response  to  the  inquiry  of  the  Secretary  of  this  Board  any  com- 
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pany  has  failed  to  comply  with  the  requirements  of  the  notice  and  has  failed  to 
send  in  a request  for  the  building  of  subways,  it  will  be  precluded  from  the  possi- 
bility of  ordering  any  further  subways  this  year.  The  Secretary  will  read  the  ap- 
plications, so  that  the  public  may  know  the  exact  locations. 

Whereupon  the  following  applications  were  read; 

General  Offices  of 

The  Metropolitan  Telephone  and  Telegraph  Company, 

18  CORTLANDT  StREET, 

New  York,  January  24,  1893. 

To  the  Honorable,  the  Board  of  Electrical  Control,  Hon.  Theodore  Moss,  Secretary, 
No.  1266  Broadway,  New  York  City: 

Dear  Sir: — Complying  with  the  request  contained  in  your  valued  favor  of  the 
6th  instant,  I beg  to  advise  you  that  this  company  desires  subways  constructed  for 
the  accommodation  of  its  electrical  conductors  in  the  following  streets,  viz: 

Franklin  street,  from  Broadway  to  Centre  street. 

Duane  street,  from  Centre  to  Chatham  street. 

Twelfth  street,  from  Third  to  First  avenue. 

Seventy-ninth  street,  from  Ninth  avenue  to  West  End  avenue. 

Very  respectfully  yours, 

THE  METROPOLITAN  TELEPHONE  AND  TELEGRAPH  COMPANY, 

By  DAVID  B.  PARKER,  General  Manager. 

The  Mount  Morris  Electric-light  Company, 
Corner  Vandam  and  Greenwich  Streets, 

New  York,  January  24,  1893. 

Hon.  Theo.  Moss,  Secretary  and  Commissioner,  Board  of  Electrical  Control,  No.  1266 
Broadway,  City: 

Dear  Sir: — -We  are  in  receipt  of  your  favor  of  the  6th  instant,  and  duly  noted 
contents.  We  herewith  wish  to  inform  you  that,  to  our  best  knowledge  and  belief, 
we  have  no  overhead  lines  south  of  Fifty-ninth  street,  except  the  Ninth  avenue 
line  down  to  our  Vandam  street  station. 

Hoping  that  this  will  be  satisfactory  to  you,  we  are,  dear  sir. 

Very  respectfully, 

THE  MOUNT  MORRIS  ELECTRIC  LIGHT  COMPANY, 


EDWARD  MAY,  President. 
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The  Edison  Electric  Illuminating  Company  of  New  Yoric, 
General  Offices,  Pearl,  Corner  Elm  Street, 

January  21,  1893. 

Hon.  Theo.  Moss,  Secretary,  the  Board  of  Electrical  Control,  No.  1266  Broadway,  New 
York  City: 

Dear  Sir: — In  response  to  your  favor,  handed  me  on  January  12,  I beg  to  say 
that  it  is  the  intention  of  the  Edison  Electric  Illuminating  Company  this  year  to 
confine  its  underground  development  chiefly  to  those  streets  in  which  the  Com- 
missioner of  Public  Works  intends  to  repave,  and  to  those  streets  in  which  the 
immediate  demands  of  the  public  require  mains,  in  addition  to  which  we  intend 
to  replace  our  two-wire  mains — of  which  but  2.10  miles  of  the  original  10.61  miles 
remain — with  three-wire  tubing,  and  to  make  some  improvements  in  our  feeder 
system. 

As  soon  as  the  Board  grants  our  application-  for  mains  as  far  north  on  Fifth 
avenue  as  Seventy-ninth  street  and  the  streets  are  open  for  construction  work, 
we  shall  be  prepared  to  furnish  electric  lighting  on  the  east  side  of  Fifth  avenue 
to  Seventy-ninth  street,  should  the  citj^  authorities  desire.  We  inclose  copy  of  our 
letter  to  the  Subway  Committee,  making  the  application  in  due  form. 

We  find  that  the  authorizations  issued  by  your  Board  to  the  Empire  City 
Subway  Company  (Limited)  for  the  construction  of  Edison  ducts  include  the 
following,  which  we  desire  to  lay  during  the  present  year.  In  case  these  require 
re-authorization  by  tlfii  Board,  we  will  ask  the  Board  to  consider  these  also  as 
Edison  applications: 

Nassau  street,  both  sides,  from  Pine  street  to  Maiden  lane. 

College  place,  both  sides,  from  Barclay  street  to  Chambers  street. 

Elm  street,  west  side,  from  Pearl  street  to  Franklin  street. 

Spring  street,  both  sides,  from  Broadway  to  Elm  street. 

Sixty-sixth  street,  south  side,  from  Fifth  avenue  to  Madison  avenue. 

Duane  street,  both  sides,  from  Greenwich  street  to  Washington  street. 

Franklin  street,  south  side,  from  Broadway  to  West  Broadway. 

East  Twenty-seventh  street,  south  side,  from  Madison  to  Fourth  avenue. 

The  other  -^'ork,  so  far  as  we  have  been  able  to  outline  it  at  this  date,  consists 
in  the  replacing  of  old  tubes,  for  which  we  shall  ask  the  consent  of  the  Department 
of  Public  Works  at  such  times  as  will  best  fit  in  with  the  plans  of  the  Department 
and  will  least  inconvenience  the  public. 

Very  truly  yours, 

B.  B.  BOWKER,  First  Vice-President. 

Manhattan  Electric-light  Company  (Limited), 
Office  and  Station, 

Eightieth  Street  and  East  End  Avenue. 

New  York,  January  16,  1893. 

Hon.  Theodore  Moss,  Secretary  of  the  Board  of  Electrical  Control,  No.  1266  Broad- 
way, City: 

Dear  Sir: — Replying  to  your  letter  of  the  12th  inst.,  I beg  to  say  that  this 
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company  is  now  contemplating  a reorganization  of  its  distributing  lines,  and,  while 
it  is  yet  too  early  to  say  definitely  what  additional  underground  facilities  will  be  re- 
quired under  the  new  plan  to  put  all  its  lines  in  the  subways,  the  following  is  an 
approximate  estimate  of  the  number  of  ducts  required  to  accomplish  that  end: 

One  three-inch  distributing  duct  on  First  avenue,  from  Eightieth  to  Forty- 
second  street. 

Two  four-inch  trunk  ducts  on  Eightieth  street,  from  the  Station  to  Third 
avenue. 

One  four-inch  trunk  duct  on  Eightieth  street,  from  the  Station  to  Second 
avenue. 

One  four-inch  trunk  duct  on  Eightieth  street,  from  the  Station  to  First 
avenue. 

I have  the  honor  to  be,  sir,  yours,  very  respectfully, 

FRANK  ENOS,  Secretary. 

The  Harlem  Lighting  Company, 

Eightieth  Street  and  East  End  Avenue, 

New  York,  January  16,  1893. 

Hon.  Theodore  Moss,  Secretary  of  the  Board  of  Electrical  Control,  No.  1266  Broad- 
way, City: 

Dear  Sir:— Replying  to  your  letter  of  the  12th  instant,  I beg  to  say  that  this 
company  is  now  contemplating  a reorganization  of  its  distributing  lines,  and,  while 
it  is  yet  too  early  to  say  definitely  what  additional  underground  facilities  will  be 
required  under  the  new  plan  to  put  all  its  lines  in  the  subways,  the  following  is  an 
approximate  estimate  of  the  number  of  ducts  required  to  accomplish  that  end: 

One  three-inch  distributing  duct  on  First  avenue,  from  Eightieth  to  One  Hun- 
dred and  Twenty-fifth  street. 

Three  four-inch  trunk  ducts  on  Eightieth  street,  from  the  Station  to  Third 
avenue. 

I have  the  honor  to  be,  sir,  yours,  very  respectfully, 

JAMES  W.  PRYOR,  President. 

Empire  City  Subway  Company  (Limited), 

Chief  Engineer's  Office, 

No.  1 13  West  Thirty-eighth  Street, 

New  York,  January  24,  1893. 

To  the  Honorable  the  Commissioners  of  the  Board  of  Electrical  Control,  No.  1266 
Broadway,  New  York,  N.  Y. : 

Gentlemen: — We  beg  leave  to  submit  herewith,  for  your  approval  and  authori-  , 
zation,  the  following  lines  of  electrical  subways,  to  be  constructed  during  the  pres- 
ent season  of  the  special  iron  tubing  of  the  Edison  Electric  Illuminating  Company, 
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for  whose  accommodation  the  facilities  are  desired,  and  for  which  we  ask  your 
favorable  consideration  and  action: 

South  street,  west  side,  from  Broad  to  Wall  street. 

South  street,  west  side,  from  Fulton  to  Beekman  street. 

Chambers  street,  south  side,  from  Greenwich  to  Washington  street. 

Centre  street,  both  sides,  from  Duane  street  to  Park  row. 

Duane  street,  both  sides,  from  Centre  street  to  Edison  Station,  corner  Pearl 
and  Elm  streets.  ' 

Worth  street,  both  sides,  from  Elm  to  Park  street. 

Worth  street,  both  sides,  from  Church  street  to  West  Broadway. 

Franklin  street,  south  side,  from  Broadway  to  Elm  street. 

Walker  street,  north  side,  from  Broadway  to  Elm  street. 

West  Broadway,  east  side,  from  Leonard  to  Canal  street. 

Laight  street,  both  sides,  from  Canal  to  Greenwich  street. 

Howard  street,  both  sides,  from  Broadway  to  Centre  street. 

Grand  street,  north  side,  from  Broadway  to  South  Fifth  avenue. 

Broome  street,  north  side,  from  Greene  street  to  South  Fifth  avenue. 

Broome  street,  north  side,  from  Broadway  to  Mott  street. 

Spring  street,  south  side,  from  Elm  to  Mott  street. 

Prince  street,  north  side,  from  Greene  street  to  South  Eifth  avenue. 

Houston  street,  south  side,  from  Greene  street  to  South  Fifth  avenue. 

Mott  street,  east  side,  from  Broome  to  Spring  street. 

Mulberry  street,  east  side,  from  Broome  to  Bleecker  street. 

Mercer  street,  east  side,  from  Canal  to  Howard  street. 

Mercer  street,  east  side,  from  Broome  to  Spring  street. 

Mercer  street,  east  side,  from  Bleecker  to  Third  street. 

South  Fifth  avenue,  west  side,  from  Third  to  Fourth  street. 

Fourth  street,  south  side,  from  South  Fifth  avenue  to  Macdougal  street. 
Macdougal  street,  west  side,  from  Fourth  to  Eighth  street. 

University  place,  west  side,  from  Eighth  to  Twelfth  street. 

Fourteenth  street,  north  side,  from  Sixth  to  Eighth  avenue. 

Sixteenth  street,  north  side,  from  Irving  place  to  Third  avenue. 

Nineteenth  street,  south  side,  from  Broadway  to  Sixth  avenue. 

Thirty-ninth  street,  north  side,  from  Broadway  to  Eighth  avenue. 

Sixth  avenue,  both  sides,  from  Eifty-third  to  Fifty-ninth  street. 

Fifty-fifth  street,  south  side,  from  Madison  to  Park  avenue. 

P'ifty-eighth  street,  south  side,  from  Madison  to  Park  avenue. 

Fifth  avenue,  east  side,  from  Sixtieth  to  Seventy-ninth  street. 

Fifth  avenue,  east  side,  from  Fifty-eighth  to  Sixtieth  street. 

Sixty-second  street,  both  sides,  from  Fifth  to  Madison  avenue. 

Park  avenue,  both  sides,  from  Sixty-eighth  to  Seventy-first  street. 

Seventieth  street,  south  side,  from  Madison  to  Park  avenue. 

Seventy-first  street,  north  side,  from  Madison  to  Park  avenue. 

Seventy-fourth  street,  both  sides,  from  Madison  to  Park  avenue. 
Seventy-eighth  street,  north  side,  from  Fifth  to  Madison  avenue. 

Seventy-ninth  street,  south  side,  from  Fifth  to  Madison  avenue. 

We  also  beg  leave  to  submit,  for  your  authorization  and  approval,  the  follow- 
ing line  of  telephone  and  telegraph  subways,  to  be  built  during  the  present  season, 
of  wrought-iron  pipe,  laid  in  hydraulic  cement  concrete,  the  facilities  being  de- 
signed for  the  accommodation  of  the  Stock  Quotation  Telegraph  Company  and 
other  probable  tenants,  viz.: 
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Cedar  street,  north  side,  from  the  west  side  of  William  street  to  the  west  side 
of  Broadway. 

We  also  respectfully  request  your  authorization  and  approval  of  a telephone 
and  telegraph  line,  to  be  constructed  during  the  present  season,  of  wrought-iron 
pipe,  laid  in  hydraulic  cement  concrete,  for  the  accommodation  of  the  Postal  Tele- 
graph Cable  Company,  as  follows: 

Seventy-ninth  street,  south  side,  from  the  west  side  of  Ninth  (Columbus)  ave- 
nue to  the  west  side  of  West  End  avenue. 

. Map  showing  the  location  of  the  above  lines  is  herewith  submitted, 
j . Very  respectfully, 

CHAS.  F.  CUTLER,  President. 


Empire  City  Subway  Company  (Limited), 

Chief  Engineer's  Office,  No.  113  West  Thirty-eighth  Street, 

New  York,  January  25,  1893. 

To  the  Honorable  the  Commissioners  of  the  Board  of  Electrical  Control,  No.  1266 
Broadway,  New  York,  N.  Y. : 

Gentlemen: — For  the  accommodation  of  the  Edison  Electric  Illuminating 
Company,  I beg  leave  to  request  that  the  following  lines  of  electrical  subways 
be  re-authorized,  the  same  having  been  authorized  by  your  Board  at  previous 
meetings,  and  maps  submitted  at  the  time  of  authorization: 

Nassau  street,  both  sides,  from  Pine  street  to  Maiden  lane. 

College  place,  both  sides,  from  Barclay  to  Chambers  street. 

Elm  street,  west  side,  from  Pearl  to  Franklin  street. 

Spring  street,  both  sides,  from  Broadway  to  Elm  street. 

Sixty-sixth  street,  south  side,  from  Fifth  to  Madison  avenue. 

Duane  street,  both  sides,  from  Greenwich  to  Washington  streets. 

Franklin  street,  south  side,  from  Broadway  to  West  Broadway. 

East  Twenty-seventh  street,  south  side,  from  Madison  to  Fourth  avenue. 

Very  truly  yours, 

CHAS.  F.  CUTLER,  President. 


Empire  City  Subway  Company  (Limited), 

Chief  Engineer's  Office,  No.  113  West  Thirty-eighth  Street, 

New  York,  January  25,  1893. 

To  the  Honorable  the  Commissioners  of  the  Board  of  Electrical  Control,  No.  1266 
Broadway,  New  York,  N.  Y.: 

Gentlemen: — We  beg  leave  to  submit  herewith,  for  your  approval  and  authori- 
zation, the  following  line  of  electrical  subways,  to  be  built  during  the  present  sea- 
son of  the  special  iron  tubing  of  the  Edison  Electric  Illuminating  Company,  for 
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whose  accommodation  the  facilities  are  desired,  and  for  which  we  ask  your  favor- 
able consideration  and  action; 

From  the  West  side  of  Greenwich  street,  running  west  seventy-five  feet  to 
Nos.  79-81  Watts  street. 

Map  showing  the  location  of  the  above  line  is  herewith  submitted. 

Very  respectfully, 

CHAS.  F.  CUTLER,  President. 


Empire  City  Subway  Company  (Limited), 

Chief  Engineer^’s  Office,  No.  113  West  Thirty-eighth  Street, 

New  York,  January  24,  1893. 

To  the  Honorable  the  Commissioners  of  the  Board  of  Electrical  Control,  No.  1266 
Broadway,  New  York,  N.  Y.: 

^ Gentlemen:  We  beg  leave  to  submit  herewith,  for  your  approval  and  authori- 
zation, the  following  subsidiary  connection,  for  construction  during  the  present 
season,  of  wrought-iron  pipe  laid  in  hydraulic  cement  concrete,  for  the  accommo- 
dation of  the  Postal  Telegraph  Cable  Company,  and  for  which  we  ask  your  favor- 
able consideration  and  action,  viz.: 

On  Seventy-ninth  street,  from  the  west  side  of  West  End  avenue  to  the  North 
river. 

Map  showing  the  location  of  this  connection  is  herewith  submitted. 

Very  respectfully, 

CHAS.  F.  CUTLER,  President. 


The  United  States  Illuminating  Company, 

Office,  Times  Building, 

New  York,  January  24,  1893. 

Hon.  Theodore  Moss,  Secretary  of  Board  of  Electrical  Control,  New  York  City; 

Dear  Sir.  In  reply  to  your  favor  of  January  6,  the  undersigned  companies  beg 
to  advise  you  that  they  shall  be  ablei  to  remove  all  of  their  overhead  wires,  and 
do  their  business  exclusively  by  underground  cables,  upon  the  completion  of  sub- 
ways in  the  following  streets  and  parts  of  streets: 

No.  Ducts  required 
to  continue  present 
business. 

Fourteenth  street,  from  Eighth  avenue  to  North  river i 

Twenty-third  street,  from  Eleventh  avenue  to  North  river i 

Thirty-fourth  street,  from  Eighth  avenue  to  North  river i 

Forty-second  street,  from  Eighth  avenue  to  North  river i 

Tenth  avenue,  from  Thirty-fourth  street  to  Eorty-second  street i 

West  street,  from  Battery  place  to  Desbrosses  street i 
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No.  Ducts  required 
to  continue  present 
business 

South  street,  from  Battery  place  to  Catharine  street i 

Fulton  street,  from  Pearl  to  South  street. i 

Spring  street,  from  Elizabeth  to  Hudson  street i 

Catharine  street,  from  Cherry  to  South  street. i 

Chrystie  street,  from  Houston  to  Division  street i 

Essex  street,  from  Houston  to  Grand  street i 

East  Broadway,  from  Oliver  to  Grand  street i 

Avenue  B,  from  Houston  to  Seventh  street i 

Division  street,  from  Catharine  to  Houston  street i 

Forsyth  street,  from  Stanton  to  Houston  street i 

Rivington  street,  from  Bowery  to  Chrystie  street i 

Second  avenue,  from  Houston  to  Seventh  street 1 

Fourth  street,  from  Bowery  to  Second  avenue i 

Second  street,  from  Bowery  to  Second  avenue /. i 

Sixth  street,  from  Bowery  to  Second  avenue. i 

Third  avenue,  east  side,  from  Sixth  to  Fourteenth  street i 

Houston  street,  from  Allen  street  to  Avenue  C i 

Sixteenth  street,  from  Third  avenue  to  Stuyvesant  Park i 

Very  truly  yours, 

THE  UNITED  STATES  ILLUMINATING  COMPANY, 

Per  C.  H.  JACKSON,  President. 

THE  BRUSH  ELECTRIC  ILLUMINATING  COMPANY, 

Per  CHAS.  W.  SPEAR,  General  Manager. 

Mayor  Gilroy  offered  the  following  resolutions,  which  were  unanimously 
adopted: 

Resolved,  That  all  these  applications  be  granted,  subject,  however,  to  the 
provisions  of  Chapter  263  of  the  Laws  of  1892,  in  which  it  says  that  the  Board 
shall  require  any  corporation  or  individual  making  such  application  for  the  con- 
struction of  subways,  before  such  construction  of  subways  shall  be  entered  upon, 
to  furnish  the  corporation  which  sh^ll  be  ordered  to  build  such  subways  satisfac- 
tory security  for  the  occupation  by  it  of  the  subways  Avhich  shall  be  constructed 
as  requested  and  the  payment  of  the  established  rentals  therefor,  subject,  more- 
over, to  the  rule  that  no  newly-paved  street  shall  be  disturbed  after  the  pavement 
is  laid. 

Resolved,  That  the  Secretary  of  this  Board  be  directed  to  furnish  to  every 
one  of  the  applicant  corporations  a copy  of  this  resolution. 

Mayor  Gilroy:  With  reference  to  the  selection  of  the  district  for  the  purpose 
of  clearing  away  the  poles  and  wires,  I notice  by  the  report  of  the  Engineer  that 
he  recommends  a district  to  be  created  south  of  Fifty-ninth  street,  either  on  the 
east  or  west  side.  I hardly  think  we  have  sufficient  information  before  us  to  enable 
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us  to  determine  on  which  side  that  district  shall  be  located,  and  I suggest  the 
matter  be  referred  back  to  the  Engineer,  with  instructions  to  report  which  spot 
he  thinks  for  the  best  interests  of  the  public  should  be  selected. 

On  motion  of  Commissioner  Hess,  it  was  so  ordered. 

On  motion  of  his  Honor  the  Mayor,  the  following  resolution  was  unanimously 
adopted: 

Resolved,  That  .the  Secretary  of  this  Board  be  directed  to  notify  the  Com- 
missioner of  Public  Works  of  the  action  taken  here  to-day,  designating  the  new 
subways  which  are  to  be  built,  so  that  he  may  notify  all  the  electrical  companies 
in  New  York  that  they  must  get  in  the  streets  ahead  of  the  repaving. 

The  Electrical  Expert  submitted  to  the  Board  various  applications  of  the 
Metropolitan  Telephone  and  Telegraph  Company  approved  by  him. 

The  Board  (after  hearing  the  Expert),  on  motion,  of  his  Honor  the  Mayor, 
adopted  the  following  resolutions: 

Resolved,  That  the  applications  of  the  Metropolitan  Telephone  and  Telegraph 
Company  for  overhead  telephone  connections,  recommended  by  the  Electrical 
Expert,  be  granted,  wherever  the  extent  required  to  be  built  does  not  exceed  two 
hundred  and  fifty  feet  over  the  street  or  highway. 

Resolved,  That  the  applications  of  the  Metropolitan  Telephone  and  Telegraph 
Company  for  construction  a mile  or  more  in  length  be  referred  to  the  Electrical 
Expert,  with  mstiuctions  to  report  specifically  upon  them  at  the  next  meeting. 

Resolved,  That  the  applications  of  the  Metropolitan  Telephone  and  Telegraph 
Company  for  running  cables  short  distances  across  one  street  be  referred  to  the 
Electrical  Exj)ert,  for  report  to  the  Board  in  writing. 

The  Board,  after  favorable  verbal  report  of  the  Electrical  Expert,  granted  the 
following  applications’ 

An  application  of  the  North  River  Electric  Light  and  Power  Company,  dated 
January  16,  1893,  to  run  one  circuit  on  existing  poles  on  One  Hundred  and  Thirty- 
ninth  street,  from  Third  avenue  to  Brook  avenue,  and  make  all  necessary  con- 
nections with  station. 

An  application  of  the  North  River  Electric  Light  and  Power  Company,  dated 
January  17,  1893,  to  set  two  poles  in  front  of  station  at  One  Hundred  and  Fortieth 
street  and  Ryder  avenue. 

An  application  of  the  North  River  Electric  Light  and  Power  Company,  dated 
January  19,  1893)  to  erect  line  of  poles  and  run  two  circuits  on  same,  on  the  east 
side  of  Vanderbilt  avenue,  from  One  Hundred  and  Fifty-sixth  street  to  Kings- 
bridge  road,  for  city  lighting,  and  to  make  all  necessary  connections  with  station. 
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Mayor  Gilroy:  I move  that  when  we  adjourn  we  adjourn  to  meet  on  this  day 
week  (February  i)  at  12  o’clock. 

Motion  adopted. 

Mayor  Gilroy:  We  will  take  up  the  application  of  the  Thomson-Houston 
Electric  Company  of  New  York  at  the  next  meeting. 

Whereupon  the  Board  adjourned. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Mayor,  in  the  City  of  New  York,  on  Wednesday,  February  i,  1893,  at  12  M. 

Present:  Mayor  Thomas  F.  Gilroy,  President;  Commissioners  Jacob  Hess 
and  Theodore  Moss. 


The  minutes  of  January  25  were  read  and  approved. 

The  Engineer’s  report  and  the  accompanying  applications  and  letters,  as  fol- 
lows, were  read: 

Office  of  the  Board  of  Electrical  Control, 

No.  1266  Broadway, 

New  York,  Februai'y  i,  1893. 

To  the  Honorable  Commissioners  of  the  Board  of  Electrical  Control. 

Gentlemen  In  compliance  with  the  resolution  of  the  Board  at  the  last  meeting, 

I have  to  recommend  a new  subway  district,  to  be  designated  as  Proscribed  Dis- 
trict No.  4,  extending  from  Fifty-ninth  street  on  the  north  to  the  Battery  on  the 
south,  and  from  Eighth  avenue  and  Greenwich  street  on  the  east  to  Eleventh 
avenue  and  West  street  on  the  west. 

It  is  not  deemed  practicable  to  maintain  cables  in  subway,  if  constructed  in 
West  street,  as  the  water  rises  so  near  the  surface  of  the  street  that  the  subways 
would  be  constantly  flooded  with  salt  water.  So,  for  the  present,  I am  not  pie- 
pared  to  recommend  building  subways  in  West  street,  and  as  Eleventh  ayenue  is 
largely  devoted  to  manufacturing  and  railroad  purposes,  I would  suggest  the  po  es 
be  allowed  to  remain  there  for  the  present,  and  the  energy  of  constructing  subways 
be  directed  to  some  other  neighborhood. 

If  the  Board  sees  fit  to  adopt  the  above  recommendation,  I have  to  suggest 
that  they  notify  all  companies  operating  wires  in  that  district  to  be  prepared  to 
remove  their  overhead  wires  on  poles  by  a certain  day  and  operate  their  circuits 

through  the  subways. 
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Since  the  last  meeting  of  the  Board  I have  received  applications  for  subwav 
construction  from  the  ^ 

United  Electric  Light  and  Power  Company. 

Thomson-Houston  Electric  Company. 

Empire  City  Subway  Company. 

Holmes  Burglar  Alarm  Company. 

Postal  Telegraph  Cable  Company. 

Western  Union  Telegraph  Company. 

Mount  Morris  Electric  Light  Company. 

which  I recommend  be  ordered  built.  ^ ' 

The  letters  are  herewith  attached. 

The  letter  from  the  Thomson-Houston  Company,  January  23,  1893,  under  dis- 
cussion at  the  last  meeting  of  the  Board,  is  herewith  submitted. 

Very  respectfully, 

PIENRY  S.  KEARNY. 

United  Electric-light  and  Power  Company, 

Times  Building,  Park  Row, 

Spruce  and  Nassau  Streets, 

New  York,  January  31,  1893. 

Hon.  Theo.  Moss,  Secy.,  Board  of  Electrical  Control,  No.  1266  Broadway,  City : 

Dear  Sir  .-—Replying  to  your  favor  of  the  27th  instant,  giving  us  list  of  streets 
proposed  to  be  repaved,  we  beg  to  say  that  at  present  we  can  be  accommodated  by 
subways,  as  follows: 

Canal  street,  from  Bowery  to  East  Broadway j ^j^ct 

W orth  street,  from  Park  Row  to  Broadway i “ 

Howard  street,  from  Elm  to  Centre  street . i “ 

Fourth  avenue,  from  Thirty-second  to  Thirty-fourth  street' i » 

Very  truly  yours, 

THE  UNITED  ELECTRIC  LIGHT  AND  POWER  COMPANY, 

Per  WM.  H.  BROWNE,  General  Manager. 

Thomson-.Houston  Electric  Company  of  New  York, 

Former  name  East  River  Electric-light  Company, 

Nos.  421,  423,  425,  427,  429  AND  431  East  Twenty-fourth  Street, 

New  York,  January  23,  1893. 

Hon.  Commissioners,  Board  of  Electrical  Control,  No.  1266  Broadway,  N.  Y.  City: 

Gentlemen:  All  the  poles  and  wires  of  this  company  have  been  removed  from 
that  portion  of  the  city  between  the  Battery  and  Eighty-sixth  street,  from  Bowery 
and  Second  avenue  to  Eighth  avenue,  and  placed  in  the  subways.  The  few  re- 
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maiming  overhead  lines  are  in  the  outlying  district  and  are  almost  entirely  used 
for  public  city  lighting,  where  business  is  sparse  and  no  company  could  afford 
to  occupy  subways  at  present  rentals,  and  where  different  classes  of  wires  are 
not  multiplied,  and  where  the  substitution  of  subways  for  present  lines  would 
mean  total  destruction  of  business.  Such  streets  are  Fourteenth  street,  from 
East  river  to  First  avenue,  and  from  North  river  to  Eighth  avenue;  Twenty-third 
street,  from  East  river  to  First  avenue;  Thirty-fourth  street,  from  East  river  to 
Third  avenue;  Forty-second  street,  from  East  river  to  First  avenue;  Twenty- 
fourth  street,  from  East  river  to  Third  avenue;  Tenth  street,  from  East  river  to 
Second  avenue;  Stuyvesant  street,  Stuyvesant  Park,  Tompkins  Park,  First  avenue, 
and  Avenue  A,  from  Houston  to  Twenty-fifth  street.  This  company  would  be 
pleased  to  have  you  consider  the  building  of  a subway  from  terminus  of  present 
subway,  southeast  corner  First  avenue  and  Twenty-third  street,  along  First  avenue 
to  Twenty-fourth  street,  to  connect  our  station  Nos.  421-431  East  Twenty-fourth 

street. 

Yours,  very  truly, 

E.  E.  DEXTER,  Superintendent. 


To  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  The  undersigned  respectfully  applies  to  have  the  station  of  this  com- 
pany at  No.  425  East  Twenty-fourth  street  connected  with  the  subway  terminating 
at  First  avenue  and  Twenty-third  street. 

Very  respectfully, 

THOMSON-HOUSTON  ELECTRIC  CO.  OF  N.  Y., 

By  PETER  BUTTERLY,  Treas. 

24th  Jan’y,  ’92- 

Empire  City  Subway  Company  (Limited) — Chief  Engineer's  Office, 

. No.  1 13  West  Thirty-eighth  Street, 

New  York,  January  31,  1893. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control,  Hon. 
Thomas  F.  Gilroy,  President,  1266  Broadway,  N.  Y. : 

Gentlemen  We  beg  leave  to  submit  herewith,  for  your  approval  and  authoriza- 
tion, the  following  lines  of  electrical  subways,  for  construction  during  the  present 
season,  of  wrought-iron  pipe  laid  in  hydraulic  cement  concrete,  the  lines  being 
designed  for  telephone  and  telegraph  service,  and  for  which  we  ask  your  favorable 
consideration  and  action. 

1.  West  Fifty-first  street,  from  Eighth  to  Eleventh  avenue. 

2.  West  Forty-fifth  street,  from  Eighth  to  Eleventh  avenue. 

3.  West  Thirty-eighth  street,  from  Eighth  to  Eleventh  avenue. 

4.  West  Thirty-fourth  street,  from  Ninth  to  Eleventh  avenue. 

5.  West  Twenty-third  street,  from  Ninth  to  Eleventh  avenue. 

6.  West  Eighteenth  street,  from  Eighth  to  Eleventh  avenue. 

1 7.  West  Thirteenth  street,  from  Eighth  to  Thirteenth  avenue. 
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& Eighth  avenue,  from  Fourteenth  street  and  Greenwich  avenue  to  Bank 

« wll'n Twelfth  street,  from  Eighth  to  Thirteenth  avenne, 
9-  West  Houston  street,  from  Hancock  to  West  street 

10-  Hudson  street,  from  Spring  to  Canal  street. 

II.  Beach  street,  from  West  Broadway  to  West  street. 

Map  showing  the  location  of  the  above  lines  is  herewith  submitted. 

Very  respectfully, 

CHAS.  F.  CUTLER,  President. 

Holmes  Electric  Protective  Company, 

No.  518  Broadway,  New  York,  January  31,  1893. 

Mr.  Theodore  Moss,  Secretary,  Board  Electrical  Control,  New  York  City;  : 

n2s::  sj^r,  sl  mS 

Yours,  etc., 

F-  T.  HOLMES,  General  Manager. 

Postal  Telegraph  Cable  Company-Office  of  General  Superintendent, 
Eastern  Division,  No.  i Broadway, 

New  York,  January  31,  1893. 

To  the  Honorable  Board  of  Electrical  Control,  No.  1266  Broadway,  City: 

Gentlemen  .--Replying  to  your  letter  of  January  27,  accompanied  by  list  of  streets 
I have  to  say  that  the  Postal  Company  will  not  require  any  ducts  in  anv  o the 
stree  s mentioned.  Our  application,  recently  sent  to  the  Sifbway  CommiLe  for 
two  3-mch  ducts  on  Seventy-ninth  street,  from  Columbus  avenL  to  West  eL 
avenue  and  a subsidiary  connection  from  West  End  avenue  to  the  North  river 
seems  to  cover  present  requirements.  * 

Yours  respectfully, 

J.  H.  EMERIlK,  General  Superintendent. 

Western  Union  Telegraph  Company, 
Superintendents  Office,  No.  195  Broadway, 

New  York,  January  25,  1893. 

Mr.  Theodore  Moss,  Secretary,  Board  of  Electrical  Control,  No.  1266  Broadway,  New 

Dear  Sir  •—I  beg  to  say,  in  reply  to  your  circular  letter  of  the  6th  inst  that  if  a 
subway  is  built  from  Greenwich  street,  through  Little  West  Twelfth  street  to  West 
street,  we  can  make  good  use  of  it. 

Very  respectfully. 


W.  C.  HUMSTONE,  Superintendent. 
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i The  Mount  Morris  Electric-light  Company, 

. . Corner  Vandam  and  Greenwich  Streets, 

New  York,  January  31,  1893. 

Honorable  Theodore  Moss,  Secretary  and  Commissioner,  Board  of  Electrical  Control, 
No;  1266  Broadway,  City: 

Dear  Sir:— We  beg  to  submit  you  herewith  a schedule  of  applications  for  sub- 
ways as  would  provide  for  present  aerial  lines  owned  or  controlled  by  us: 

Reade  street,  south  side,  from  west  side  of  Greenwich  street  to  east  side  of 

Washington  street.  . -j 

Jay  street,  south  side,  from  east  side  of  Washington  street  to  east  side  of 

West  street. 

State  street,  east  side,  from  southeast  corner  of  Bowling  Green  to  southeast 
corner  of  Pearl  street. 

One  distributing  duct  for  each  street. 

1 Yours,  very  respectfully, 

j THE  MOUNT  MORRIS  ELECTRIC  LIGHT  COMPANY, 

EDWARD  MAY,  President. 


On  motion,  the  following  resolutions  were  unanimously  adopted: 

Resolved,  That  the  report  of  the  Engineer  be  adopted. 

Resolved,  That  all  these  applications  be  granted,  subject,  however,  to  the 
provisions  of  Chapter  263  of  the  Laws  of  1892,  in  which  it  says  that  the  Board 
shall  require  any  corporation  or  individual  making  such  application  for  the  con- 
struction of  subways,  before  such  construction  of  subways  shall  be  entered  upon, 
to  furnish  the  corporations  which  shall  be  ordered  to  build  such  subways  satisfac- 
tory security  for  the  occupation  by  it  of  the  subways  which  shall  be  constructed 
as  requested,  and  the  payment  of  the  established  rentals  therefor;  subject,  more- 
over, to  the  rule,  that  no  newly-paved  street  shall  be  disturbed  after  the  pavement 

is  laid. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low  ten- 
sion currents,  upon  the  compliance  by  the  companies  applying  for  subways^ with 
the  terms  and  provisions  of  Chapter  263  of  the  Laws  of  1892,  m the  following 

streets: 

West  Fifty-first  street,  from  Eighth  to  Eleventh  avenue. 

West  Forty-fifth  street,  from  Eighth  to  Eleventh  avenue. 

West  Thirty-eighth  street,  from  Eighth  to  Eleventh  avenue. 

West  Thirty-fourth  street,  from  Ninth  to  Eleventh  avenue. 

West  Twenty-third  street,  from  Ninth  to  Eleventh  avenue. 

West  Eighteenth  street,  from  Eighth  to  Eleventh  avenue. 
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West  Thirteenth  street,  from  Eighth  to  Thirteenth  avenue. 

Eighth  avenue,  from  Eourteenth  street  and  Greenwich  avenue  to  Bank  and 
Bleecker  streets,  and  West  Twelfth  street,  from  Bank  and  Bleecker  streets,  ta 
Thirteenth  avenue.  1 

West  Houston  street,  from  Hancock  to  West  street.  > ,,  A 'i  . 

Hudson  street,  from  Spring  to  Canal  street. 

Beach  street,  from  West  Broadway  to  West  street.  ' 

Nassau  street,  from  Maiden  lane  to  Wall  street.  ^ 

Little  West  Twelfth  street,  from  Greenwich  to  West  street.  C ^ j,  ■ 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommo- 
dation of  high  tension  currents,  upon  the  compliance  by  the  companies  applying 
for  subways  with  the  terms  and  provisions  of  chapter  263  of  the  Laws  of  1892, 
in  the  following  streets; 

Reade  street,  south  side,  from  west  side  of  Greenwich  street  to  east  side 
of  Washington  street. 

Jay  street,  south  side,  from  east  side  of  Washington  street  to  east  side  of 
West  street. 

State  street,  east  side,  from  southeast  corner  of  Bowling  Green  to  southeast 
corner  of  Pearl  street. 

Canal  street,  from  Bowery  to  East  Broadway. 

AV orth  street,  from  Park  row  to  Broadway. 

Howard  street,  from  Elm  to  Centre  street. 

Fouith  avenue,  from  Thirty-second  to  Thirt5'^-fourth  street. 

From  subway  terminal  at  southeast  corner  of  First  avenue  and  Twenty-third 
street,  along  First  avenue  to  Twenty-fourth  street,  to  connect  with  station  at  Nos. 
421  to  431  East  Twenty-fourth  street. 

Mayor  Gilroy:  I move,  as  a consequence  of  the  adoption  of  that  report,  the 
following  resolution: 

Resolved,  That  a district  be  formed  upon  the  lines  indicated  in  the  report  of 
the  Engineer  of  the  Board,  viz.,  extending  from  Eifty-ninth  street  on  the  north  to 
the  Battery  on  the  south,  and  from  Eighth  avenue  and  Greenwich  street  on  the 
east  to  Eleventh  avenue  and  West  street  on  the  west,  which  shall  be  a district 
for  the  removal  of  poles  and  wires  within  the  limits  of  it,  except  the  poles  and 
wires  in  West  street  and  Eleventh  avenue,  ajid  shall  be  known  as  Proscribed  Dis- 
trict No.  4;  and  that  the  Secretary  be  directed  to  notify  all  companies  operating 
overhead  wires  within  such  proscribed  district  that  they  must  make  provision  at 
once  to  place  their  wires  underground. 

On  motion,  ilie  following  resolutions  were  unanimously  adopted: 

Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report— 
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The  applications  of  the  Holmes  Electric  Protective  Company  to  connect  from 
No.  217  Merper  street  to  No.  24  West  Fourth  street,  and  from  cable  terminal  east  side 
of  Broadway  north  of  Thirteenth  street  to  No.  828  Broadway,  over  Thirteenth  street, 
do  not  extend  more  than  250  feet  over  a public  street,  and  I therefore  recommend 
that  they  be  granted, 

— be  adopted  and  the  applications  be  granted. 

Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report 
The  applications  of  the  Holmes  Electric  Protective  Company  to  connect  from 
No.  47  East  Tenth  street  to  No.  255  Greene  street  are  for  temporary  use  only,  until 
subwa>'  connections  can  be  built,  and  I therefore  recommend  that  these  be  granted, 

— be  adopted  and  the  applications  be  granted. 

Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report 
The  application  of  the  Holmes  Electric  Protective  Company  to  connect  from 
No.  238  Fifth  avenue  to  No.  292  Fifth  avenue  extends  across  three  streets,  and  I 
therefore  recommend  that  it  be  laid  over, 

— be  adopted  and  the  application  be  laid  over. 

Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report— 

I have  to  report  upon  the  accompanying  application  of  the  Western  Union  Tele- 
graph Company  to  transfer  a line  of  poles  on  the  west  side  of  Railroad  avenue,  be- 
tween Harlem  River  and  One  Hundred  and  Eorty-ninth  street,  to  the  east  side  of  the 
same  avenue;  that  this  transfer  is  rnade  necessary  by  the  intended  filling-in  of  the 
railroad  viaduct  to  raise  the  level  of  the  tracks,  according  to  a law  recently  passed. 

I therefore  recommend  that  the  application  be  granted, 

—be  adopted  and  the  application  be  granted. 

Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report 
I have  to  report  upon  the  application  of  the  Postal  Telegraph  Cable  Company 
to  string  two  housetop  wires  from  the  corner  of  Fifth-ninth  street  and  Madison  ave- 
nue north  to  Sixty-third  street,  south  to  Fifty-seventh  street,  east  to  Fourth  avenue 
and  west  to  Fifth  avenue;  that  there  is  no  subway  reaching  north  from  Fifty-ninth  to 
Sixty-third  street;  that  the  connections  east  to  Fourth  avenue  and  west  to  Fifth  ave- 
nue will  not  exceed  the  distance  of  two  hundred  and  fifty  feet  over  a public  street, 
and  I therefore  recommend  that  they  be  granted.  The  connection  south  to  Fifty- 
seventh  street  is  parallel  to  a subway,  and  extends  more  than  two  hundred  and  fifty 
feet  over  a public  street,  and  I therefore  recommend  that  it  be  laid  over, 

—be  adopted,  and  that  the  connection  north  to  Sixty-third  street,  east  to  Fourth 
avenue  and  west  to  Fifth  avenue  be  granted,  and  that  the  connection  south  to  Fifty- 
seventh  street  be  laid  over. 

Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report 
I have  to  report  upon  the  accompanying  application  of  the  Postal  Telegraph 
Cable  Company  to  string  two  wires  from  One  Hundred  and  Twenty-fifth  street  and 
St.  Nicholas  avenue  to  One  Hundred  and  Thirty-fifth  street  and  Eighth  avenue,  that 
there  is  no  subway  on  this  route,  and  that  the  wires  are  required  to  open  an  office 
at  the  latter  point.  They  intend  connecting  to  the  subway  afi  the  nearest  point;  and 
I recommend  that  the  application  be  granted, 

— be  adopted  and  the  application  be  granted. 
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Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report — 

I have  to  report  upon  application  of  the  Metropolitan  Telephone  and  Telegraph 
Company,  dated  January  28,  1893,  for  resetting  thirty-five  poles  on  Boston  road  north 
of  Third  avenue;  that  these  poles  are  the  subject  of  complaints  of  our  Board;  that 
they  are  unsafe  in  their  present  condition  and  should  be  reset,  and  I therefore  recom- 
mend that  the  permit  for  resetting  them  be  granted, 

— be  adopted  and  the  application  be  granted. 

Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report — 

I have  to  report  upon  the  application  of  the  Metropolitan  Telephone  and  Tele- 
graph Company  to  place  cross-arms  on  Fire  Department  poles  on  West  End  ave- 
nue, between  Sixty-sixth  and  Seventieth  street;  that  this  is  for  the  purpose  of  placing 
in  better  order  telephone  wires  which  are  already  supp'orted  on  these  poles  by  small 
insulators  attached  to  the  side  of  poles,  and  I therefore  recommend  that  the  applica- 
tion be  granted, 

— be  adopted  and  the  application  be  granted. 

Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report— 

I have  to  report  upon  the  application  of  the  North  River  Electric  Light  Company 
to  erect  a line  of  poles  and  string  two  circuits  on  them;  on  the  east  side  df  Sedgwick 
avenue,  from  Jerome  avenue  to  Depot  place,  for  city  lighting;  that  this  side  of  the 
street  is  occupied  for  a short  distance  at  present  by  five  Fire  Department  poles,  but 
the  wires  on  these  poles  are  shortly  to  be  transferred  to  another  line,  which  will  leave 
this  side  of  the  street  clear.  There  is  no  subway  in  this  territory,  and  this  transfer 
is  to  be  made  in  a few  days.  I therefore  recommend  that  this  application  be  granted, 
— be  adopted  and  the  application  be  granted. 

Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report — 

I have  to  report  upon  the  application  of  the  Metropolitan  Telephone  and  Tele- 
graph Company  to  run  a 26  pair  aerial  cable  across  Amsterdam  avenue  and  Boule- 
vard at  Seventh-fourth  street;  that  this  is  required  to  restore  the  service  of  a number 
of  subscribers  at  this  point  who  have  been  cut  off  for  some  days,  owing  to  the  re- 
moval of  wires  from  a church  at  this  point.  The  facilities  asked  for  are  temporary 
until  a subway  can  be  provided.  I therefore  recommend  that  the  application  be 
granted, 

— be  adopted  and  the  application  be  granted. 

Resolved,  That  the  recommendations  of  the  report  of  the  Electrical  Expert  upon 
the  application  of  the  Metropolitan  Telephone  and  Telegraph  Company,  dated  January 
7,  1893,  to  rebuild  fire  line  on  Arthur  avenue,  etc.,  be  adopted,  and  that  the  Secretary 
be  directed  to  issue  a permit  to  said  company  to  rebuild  fire  line  on  Arthur  avenue,  from 
Tremont  avenue  to  Kingsbridge  road;  on  Kingsbridge  road,  from  Arthur  avenue  to 
Hoffman  street ; on  Hoffman  street,  from  Kingsbridge  road  to  Pelham  avenue ; on  Pel- 
ham avenue,  from  Hoffman  street  to  Kingsbridge  road ; on  Kingsbridge  road,  from 
Pelham  avenue  to  Bailey  avenue ; on  Bailey  avenue,  from  Kingsbridge  road  to  River- 
dale  avenue;  on  Riverdale  avenue,  from  Bailey  avenue  to  Broadway,  there  to  connect 
with  pole  line  on  Broadway ; the  line  to  be  built  entirely  on  south  side  of  Pelham  ave- 
nue and  Kingsbridge  road  and  Riverdale  avenue,  west  side  of  Arthur  avenue  and  Bailey 
^avenue,  and  east  side  of  Hoffman  street. 
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Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report — 

I have  to  report  upon  the  accompanying  application  of  the  Metropolitan  Telephone 
and  Telegraph  Company  to  reset  certain  poles  on  One  Hundred  and  Thirty-eighth  street 
and  Ryder  avenue ; that  these  are  required  to  carry  safely  the  increased  number  of  lines 
for  telephone  connections,  and  as  there  is  no  subway  in  this  neighborhood  I recommend 
that  the  application  be  granted, 

— be  adopted  and  the  application  be  granted. 

Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report — 

Those  numbered  from  i to  37,  inclusive,  are  for  individual  telephone  connections, 
and  extend  from  the  nearest  subway  terminals  to  the  desired  points.  As  there  is  no 
subway  over  the  routes  asked  for,  I recommend  they  be  granted, 

— upon  applications  of  the  Metropolitan  Telephone  and  Telegraph  Company  be  adopted 
and  the  applications  be  granted. 

Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report— 

Those  numbered  from  301  to  316  are  for  individual  telephone  connections,  and  ex- 
tend over  routes  for  part  of  which  there  is  no  subway.  But  as  they  do  not  connect 
with  the  nearest  subway,  I recommend  that  they  be  laid  over, 

—upon  applications  of  the  Metropolitan  Telephone  and  Telegraph  Company,  be  adopted 
and  the  applications  be  laid  over.  ' 

Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report — 

Those  numbered  101-115  and  201-221  are  for  individual  telephone  connections  not 
exceeding  two  hundred  and  fifty  feet  of  distance  over  a public  street,  and  I therefore 
recommend  that  they  be  granted,  ' 

—upon  applications  of  the  Metropolitan  Telephone  and  Telegraph  Company,  be  adopted 
and  the  applications  be  granted. 

On  motion,  it  was 

Resolved,  That  the  permit  issued  by  the  Secretary  to  the  Manhattan  Electric-light 
Company,  dated  January  31,  1893,  and  numbered  7835,  to  erect  forty-two  city  lamp- 
posts  at  certain  designated  points  on  Second  avenue,  and  place  lamps  thereon  and  con- 
nect the  same  with  subway,  and  the  permit  issued  to  the  Harlem  Lighting  Company  ‘ 
to  erect  lamp-post  and  place  lamp  thereon  and  to  connect  same  with  subway  on  the 
south  side  of  Twenty-eighth  street,  between  Broadway  and  Sixth  avenue,  be  approved. 

The  following  report  of  the  Electrical  Expert  was  read : 

“I  have  to  report  upon  the  application  of  the  North  River  Electric-light  Company 
(and  the  letters  accompanying  same)  to  erect  a line  of  poles  and  string  two  circuits 
on  same,  on  the  south  side  of  Westchester  avenue,  from  Robbins  avenue  to  Bronx 
river,  for  city  lighting ; that  this  permit  could  not  be  granted  because  the  route  was  not 
cleared,  and  that  a letter  to  this  effect  was  sent  to  the  applicant  December  7,  1892,  by 
the  Secretary ; but  that,  so  far  as  I know,  no  reply  has  been  received  or  any  work  done 
on  the  line  indicated,  and  therefore  I make  no  recommendation  upon  the  application.” 
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Mayor  Gilroy  moved  the  following  resolution ; 

Resolved,  That  the  application  of  the  North  River  Electric-light  and  Power  Com- 
pany, dated  November  16,  1892,  to  erect  line  of  poles  and  string  two  circuits  on  same, 
on  the  south  side  of  Westchester  avenue,  from  Robbins  avenue  to  Bronx  River,  be 
granted,  and  that  the  Electrical  Expert  be  directed  to  secure  the  transfer  of  the  tele- 
phone, telegraph  and  Fire  Department  lines  from  the  south  to  the  north  side  of  the 
avenue. 

Which  was  unanimously  adopted. 

The  following  application  of  the  Nev/  York  Heat,  Light  and  Power  Company  was 
read : 

To  the  Honorable  Board  of  Electrical  Control  in  and  for  the  City  of  New  York; 

The  petitioner,  the  New  York  Heat,  Light  and  Power  Company  of  the  City  of  New 
York,  respectfully  showeth : 

That  your  petitioner  is  a corporation  duly  organized  in,  under  and  pursuant  to  the 
Laws  of  the  State  of  New  York,  and  having  lawful  right  to  manufacture  and  use 
electricity  for  producing  light,  heat  and  power  in  the  City  of  New  York. 

That  your  petitioner  is  fully  organized  and  supplied  with  ample  means  for  the  pro- 
duction and  supply  and  distribution  of  electricity  under  and  in  accordance  with  the 
statutes  of  the  State  of  New  York  and  the  rules  and  regulations  of  the  Board  of  Elec- 
trical Control. 

That  your  petitioner  is  ready  to  make  agreements  for  the  distribution  of  electricity 
produced  by  it,  upon  being  authorized  to  transact  business  over  electrical  conductors 
in  the  City  of  New  York,  as  required  by  the  agreement  between  the  Board  of  Electrical 
Control  and  the  Consolidated  relegraph  and  Electrical  Subway  Company,  and  upon 
obtaining  the  use  of  sufficient  ducts  and  spaces  in  the  conduits  of  the  underground 
system  for  the  transaction  of  its  business,  it  will  be  able  to  enter  upon  and  transact  the 
business  of  producing,  conveying  and  distributing  electricity  within  the  said  city,  ac- 
cording to  the  system  inaugurated  by  the  Board  of  Electrical  Control,  and  under  such 
reasonable  regulations  as  your  Honorable  Board  may  provide. 

And  your  petitioner  further  respectfully  requests  your  Honorable  Board  to  exer- 
cise the  powers  conferred  upon  it  by  the  Laws  of  the  State  of  New  York  to  authorize 
and  enable  your  petitioner  to  prosecute  the  transaction  of  business  over  electrical  con- 
ductors in  the  City  of  New  York,  through  the  streets,  avenues,  public  parks  and  places 
thereof,  upon  such  terms  and  conditions  as  the  public  convenience  and  welfare  may  re- 
quire and  as  may  be  required  by  the  agreement  of  the  Board  of  Electrical  Control  with 
the  Consolidated  Telegraph  and  Electrical  Subway  Company;  and  that  your  Honor- 
able Board  will  adopt  and  pass  a resolution  conferring  such  right  upon  this  petitioner. 

In  witness  whereof,  said  corporation,  the  New  York  Heat,  Light  and  Power  Com- 
pany of  the  City  of  New  York,  has  caused  these  presents  to  be  signed  by  its  Secretary, 
and  its  corporate  seal  to  be  affixed,  this  31st  day  of  January,  1893. 

NEW  YORK  HEAT,  LIGHT  & POWER  CO., 

CHARLES  L.  HEINS,  Secretary. 


'Seal.] 
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State  of  New  York,  City  and  County  of  New  York,  ss.  : 

On  this  2ist  day  of  January,  1893,  before  me  personally  appeared  Charles  L.  Heins, 
with  whom  I am  personally  acquainted,  who  being  by  me  duly  sworn,  did  depose  and 
say : 

That  he  is  the  Secretary  and  Treasurer  of  the  New  York  Heat,  Light  and  Power 
Company,  the  corporation  described  in  and  which  executed  the  foregoing  petition. 

That  he  resides  in  Bloomfield,  in  the  State  of  New  Jersey. 

That  he  knows  and  has  the  custody  of  the  corporate  seal  of  the  said  Corporation, 
and  that  the  seal  affixed  to  the  foregoing  petition  is  the  corporate  seal  of  said  Corpora- 
tion, and  that  he,  the  said  Charles  L.  Heins,  signed  the  same  “New  York  Heat,  Light 
and  Power  Company — Charles  L.  Heins,  Secretary,”  by  the  like  authority. 

CHARLES  L.  HEINS. 

Sworn  to  before  me,  this  31st  day  of  January,  1893.  ' 

WILLIAM  B.  BURNS,  Notary  Public,  N.  Y.  Co. 

Commissioner  Hess  moved  the  following  resolution; 

Resolved,  That  the  application  of  the  New  York  Heat,  Light  and  Power  Company 
of  the  City  of  New  York  be  referred  to  a corhmittee,  to  be  appointed  by  the  Chair,  to 
investigate  and  report  by  resolution. 

Which  was  unanimously  adopted. 

Mayor  Gilroy  appointed  Commissioner  Hess  the  committee. 

Judge  Kelly,  of  counsel  for  the  Thomson-Houston  Electric  Company  of  New  York, 
stated  to  the  Board  that  the  company  was  refused  by  the  Consolidated  Telegraph  and 
Electrical  Subway  Company  occupancy  of  a three-inch  subway  duct  on  Fourth  avenue, 
between  Fourteenth  and  Forty-second  streets,  because  it  declined  to  pay  for  the  same 
at  the  rate  of  $1,000  per  mile,  and  claimed  that  the  Board  had  established  the  rate  of 
rental  at  $900  per  mile. 

Mr.  Ridgway  (Vice-President  of  the  Consolidated  Telegraph  and  Electrical  Sub- 
way Company)  stated  to  the  Board  that  the  rate  of  charge  for  a 3-inch  distributing 
duct — the  kind  applied  for  by  the  Thomson-Houston  Company — was  $1,000  per  mile 
per  annum. 

Mayor  Gilroy  suggested  that  the  remedy  of  the  Thomson-Houston  Company  was. 
in  the  courts. 

Judge  Kelly  also  stated: 

“About  four  years  ago  the  city  electric  lamp-posts  were  erected  on  First  avenue, 
both  above  and  below  Fourteenth  street,  on  alternate  corners,  as  designated  by  the  De- 
partment of  Public  Works,  and  under  permits  given  by  this  Board.  We  have  asked 
permits  of  the  Expert  of  the  Board  to  connect  the  overhead  line  on  First  avenue  with 
these  lamp-posts  erected  according  to  law,  for  which  there  is  a contract  with  the  City 
for  public  lighting,  and  we  are  refused  on  the  ground ” 
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Mayor  Gilroy:  Is  there  an  application  in  writing  before  this  Board? 

Judge  Kelly:  I think  there  is. 

The  application,  on  motion  of  his  Honor  the  Mayor,  was  referred  to  the  Electrical 
Expert  and  the  Engineer  for  examination  and  report. 

The  following  application  of  R.  Hoe  & Co.,  with  appended  report  of  the  Engineer 
thereon,  was  read : 

R.  Hoe  & Co.— Office,  504  Grand  Street,  New  York, 

New  York,  January  ii,  1893. 

The  Honorable  Commissioners  of  Electrical  Control,  New  York  City: 

Gentlemen  : — We  are  putting  in  two  of  our  factories  dynamos  for  electrical  light- 
ing, and  desire  to  connect  them  by  a wire,  passing  from  the  roof  of  one  to  that  of 
another  across  Broome  street.  This  is  almost  indispensable,  so  that  in  case  of  accident 
to  either  machine  we  may  make  use  of  the  other  for  lighting  our  premises. 

This  work  will  be  done  under  the  supervision  of  a competent  electrician  in  accord- 
ance with  the  requirements  of  your  office. 

Will  you  kindly  grant  us  the  necessary  permit? 

Very  truly  yours, 

R.  HOE  & CO. 

To  the  Honorable  Commissioners  of  the  Board  of  Electrical  Control : 

Dear  Sirs:—!  have  to  recommend  that  a subsidiary  connection  be  ordered  built 
for  the  accommodation  of  the  wire  mentioned  above  across  Broome  street. 

Very  truly  yours, 

HENRY  S.  KEARNY. 

Mayor  Gilroy  offered  the  following  resolution : 

Resolved,  That  the  report  of  the  Engineer  upon  the  application  of  R.  Hoe  & Co. 
be  adopted,  and  that  the  Secretary  be  directed  to  inform  them  that  their  application  for 
an  overhead  wire  is  denied,  but  that  they  can  have  a subsidiary  built  for  their  accom- 
modation if  they  so  desire. 

Which  was  unanimously  adopted. 

Hereupon  the  Board  adjourned  sine  die. 
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Minutes  of  the  meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Wednesday,  February  8,  1893,  at  12  o’clock  M. 

Present:  Mayor  Thomas  F.  Gilroy,  President;  Commissioners  Jacob  Hess,  Theo- 
dore Moss,  Walton  Storm. 

The  minutes  of  February  i were  read. 

■V  .% 

Mayor  Gilroy  objected  to  that  portion  of  the  communication  of  the  Thomson- 
Houston  Electric  Company,  dated  January  23,  1893,  going  on  the  record,  which  inti- 
mates that  it  does  not  go  into  certain  subways  because  it  is  not  profitable  to  do  so. 

Judge  Kelly,  of  counsel  for  the  company,  agreed  to  withdraw  that  part  of  the  com- 
munication. 

The  minutes  as  read,  with  the  modification  suggested  by  his  Honor  the  Mayor 
and  acquiesced  in  by  Judge  Kelly,  were  approved.  . 

Mayor  Gilroy  offered  the  following  resolution : ^ 

Resolved,  That  the  Electrical  Expert  be  directed  to  report  at  the  next  meeting  of 
this  Board  whether  or  not  the  Postal  Telegraph-Cable  Company  maintains  a pole  line 
south  of  One  Hundred  and  Twenty-fifth  street,  on  Manhattan  Island,  and  at  what 
points. 

Which  was  unanimously  adopted. 

The  following  communications  were  ordered  filed : 

A communication  of  the  United  Electric-light  and  Power  Company,  dated  Feb- 
ruary 6,  advising  the  Board  of  the  removal  of-  its  wires  on  Chambers  street,  between 
Broadway  and  Greenwich  street. 

A communication  of  the^  Metropolitan  Telephone  and  Telegraph  Company,  dated 
February  i,  stating  that  its  wires  will  be  speedily  removed  from  One  Hundred  and 
Nineteenth  street  and  St.  Nicholas  avenue  and  placed  in  the  One  Hundred  and  Twenty- 
fourth  street  subway. 

Mayor  Gilroy : With  reference  to  the  removal  of  poles  and  wires  I desire  to  make 
a statement.  The  appropriation  made'  by  the  Board  of  Estimate  and  Apportionment  to_ 
the  Bureau  of  Incumbrances  for  the  year  1893  has  been  something  like  $20,000  less  for 
the  removal  of  poles  and  wires  than  it  was  in  the  year  1892,  and  the  consequence  is,  the 
bureau  will  not  be  able  to  do  that  efficient  service  in  the  work  of  removal  of  poles  and 
wires  that  they  did  in  1891  and  1892.  Now  that  makes  it  incumbent  on  this  Board  to 
do  what  had  better  been  done  before — compel  the  telephone,  telegraph  and  electric-light 
companies,  whose  poles  and  wires  are  necessary  to  be  removed^to  remove  them  them- 
selves at  their  own  expense;  and  I desire  to  move: 


I 


1235 


[February  8,  1893. 


Resolved,  That  before  any  notice  is  sent  to  the  Bureau  of  Incumbrances  for  the 
removal  of  poles  and  wires,  a demand  be  made  upon  the  electric-light,  telegraph,  tele- 
phone and  other  companies  who  own  the  poles  and  wires,  for  their  removal,  so  that 
actual  -notice  only  be  sent  to  the  Bureau  of  Incumbrances  when  that  demand  is  refused 
or  neglected;  and -in  such  case  the  Department  of  Public  Works  will  keep  an  account 
of  the  expense  of  same,  and  forward  it  to  the  Corporation  Counsel  to  be  sued  for. 

Which  was  unanimously  adopted. 

On  motion',  a permit  issued  by  the  Secretary  to  the  Harlem  Lighting  Company, 
dated  February  2,  and  numbered  7857,  to  hang  arc  lamps,  with  necessary  wires  and 
fixtures,  for  city  lighting,  on  lamp-posts  at  certain  designated  points  on  Sixth  avenue, 
was  approved. 

Commissioner  Hess  reported  as  follows  on  the  application  of  the  New  York  Heat, 
Light  and  Power  Company  of  New  York  City,  referred  to  him  at  the  last  meeting: 

I have  examined  the  articles  of  incorporation  of  the  New  York  Heat,  Light  and 
Power  Company  of  New  York  City  and  find  them  to  be  correct.  The  incorporators 
and  promoters  of  the  company  are  responsible  people,  and  they  are  ready  to  do  busi- 
ness in  accordance  with  the  directions  of  the  Board.  The  company  is  the  successor  of 
th.e  Electric  Power  (Daft)  Company.  I report  the  following  resolution  and  move  its 
adoption : 

Resolved,  That  the  New  York  Heat,  Light  and  Power  Company  of  New  York  City, 
incorporated  under  the  laws  of  the  State  of  New  York,  is  hereby  authorized  and  em- 
powered to  lay  and  construct  suitable  wires  or  other  conductors  in  subways  under 
streets,  avenues  and  public  parks  and  places  of  the  City  of  New  York,  for  conducting 
and  distributing  electricity  under  the  direction  of  the  Board  of  Electrical  Control,  sub- 
ject to  all  existing  rules  applicable  thereto  and  to  all  regulations  which  this  Board  may 
hereafter  impose  by  resolution  or  otherwise. 

Provided  always,  and  this  consent  is  given  upon  that  express  condition,  and  not 
otherwise,  that  until  the  further  order  and  resolution  of  this  Board  the  electrical  con- 
ductors of  the  said  company  shall  be  laid  or  constructed,  and  the  privileges  above 
granted  shall  be  exercised  only,  in  and  through  subways  constructed  by  the  Consoli- 
dated Telegraph  and  Electrical  Subway  Company,  under  and  in  pursuance  of  the 
statutes  of  the  State  of  New  York,  and  under  and  in  pursuance  of  the  supervision  of 
this  Board. 

The  resolution  was  unanimously  adopted. 

The  Electrical  Expert  reported  in  writing  as  follows  : 

“I  have  to  report  upon  the  clearing  of  Westchester  avenue,  for  the  construction 
of  a line  for  city  lighting,  that  the  poles  obstructing  this  street  are  those  of  the  Ameri- 
can Rapid  Company,  now  in  charge  of  the  court,  but  that  the  Western  Union  Company, 
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which  is  operating  the  line,  has  offered  to  move  the  poles  out  of  the  way;  and  it  will 
be  attended  to  in  due  time.” 

And  the  Board,  on  motion  of  his  Honor  the  Mayor,  adopted  the  following  resolu- 
tion : 

Resolved,  That  the  report  of  the  Electrical  Expert,  dated  February  7,  in  relation  to 
Westchester  avenue,  be  filed,  and  that  he  be  directed  to  see  that  the  poles  referred  to 
therein  are  removed,  and  report  when  they  are  down. 

On  motion,  the  following  resolutions  were  unanimously  adopted : 

Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report — 

The  applications  to  connect  from  No.  1163  Broadway  to  No.  238  Fifth-  avenue, 
from  No.  47  East  Tenth  street  to  No.  14  Waverley  place,  and  from  No.  238  Fifth 
avenue  to  292  Fifth  avenue,  all  exceed  two  hundred  and  fifty  feet  of  distance  over  a 
public  street ; but  as  they  are  for  individual  connections,  and  are  only  required  for  sixty 
days  pending  the  completion  of  subways  which  have  been  applied  for,  I recommend 
that  they  be  granted, 

— upon  applications  of  the  Holmes  Electric  Protective  Company,  be  adopted  and  the 
applications  be  granted. 

Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report — 

Those  numbered  from  one  to  eight  are  for  individual  connections  and  do  not  ex- 
tend more  than  two  hundred  and  fifty  feet  of  distance  over  public  streets,  and  I recom- 
mend that  they  be  granted, 

— upon  applications  of  the  Metropolitan  Telephone  and  Telegraph  Company,  be  adopted 
and  the  applications  be  granted. 

Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report — 

The  application  to  connect  with  Brooklyn  Bridge  anchorage  to  No.  180  South 
street  is  for  an  individual  connection  in  a place  where  there  is  no  subway,  and  I recom- 
mend that  it  be  granted, 

—upon  an  application  of  the  Metropolitan  Telephone  and  Telegraph  Company,  be 
adopted  and  the  application  be  granted. 

Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report — 

The  application  to  connect  from  No.  165  Hudson  street  to  No.  453  Washington 
street  is  partly  parallel  to  an  existing  subway,  and  I recommend  that  it  be  laid  over, 

— upon  an  application  of  the  Metropolitan  Telephone  and  Telegraph  Company,  be 
adopted  and  the  application  be  laid  over. 

Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report — 

The  applications  of  the  North  River  Electric-light  and  Power  Company  to  run 
one  circuit  on  One  Hundred  and  Forty-first  street,  on  One  Hundred  and  Forty-third 
street,  on  One  Hundred  and  Fifty-sixth  street,  on  One  Hundred  and  Thirty-seventh 
street  and  on  One  Hundred  and  Fiftieth  street  are  for  streets  in  which  they  have  pole 
lines,  and  as  there  is  no  subway  I recommend  that  they  be  granted, 

—be  adopted  and  the  applications  be  granted. 
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Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report — 

The  applications  of  the  North  River  Electric  Light  and  Power  Company  to  erect 
line  of  poles  and  string  two  circuits  on  Depot  place  and  on  Ogden  avenue,  cover  streets, 
one  side  of  which  is  clear,  and  can  be  cleared  at  once,  and  as  there  is  no  subway  here  I 
recommend  that  they  be  granted, 

— be  adopted  and  the  applications  be  granted. 

Resolved,  That  the  recommendations  of  the  report  of  the  Engineer  and  the  Elec- 
trical Expert — ■ ““ 

We  have  to  report  upon  the  application  of  the  Thomson-Houston  Electric  Company 
of  New  York  to  place  lamp-posts  on  alternate  corners  of  Avenue  A,  from  Houston 
street  to  Thirteenth  street,  and  connect  from  existing  circuit,  for  city  lighting;  that 
this  would  call  for  the  crossing  and  recrossing  of  the  avenue  by  an  arc-light  wire, 
which  we  consider  dangerous,  and  would  recommend  that  the  lamps  be  all  placed  on 
the  same  side  of  the  avenue  as  the  existing  line;  that  they  be  supported  by  brackets 
upon  the  existing  carrying  poles,  except  where  these  poles  do  not  come  near  enough 
to  the  street  corners  so  that  the  lights  would  shine  down  the  cross-streets,  and  that  in 
such  places  they  be  allowed  to  erect  separate  lamp-potets  on  the  corner;  all  to  be 
under  the  supervision  of  the  Expert  of  the  Board, 

—be  adopted,  and  that  a permit  or  permits  in  accordance  with  such  recommendations 
be  granted. 

The  Electrical  Expert  reported  verbally  upon  an  application  of  the  Thomson-Hous- 
ton Electric  Company  of  New  York,  dated  February  i,  to  connect  existing  lamp-posts 
on  First  avenue,  from  Fifteenth  to  Twenty-sixth  street,  for  city  lighting,  making  the 
same  report  and  recommendation  as  those  made  by  him  and  the  Engineer  upon  the 
company’s  application  to  place  lamp-posts  on  Avenue  A;  and,  on  motion,  it  was 

Resolved,  That  the  recommendations  of  the  Electrical  Expert  upon  the  applica- 
tion of  the  Thomson-Houston  Electric  Company  of  New  York,  dated  February  i,  to 
connect  existing  lamp-posts  from  existing  lines  on  First  avenue,  from  Fifteenth  to 
Twenty-sixth  street,  for  city  lighting,  being  the  same  recommendations  made  by  him 
and  the  Engineer  in  writing  upon  the  company’s  application  to  erect  lamp-posts  on 
Avenue  A,  be  adopted,  and  that  a permit  or  permits  in  accordance  with  such  recom- 
mendations be  granted. 

On  motion  of  his  Honor  the  Mayor,  the  following  resolution  was  unanimously 
adopted : 

Resolved,  That  the  Secretary  of  the  Board  inform  the  Commissioner  of  Public 
Works  that  this  Board  requests  that,  in  view  of  the  danger  to  life  and  property  from 
electric  light  wires  crossing  and  re-crossing  the  streets,  that  in  future  contracts  for 
city  lighting  provide,  as  far  as  possible,  that  the  lamp-posts  and  carrying  poles  be 
placed  on  one  side  of  the  street. 


Adjourned  sine  die. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Monday,  March  20,  1893,  at  ii  o’clock  A.  M. 

Present — Mayor  Thomas  F.  Gilroy,  President;  Commissioners  Jacob  Hess,  Theo- 
dore Moss,  Walton  Storm. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

\ 

The  following  report  of  the  Electrical  Expert  was  read  : 

• New  York,  March  20,  1893. 

To  the  Honorable  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — I have  to  report  upon  the  accompanying  applications  of  the  Metro- 
politan Telephone  and  Telegraph  Company: 

That  those  numbered  from  i to  69  are  for  individual  connections  in  places  where 
there  are  no  subways.  I recommend  that  they  be  granted. 

That  those  numbered  from  loi  to  171  are  for  individual  connections  in  places  where 
there  is  a subway,  but  the  distance  is  not  exceeding  250  feet,  and  I recommend  that 
they  be  granted. 

That  those  numbered  from  201  to  232  are  for  connections  where  there  are  sub- 
ways, and  exceeding  250  feet,  and  I recommend  that  they  be  laid  over. 

Very  respectfully, 

S.  S.  WHEELER,  Electrical  Expert. 

And,  on  motion  of  his  Honor  the  Mayor,  the  following  resolutions  were  unani- 
mously adopted : 

Resolved,  That  the  report  of  the  Electrical  Expert  of  this  date  upon  applications 
of  the  Metropolitan  Telephone  and  Telegraph  Company  be  filed. 

Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report  of  this  date 
upon  applications  of  Metropolitan  Telephone  and  Telegraph  Company,  numbered  from 
I to  69,  be  adopted  and  the  applications  be  granted,  except  applications  numbered  10, 
30,  31,  36,  39,  40,  41,  43,  48,  57  and  68,  which  are  laid  over. 

Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report  of  this  date 
upon  applications  of  Metropolitan  Telephone  and  Telegraph  Company,  numbered  from 
loi  to  172,  be  adopted  and  the  applications  be  granted. 

Resolved,  That  the  recommendations  of  the  Electrical  Expert’s  report  of  this  date 
upon  applications  of  Metropolitan  Telephone  and  Telegraph  Company,  numbered  from 
201  to  203,  be  adopted  and  the  applications  be  laid  over.  ^ 


The  Electrical  Expert  also  made  the  following  report : 
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New  York,  March  8,  1893. 

To  the  Honorable  Commissioners  of  the  Board  of  Electrical  Control ; 

Gentlemen  I have  to  report  that  there  are  numerous  district  messenger,  burglar- 
alarm  and  other  housetop  wires  in  the  neighborhood  of  One  Hundred  and  Twenty- 
fifth  street,  and  that  there  is  a subway  through  One  Hundred  and  Twenty-fourth 
street,  from  Third  to  Tenth  avenues.  On  account  of  the  various  points  required  to  be 
reached  by  these  wires  there  are  very  few  of  them  that  can  be  put  in  this  subway.  If, 
however,  an  additional  subway  were  built  running  north  and  south,  say,  on  Lenox 
avenue,  from  One  Hundred  and  Tenth  to  One  Hundred  and  Thirty-eighth  street,  the 
wires  can  be  rearranged  so  as  to  reach  all  of  the  present  objective  points  by  running 
through  these  two  subways  with  comparatively  little  overhead  wire. 

Very  respectfully, 

S.  S.  WHEELER,  Electrical  Expert. 

And,  on  motion,  it  was 

Resolved,  That  the  messenger  service  and  other  companies  operating  overhead 
wires  in  Harlem  be  directed  to  request  a subway  to  be  built  on  Lenox  avenue,  from 
One  Hundred  and  Tenth  to  One  Hundred  and  Thirty-eighth  street,  in  accordance  with 
the  recommendation  of  the  Electrical  Expert,  so  that  this  Board  may  order  the  Empire 
City  Subway  Company  to  construct  such  a subway ; and  that  if  they  do  not  make  such 
request  within  ten  days  from  date  the  Board  be  directed  to  remove  their  overhead 

wires. 

The  Electrical  Expert  also  reported  as  follows  : 

New  York,  March  8,  1893. 

To  the  Honorable  Commissioners  of  the  Board  of  Electrical  Control : 

Gentlemen  Upon  your  resolution  of  February  8 directing  me  to  report  as  to 
whether  the  Postal  Telegraph-Cable  Company  maintains  a pole  line  on  Manhattan 
Island,  south  of  One  Hundred  and  Twenty-fifth  street,  I have  to  report  as  follows : 

I have  had  all  the  remaining  poles  in  the  city  inspected  and  find  that  all  of  the 
brands  are  so  much  defaced  that  we  cannot  get  reliable  information  m this  way.  I find 
from  other  sources,  however,  that  the  postal  company  has  a pole-line  on  Washington 
street  commencing  at  Fulton  street,  and  running  to  Twelfth  street,  to  Thirteenth  street, 
and  up  Eleventh  avenue  to  Thirty-seventh  street,  through  Thirty-seventh  street  to 
Tenth  avenue,  and  up  Tenth  avenue  to  Sixty-first  street,  through  Sixty-first  street  and 
up  Eleventh  avenue  to  Seventieth  street,  through  Seventieth  street  to  Hudson  River 
Railroad,  following  the  Hudson  River  Railroad  to  Seventy-fifth  street  to  cable  termi- 
nal; also  up  Eleventh  avenue,  from  Seventieth  to  Seventy-fourth  street. 

This  line  is  continued  south  from  Fulton  street  by  means  of  housetop  fixtures  to 
various  points  southward  in  the  neighborhood  of  Bowling  Green. 

They  also  have  wires  on  pole-lines  of  the  Fire  Department  which  they  have  re- 
built, as  follows: 
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Water  street,  from  Wall  to  John  street,  to  South  street,  to  Fulton  street,  up  South 
street  to  Roosevelt  street,  to  Water  street,  to  Catharine  street,  to  East  Broadway,  to 
Pike  street,  to  Orchard  street,  to  Hester  street,  to  Ludlow  street,  to  Houston  street, 
to  Avenue  A,  to  Sixth  street,  to  First  avenue,  to  Seventh  street,  to  Third  avenue. 

Cherry  street,  from  Dover  to  Oliver  streets,  to  Henry  street,  to  Gouverneur  street, 
to  Pitt  street  and  Avenue  C,  to  Eighteenth  street,  to  Avenue  B,  to  Twentieth  street, 
to  First  avenue,  to  Fifty-ninth  street,  to  Second  avenue,  to  Harlem  River. 

One  Hundred  and  Nineteenth  street,  to  St.  Nicholas  avenue,  to  One  Hundred  and 
Fifty-sixth  street,  to  Hudson  River  cable  terminal. 

Respectfully  yours, 

S.  S.  WliEELER,  Electrical  Expert. 

The  following  communication  from  the  Postal  Telegraph-Cable  Company  was 
read  in  connection  with  the  report  of  the  Expert,  and  ordered  to  be  filed : 

New  York,  March  3,  1893. 

To  the  Board  of  Electrical  Control,  New  York  City: 

Gentlemen  : — Referring  to  your  circular  letter  of  the  21st  ult.,  calling  our  atten- 
tion to  the  resolution  recently  adopted  by  the  Board,  relative  to  the  Proscribed  District 
No.  4,  we  have  to  say; 

1 his  company  is  operating  a considerable  number  of  wires  on  a pole-line  along 
Washington  street,  between  Cortland  and  Chambers  streets,  connecting  through  sub- 
sidiary pipes  with  subway  cables  at  the  above-named  streets. 

There  is  at  present  no  subway  accommodation  between  Cortlandt  and  Chambers 
streets,  and  if  it  is  the  purpose  of  your  Board  to  remove  the  Washington  street  pole- 
line within  the  next  six  months,  we  shall  be  obliged  to  make  application  for  a duct 
between  those  points. 

We  beg  to  state,  however,  that  should  a subway  be  built  and  the  duct  assigned  us, 
we  would  occupy  it  temporarily  only,  because  of  the  fact  that  as  soon  as  our  new 
building  at  the  corner  of  Broadway  and  Murray  street  is  ready  for  occupancy,  we 
would  have  no  further  use  for  the  connection,  having  already  made  application  for 
necessary  subway  facilities  to  provide  for  all  wires  entering  the  building. 

We  hope  to  get  into  our  new  building  on  or  before  September  i next.  Cannot  the 
pole-line  between  Cortlandt  and  Chambers  streets  be  allowed  to  remain  standing  until 
that  date?  Please  advise. 

Yours  respectfully, 

THE  POSTAL  TELEGRAPH-CABLE  COMPANY, 

By  E.  J.  COCHRANE,  Superintendent. 

The  Engineer  submitted  the  following  report : 

New  York,  March  20,  1893 

To  the  Honorable  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  :— I submit  herewith  original  letters  asking  for  subway  construction  in 
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the  present  season,  and  recommend  that  the  Board  order  subways  as  asked  in  the 
various  streets  and  avenues : 

Holmes  Electric  Protective  Company,  asking  for  a subway  in  Waverley  place,  from 
Broadway  to  Greene  street,  south  side. 

The  New  York  Heat,  Light  and  Power  Company,  asking  for  subway  construction 
in  John,  from  Broadway  to  Pearl;  Gold,  from  John  to  Spruce;  Worth,  from  Broadway 
to  Park  Row;  Fulton,  from  Pearl  to  South,  and  Pearl,  from  John  to  Beekman. 

Empire  City  Subway  Company,  asking  for  construction  for  the  Edison  Company 
in  Waverley  place,  both  sides,  from  west  side  of  Macdougal  street  to  west  side  of 
Sixth  avenue,  and  in  Sixtieth  street,  from  west  side  of  Madison  avenue  to  east  side 
of  Fifth  avenue;  and  for  the  Postal  Telegraph-Cable  Company  in  Fifty-ninth  street, 
from  west  side  of  Madison  avenue  to  west  side  of  Fifth  avenue. 

Empire  City  Subway  Company,  for  construction  of  telephone  and  telegraph  sub- 
way from  south  side  of  One  Hundred  and  Twenty-fifth  street  to  north  side  at  Lexing- 
ton avenue;  thence  east  in  One  Hundred  and  Twenty-fifth  street  to  the  East  River. 

Very  respectfully, 

FIENRY  S.  KEARNY,  Engineer. 

Holmes  Electric  Protective  Company, 

No.  518  Broadway,  New  York,  February  3,  1893. 

Board  of  Electrical  Control,  No.  1266  Broadway,  City: 

Gentlemen  : — Application  is  herewith  respectfully  requested  for  a two  and  a half 
inch  subway  duct  in  Waverley  place,  south  side,  from  Broadway  to  Greene  street. 

Yours,  etc., 

E.  T.  HOLMES,  General  Manager. 

Empire  City  Subway  Company  (Limited) — Chief  Engineer  s Office, 
No.  1 13  West  Thirty-eighth  Street, 

New  York,  March  15,  1893. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control,  Hon. 

Thomas  F.  Gilroy,  President,  No.  1266  Broadway,  New  York,  N.  Y. : 

Gentlemen  We  beg  leave  to  submit  herewith,  for  your  approval  and  authoriza- 
tion, the  following  lines  of  electrical  subways  for  construction  during  the  present  sea- 
son of  the  special  iron  tubing  of  the  Edison  Electric  Illuminating  Company,  for  whose 
accommodation  the  lines  are  desired,  and  for  which  we  ask  your  favorable  considera- 
tion and  action : 

Waverley  place,  both  sides,  from  the  west  side  of  Macdougal  street  to  the  west 
side  of  Sixth  avenue.  1 

Map  showing  the  location  of  the  above  lines  is  herewith  submitted. 

Very  truly  yours, 

CHAS.  F.  CUTLER,  President. 
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Empire  City  Subway  Company  (Limited) — Chief  Engineer'’s  Office^ 
No.  113  West  Thirty-eighth  Street, 

New  York,  February  27,  1893. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control,  Hon. 
Thomas  F.  Gilroy,  President,  No.  1266  Broadway,  New  York,  N.  Y. : 

Gentlemen  : — We  beg  leave  to  submit  herewith,  for  your  approval  and  authoriza- 
tion, the  following  line  of  telephone  and  telegraph  subways,  to  be  built  during  the 
present  season  of  wrought-iron  pipe  laid  in  hydraulic  cement  concrete,  and  for  which 
we  ask  your  favorable  consideration  and  action. 

Fifty-ninth  street,  from  the  west  side  of  Madison  avenue  to  the  west  side  of  Fifth 
avenue. 

The  above  line  is  desired  for  the  accommodation  of  the  Postal  Telegraph-Cable 
Company  and  for  other  probable  tenants. 

Map  showing  the  location  of  this  line  is  herewith  submitted. 

Very  truly  yours, 

CHAS.  F.  CUTLER,  President. 

Empire  City  Subway  Company  (Limited) — Chief  Engineer's  Office, 
No.  1 13  West  Thirty-eighth  Street, 

New  York,  March  18,  1893. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control,  Hon. 
Thomas  F.  Gilroy,  President,  No.  1266  Broadway,  New  York,  N.  Y. : 

Gentlemen  : — We  beg  leave  to  submit  herewith,  for  your  approval  and  authoriza- 
tion the  following  lines  of  telephone  and  telegraph  electrical  subways,  to  be  con- 
structed during  the  present  season  of  iron  pipe  laid  in  hydraulic  cement  concrete,  and 
for  which  we  ask  your  favorable  consideration  and  action ; 

Lexington  avenue,  west  side,  crossing  One  Hundred  and  Twenty-fifth  street. 

One  Hundred  and  Twenty-fifth  street,  north  side,  from  west  side  of  Lexington 
avenue  to  the  East  River. 

Map  showing  the  location  of  the  above  line  is  filed  herewith. 

Very  respectfully, 

CHAS.  F.  CUTLER,  President. 

Empire  City  Subway  Company  (Limited) — Chief  Engineer's  Office, 
No.  113  West  Thirty-eighth  Street, 

New  York,  March  13,  1893. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control,  Hon. 
Thomas  F.  Gilroy,  President,  No.  1266  Broadway,  New  York,  N.  Y. : 

Gentlemen: — We  beg  to  submit  herewith,  for  your  approval  and  authorization, 
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the  following  line  of  electrical  subways  to  be  constructed  during  the  present  season 
of  the  special  iron  tubing  of  the  Edison  Electric  Illuminating  Company,  for  whose  ac- 
commodation the  line  is  desired. 

Sixtieth  street,  north  side,  from  east  side  of  Fifth  avenue  to  west  side  of  Madison 
avenue. 

Map  showing  the  location  of  the  above  line  is  herewith  submitted. 

Very  respectfully, 

CHAS.  F.  CUTLER,  President. 

The  New  York  Heat,  Light  and  Power  Company, 

Nos.  33  TO  43  Gold  Street, 

New  York,  March  10,  1893. 

To  the  Honorable  Board  of  Electrical  Control,  Hon.  Thomas  F.  Gilroy,  President: 

Gentlemen  We  beg  to  submit  for  your  approval  and  authorization  the  con- 
:struction  of  the  following  subways  for  our  use : 

John  street,  from  Broadway  to  Pearl  street,  one  duct. 

Gold  street,  from  John  to  Spruce  street,  one  duct. 

Worth  street,  from  Broadway  to  Park  Row,  one  duct. 

Fulton  street,  from  Pearl  to  South  street,  one  duct. 

Pearl  street,  from  John  to  Beekman  street,  one  duct. 

The  first  two  subways  asked  for  above  are  necessary  for  us  to  make  connections 
to  those  which  have  been  assigned  to  us  by  the  Consolidated  Telegraph  and  Electrical 
Subway  Company  already  constructed,  and  as  we  cannot  commence  the  distribution 
of  current  until  these  are  completed,  we  respectfully  request  that  they  be  ordered  at 

once. 

The  last  three,  viz. : Worth,  Fulton  and  Pearl  streets,  we  apply  for  because  of  the 
new  pavement  ordered. 

Trusting  to  receive  your  valuable  consideration,  we  remain. 

Very  truly  yours, 

NEW  YORK  HEAT,  LIGHT  AND  POWER  COMPANY, 

CHARLES  L.  HEINS,  Treasurer. 

On  motion  of  his  Honor  the  Mayor,  the  following  resolutions  were  unanimously 
adopted : 

Resolved,  That  the  report  of  the  Engineer  be  adopted,  except  the  recommendation 
for  a subway  in  Sixtieth  street,  from  west  side  of  Madison  avenue  to  east  side  of 

Fifth  avenue. 

Resolved,  That  the  application  for  a subway  in  Sixtieth  street,  from  west  side  of 
Madison  avemie  to  east  side  of  Fifth  avenue,  be  and  is  hereby  denied,  as  the  street 
has  been  recently  paved. 
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Resolved,  That  all  these  applications  (exclusive  of  the  one  for  Sixtieth  street)  be 
granted,  subject,  however,  to  the  provision  of  chapter  263  of  the  Laws  of  1892,  in  which 
It  says,  that  the  Board  shall  require  any  corporation  or  individual  making  such  appli- 
cation for  the  construction  of  subways,  before  such  construction  of  subways  shall  be 
entered  upon,  to  furnish  the  corporations  which  shall  be  ordered  to  build  such  sub- 
ways satisfactory  security  for  the  occupation  by  it  of  the  subways  which  shall  be 
constructed  as  requested,  and  the  payment  of  the  established  rentals  therefor;  subject, 

moreover,  to  the  rule,  that  no  newly  paved  street  shall  be  disturbed  after  the  pave- 
ment is  laid. 

Resolved,  lhat  the  Empire  City  Subway  Company  (Limited)  be  and  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low  tension 
currents,  upon  the  compliance  by  the  companies  applying  for  subways  with  the  terms 
and  provisions  of  chapter  263  of  the  Laws  of  1892,  in  the  following  streets : 

Waverley  place,  south  side,  from  Broadway  to  Greene  street. 

Waverley  place,  both  sides,  from  west  side  of  Macdougal  street  to  west  side  of 
Sixth  avenue. 

Fifty-ninth  street,  from  west  side  of  Madison  avenue  to  west  side  of  Fifth  avenue. 

From  south  side  of  One  Hundred  and  Twenty-fifth  street  to  north  side,  at  Lex-  N 

ington  avenue,  thence  east  in  One  Hundred  and  Twenty-fifth  street  to  the  East  River, 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  IS  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation  of 
high  Tension  currents  upon  the  compliance  by  the  companies  applying  for  subways 

with  the  terms  and  provisions  of  chapter  263  of  the  Laws  of  1892,  in  the  following 
streets : 

John  street,  from  Broadway  to  Pearl  street. 

Gold  street,  from  John  to  Spruce  street. 

Worth  street,  from  Broadway  to  Park  Row. 

Fulton  street,  from  Pearl  to  South  street.. 

Pearl  street,  from  John  to  Beekman  street. 

The  following  permits,  issued  by  the  Secretary,  were  appro^ved: 

Permit  No.  7365,  to  Postal  Telegraph-Cable  Company,  to  erect  a line  of  poles 
and  string  twenty-two  wires  on  the  same  on  the  north  side  of  Harlem  River. 

Permit  No.  8018,  to  Harlem  Lighting  Company,  to  erect  city  lamp-posts  on 
Twent3'-seventh  street. 

Permit  No.  8019,  to  Manhattan  Electric-light  Company,  to  erect  city  lamp- 
posts  on  Fifty-eighth  street. 

Permit  No.  8020,  to  Manhattan  Electric-light  Company,  to  erect  city  lamp- 
posts  on  Madison  avenue. 

Permit  No.  8021,  to  Manhattan  Electric-light  Company,  to  erect  city  lamp- 
posts  on  Fifty-seventh  street. 
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Permits  Nos.  7993-8002,  to  Mount  Morris  Electric-light  Company,  to  erect  city 
lamp-posts. 

Permit  No.  7986,  to  North  River  Electric  Light  and  Power  Company,  to 
erect  line  of  poles  on  Brook  avenue. 

The  following  applications  were  granted; 

An  application  of  the  North  River  Electric  Light  and  Power  Company  to 
erect  line  of  poles  and  string  four  circuits  on  the  same  on  the  north  side  of  Boston 
avenue,^  from  Southern  Boulevard  to  Bronx  River. 

An  application  of  the  North  River  Electric  Light  and  Power  Company  to 
erect  line  of  poles  on  north  side  of  One  Hundred  and  Seventy-second  street,  from 
Third  avenue  to  Washington  avenue,  to  connect  with  Bathgate  avenue,  and  make 
all  necessary  connections  with  stations. 

On  motion  of  his  Honor  the  Mayor,  it  was 

Resolved,  That  wherever  an  electric-light  lamp-post  is  erected  in  violation  of 
the  provisions  of  the  rules  of  this  Board  and  does  not  conform  to  the  plan  ap- 
proved by  the  Board,  on  file  in  the  office  of  the  Board,  the  company  owning  the. 
same  is  hereby  directed  to  remove  it  at  once,  and  the  Secretary  of  the  Board  will 
notify  them. 

The  following  application  from  the  Third  Avenue  Railroad  Company  was- 
read: 

New  York,  March  16,  1893. 

Board  of  Electrical  Control,  No.  1266  Broadway,  New  York: 

Gentlemen  : — Permission  is  hereby  applied  for,  on  behalf  of  the  Third  avenue 
Railroad  Company,  to  lay  wires  and  make  electrical  signal  connections  between 
its  system  of  cable  conduits  and  the  two  power-houses  located,  respectively,  at 
Bayard  street  and  Bowery,  and  Sixty-fifth  street  and  Third  avenue,  and  the 
starter’s  offices,  situated  at  post-office  and  at  its  depot  at  Third  avenue,  between 
One  Hundred  and  Twenty-ninth  and  One  Hundred  and  Thirtieth  streets,  and  at 
such  other  points  as  may  be  required. 

Permission  is  requested  to  lay  wires  through  its  system  of  signal-pipe,  which 
pipe  is  imbedded  in  the  concrete  conduit  of  the  cable  construction,  and  to  connect 
the  said  wires  with  signaling  apparatus  to  be  placed  in  signal-boxes,  permission 
for  the  placing  of  said  signal  apparatus  to  be  covered  in  the  permit  hereby  applied 
for.  This  signal-apparatus  it  is  proposed  to  place  in  signal-boxes,  some  of  which 
are  connected  with  the  manhole  curbs  at  entrances  to  pulley-vaults  and  others 
independent  of  the  same,  the  said  boxes  being  located  on  the  line  of  Third  avenue, 
at  a distance  of  two  blocks,  and  throughout  the  Bowery  and  Park  row  at  about  a 
corresponding  distance  from  each  other.  These  boxes  are  to  be  protected  by  a 
cover  and  lock,  keys  to  which  are  to  be  carried  by  conductors  and  to  be  used 
only  to  permit  signals  to  the  power  stations  or  to  the  starters’  offices,  all  of  the 
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said  sipal-pipe  and  signal-boxes  being  within  the  lines  of  track 
Third  Avenue  Cable  Railroad  system. 


construction  of 


Respectfully  yours, 

ALBERT  J,  ELIAS,  President. 


The  Board,  after  hearing  Edward  Lauterbach,  of  counsel  for  the  Third 
Avenue  Railroad  Company,  in  behalf  of  its  application,  Charles  F.  Cutler,  Presi- 
dent of  the  Empire  City  Subway  Company,  appearing  in  opposition,  on  motion  of 
his  Honor  the  Mayor,  adopted  the  following  resolution: 

Resolved,  That  the  application  of  the  Third  Avenue  Railroad  Company  to  lay 
wires  and  make  electrical  signal  connections  be  laid  over  until  Mr.  Lauterbach 
and  Mr.  Cutler  can  confer  on  the  subject. 


The  following  communication  from  the  Fire  Department 


was  read: 


Headquarters  Fire  Department, 

Nos.  157  AND  159  East  Sixty-seventh  Street, 

^ T)  1 r T-,  . New  York,  March  14,  1893. 

To  the  Board  of  Electrical  Control: 

Gentlemen  :-I  havE  the  honor  to  inform  you  that  on  February  21  last  a communi- 
cation was  addressed  to  the  Empire  City  Subway  Company  (Limited),  stating  that 
on  January  20  preceding  the  Superintendent  of  Telegraph  of  this  Department  had 
addressed  to  the  Chief  Engineer  of  the  Empire  City  Subway  Company  (Limited) 
a communication  ealling  attention  to  a resolution  passed  by  your  Honorable  Board 
at  a meeting  held  June  17,  1892,  which  resolution  required  that  company  to 
furnish  for  the  combined  use  of  the  Fire  and  Police  Departments  sufBcient  space 
m the  subways  for  the  operation  of  the  telegraph  of  said  Departments,  in  the 
following  streets  and  avenues: 

MacdcDugal  street,  from  Houston  to  Vandam  street;  Vandam  street,  from 
Macdougal  to  Greenwich  street;  Seventh  avenue,  from  Thirty-first  to  Fourteenth 
s reet;  Eighth  street,  from  Third  to  Sixth  avenue;  Irving  place,  from  Eighteenth 
to  Twentieth  street;  Chatham  Square,  from  Doyer  to  Mott  street;  and  Seven- 
tieth street,  from  First  avenue  to  Avenue  A (Washington  Square). 

The  company  was  further  informed  in  the  letter  of  February  21,  that  the 
Superintendent  of  Telegraph  had  reported  that  no  answer  to  his  communication 
had  been  received;  and  the  company  was  therefore  requested  to  give  immediate 
attention  to  the  matter,  and  reply  to  the  communication  without  delay. 

In  answer  to  that  letter  a communication  was  received  under  date  of  Feb- 
ruary  27  last,  from  the  Chief  Engineer  of  the  Empire  City  Subway  Company 
(Limited),  to  the  following  purport: 

Acknowledging  the  receipt  of  the  letter  of  the  21st  from  this  Department  and 
stating  that  it  had  been  referred  to  him  for  investigation;  that  he  had  carefully 
examined  the  matter,  and  in  reply  had  to  state  that  the  company  had  no  subways 
in  the  streets  named  in  the  letter,  and  that  it  was  therefore  impossible  for  it 
to  furnish  space  for  conductors  of  the  said  Department,  as  requested. 
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The  matter  is  therefore  brought  to  the  attention  of  your  Honorable  Board, 
with  a view  to  ascertaining  as  early  as  practicable  to  whom  this  Department 
should  now  make  application  for  space  in  the  ducts,  as  provided  in  the  resolution 
quoted,  in  the  streets  specified  therein. 

Very  respectfully, 

S.  HOWLAND  ROBBINS,  President. 

The  Board  discussed  the  matter  of  the  communication  of  the  Fire  Depart- 
ment, hearing  Mr.  Robbins,  its  President,  and  Mr.  Smith,  Superintendent  of  the 
Fire  Department  Telegraph,  and  Mr.  Lauterbach,  of  counsel  for  the  Consolidated 
Telegraph  and  Electrical  Subway  Company.  Mr.  Lauterbach  denied  the  obliga- 
tion of  the  Consolidated  Company  to  build  subways  for  the  accommodation  of 
the  Fire  Department,  stating  that  in  order  to  have  a separation  of  low  tension  and 
high  tension  service,  the  Legislature  in  1891  permitted  a separation  of  the  two 
systems,  the  high  tension  subway  business  being  taken  by  the  Consolidated  Com- 
pany and  the  low  tension  by  the  Empire  City  Subway  Company,  and  that  in  the 
contract  as  sanctioned  by  the  Legislature  in  1891,  the  Empire  Company  assumed  all 
the  obligations  and  duties  in  respect  to  low  tension  service  that  formerly  had 
been  imposed  on  the  Consolidated  Company.  Mr.  Lauterbach  was  requested  to 
furnish  the  Board  with  a brief.  \ 

The  following  communications  from  the  Police  Department  were  read: 

Police  Department  of  the  City  of  New  York, 

No.  300  Mulberry  Street, 

New  York,  February  7,  1893. 

To  the  Honorable  Board  of  Electrical  Control: 

Gentlemen  : — At  a meeting  .of  the  Board  of  Police,  held  this  day,  your  communica- 
tion of  the  4th  instant,  containing  notice  of  intention  to  continue  removal  of  over- 
head wires,  and  request  that  application  be  made  for  subway  facilities  for  wires 
of  Police  Department  on  One  Hundred  and  Twenty-fifth  street,  from  First  to 
Ninth  avenue,  was  received,  and  it  was  referred  to  the  Committee  on  Repairs 
and  Supplies,  of  which  Commissioner  Sheehan  is  chairman,  and  k was 

Resolved,  That  application  be  and  is  hereby  made  to  the  Board  of  Electrical- 
Control  for  space  for  the  electrical  conductors  of  the  Police  Department  in  subway 
on  One  Hundred  and  Twenty-fifth  street,  between  First  and  Ninth  avenues. 

Very  respectfully, 

WM.  H.  KIPP,  Chief  Clerk.. 

Police  Department  of  the  City  of  New  York,, 

No.  300  Mulberry  Street, 

New  York,  February  7,  1893. 

Honorable  Board  of  Electrical  Control: 

Gentlemen  :— At  a meeting  of  the  Board  of  Police,  held  this  day,  your  communica- 
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tion  of  the  3d  inst.,  giving  notice  of  list  of  subways  ordered  at  a meeting  of  your 
Board  held  February  i,  1893)  was  referred  to  the  Committee  ojr  Repairs  and  Sup- 
plies, of  which  Commissioner  Sheehan  is  chairman,  and  it  was 

Resolved,  That  application  be  and  is  hereby  respectfully  made  for  space  in 
such  subways  for  the  electrical  conductors  of  the  Police  Department,  as  follows: 

For  Low  Tension. 

West  Fifty-first  street,  from  Eighth  to  Eleventh  avenue. 

West  Forty-fifth  street,  from  Eighth  to  Eleventh  avenue. 

W^est  Thirty-eighth  street,  from  Eighth  to  Eleventh  avenue. 

West  Thirty-fourth  street,  from  Ninth  to  Eleventh  avenue. 

West  Twenty-third  street,  from  Ninth  to  Eleventh  avenue. 

West  Eighteenth  street,  from  Eighth  to  Eleventh  avenue. 

West  Thirteenth  street,  from  Eighth  to  Thirteenth  avenue. 

Eighth  avenue,  from  Eourteenth  street  and  Greenwich  avenue  to  Bank  and 
Bleecker  streets,  and  West  Twelfth  street,  from  Bank  and  Bleecker  streets  to 
Thirteenth  avenue. 

, West  Ffouston  street,  from  FTancock  to  West  street. 

Hudson  street,  from  Spring  to  Canal  street. 

Beach  street,  from  West  Broadway  to  West  street. 

Nassau  street,  from  Maiden  lane  to  Wall  street. 

Little  West  Twelfth  street,  from  Greenwich  to  West  street. 

For  High  Tension. 

Reade  street,  south  side,  from  west  side  of  Greenwich  to  east  side  of  Wash- 
ington street. 

Jay  street,  south  side,  from  east  side  of  Washington  to  east  side  of  West 
street. 

State  street,  east  side,  from  southeast  corner  of  Bowling  Green  to  southeast 
corner  of  Pearl  street. 

Canal  street,  from  Bowery  to  East  Broadway. 

Worth  street,  from  Park  row  to  Broadway. 

Howard  street,  from  Elm  to  Centre  street. 

Fourth  avenue,  from  Thirty-second  to  Thirty-fourth  street. 

For  subway  terminal  at  southeast  corner  of  First  avenue  and  Twenty-third 
street,  along  First  avenue  to  Twenty-fourth  street,  to  connect  with  station  at  Nos. 
421  to  431  East  Twenty-fourth  street. 

Very  respectfully, 

WM.  H*.  KIPP,  Chief  Clerk. 

Police  Department  of  the  City  of  New  York, 

No.  300  Mulberry  Street, 

New  York,  February  7,  1893. 

To  the  Honorable  Board  of  Electrical  Control: 

Gentlemen.-  At  a meeting  of  the  Board  of  Police,  held  this  day,  your  communica- 
tion of  the  3d  instant,  giving  notice  of  list  of  subways  ordered  at  a meeting 
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of  your  Board  held  January  25,  1893,  was  referred  to  the  Committee  on  Repairs 
and  Supplies,  of  which  Commissioner  Sheehan  is  chairman,  and  it  was 

Resolved,  That  application  be  and  is  hereby  respectfully  made  for  space  in 
such  subways  for  the  electrical  conductors  of  the  Police  Departirient,  as  follows: 

For  Low  Tension  Service. 

South  stre^et,  west  side,  from  Broad  to  Wall  street. 

South  street,  west  side  from  Fulton  to  Beekman  street. 

Chambers  street,  south  side,  from  Greenwich  to  Washington  street. 

Centre  street,  both  sides  from  Duane  street  to  Park  row. 

Duane  street,  both  sides,  from  Centre  street  to  Edison  Station. 

Worth  street,  both  sides,  from  Elm  to  Park  street. 

Worth  street,  both  sides,  from  Church  street  to  West  Broadway.  • 

Franklin  street,  south  side,  from  Broadway  to  Elm  street. 

Walker  street,  north  side,  from  Broadway  to  Elm  street. 

West  Broadway,  east  side,  from  Leonard  to  Canal  street. 

Laight  street,  both  sides,  from  Canal  to  Greenwich  street. 

Howard  street,  both  sides,  from  Broadway  to  Centre  street. 

Grand  street,  north  side,  from  Broadway  to  South  Fifth  avenue. 

Broome  street,  north  side,  from  Greene  street  to  South  Fifth  avenue. 

Broome  street,  north  side,  from  Broadway  to  Mott  street. 

Spring  street,  south  side,  from  Elm  to  Mott  street. 

Prince  street,  north  side,  from  Greene  street  to  South  Fifth  avenue. 

Houston  street,  south  side,  from  Greene  street  to  South  Fifth  avenue. 

Mott  street,  east  side,  from  Broome  to  Spring  street. 

Mulberry  street,  east  side,  from  Broome  to  Bleecker  street. 

Mercer  street,  east  side,  from  Broome  to  Spring  street. 

Mercer  street,  east  side,  from  Canal  to  Howard  street. 

Mercer  street,  east  side,  from  Bleecker  to  Third  street. 

South  Fifth  avenue,  west  side,  from  Third  to  Fourth  street. 

Fourth  street,  south  side,  from  South  Fifth  avenue  to  Macdougal  street. 
Macdougal  street,  west  side,  from  Fourth  to  Eighth  street. 

University  place,  west  side,  from  Eighth  to  Twelfth  street. 

Fourteeenth  street,  north  side,  from  Sixth  to  Eighth  avenue. 

Sixteenth  street,  north  side,  from  Irving  place  to  Third  avenue. 

Nineteenth  street,  south  side,  from  Broadway  to  Sixth  avenue. 

Thirty-ninth  street,  north  side,  from  Broadway  to  Eighth  avenue. 

Sixth  avenue,  both  sides,  from  Fifty-third  to  Fifty-ninth  street. 

Fifty-fifth  street,  south  side,  from  Madison  to  Park  avenue. 

Fifty-eighth  street,  south  side,  from  Madison  to  Park  avenue. 

Fifth  avenue,  east  side,  from  Sixtieth  to  Seventy-ninth  street. 

Sixty-second  street,  both  sides,  from  Fifth  to  Madison  avenue. 

Park  avenue,  both  sides,  froiH  Sixty-eighth  to  Seventy-first  street. 

Seventieth  street,  south  side,  from  Madison  to  Park  avenue. 

Seventy-first  street,  north  side,  from  Madison  to  Park  avenue. 

Seventy-fourth  street,  both  sides,  from  Madison  to  Park  avenue. 
Seventy-eighth  street,  north  side,  from  Fifth  to  Madison  avenue. 
Seventy-ninth  street/ south  side,  from  Fifth  to  Madison  avenue. 

Cedar  street,  north  side,  from  west  side  William  street  to  west  side  Broadway. 
Seventy-ninth  street,  south  side,  from  west  side  of  Ninth  (Columbus)  avenue 
to  west  side  of  West  End  avenue. 
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Nassau  street,  both  sides,  from  Pine  street  to  Maiden  lane. 

College  place,  both  side,  from  Barclay  to  Chambers  street. 

Elm  street,  west  side,  from  Pearl  to  Franklin  street. 

Spring  street,  both  sides,  from  Broadway  to  Elm  street. 

Sixty-sixth  street,  south  side,  from  Fifth  to  Madison  avenue. 

Duane  street,  both  sides,  from  Greenwich  to  Washington  street. 

Franklin  street,  south  side,  from  Broadway  to  West  Broadway. 

East  Twenty-seventh  street,  south  side,  from  Madison  to  Fourth  avenue. 
Greenwich  street,  west  side,  west  75  feet  to  Nos.  79  3,nd  81  W^atts  street. 
Seventy-ninth  street,  from  the  west  side  of  West  End  avenue  to  North 
River. 

Franklin  street,  from  Duane  to  Centre  street. 

Duane  street,  from  Centre  to  Chatham  street. 

Twelfth  street,  from  Third  to  First  avenue. 

Seventy-ninth  street,  from  Ninth  to  West  End  avenue. 

For  High  Tension  Service. 

Fourteenth  street,  from  Eighth  avenue  to  North  River. 

Twenty-third  street,  from  Eleventh  avenue  to  North  River. 

Thirty-fourth  street,  from  Eighth  avenue  to  North  River. 

Forty-second  street,  from  Eighth  avenue  to  North  Paver. 

Tenth  avenue,  from  Thirty-fourth  to  Forty-second  street. 

West  street,  from  Battery  place  to  Desbrosses  street. 

Sorith  street,  from  Battery  place  to  Catharine  street. 

Fulton  street,  from  Pearl  to  South  street. 

Spring  street,  from  Elizabeth  to  Hudson  street. 

Catharine  street,  from  Cherry  to  South  street. 

Chrystie  street,  from  Houston  to  Division  street. 

Essex  street,  from  Houston  to  Grand  street. 

East  Broadway,  from  Oliver  to  Grand  street. 

Avenue  B,  from  Houston  to  Seventh  street. 

Division  street,  from  Gatharine  to  Houston  street. 

Forsyth  street,  from  Stanton  to  Houston  street. 

Rivington  street,  from  Bowery  to  Chrystie  street. 

Second  avenue,  from  Houston  to  Seventh  street. 

Fourth  street,  from  Bowery  to  Second  avenue. 

Second  street,  from  Bowery  to  Second  avenue. 

Sixth  street,  from  Bowery  to  Second  avenue. 

Third  avenue,  east  side,  from  Sixth  to  Fourteenth  street. 

Houston  street,  from  Allen  street  to  Avenue  C. 

Sixteenth  street,  from  Third  avenue  to  Stuyvesant  Park. 

First  avenue,  from  Forty-second  to  One  Hundred  and  Twenty-fifth  street. 
Eightieth  street,  from  the  station  to  Third  avenue. 

Very  respectfully, 

WM.  H.  KIPP,  Chief  Clerk. 

His  Honor  the  Mayor  moved  the  following  resolutions: 

Resolved,  That  this  Board  denies  the  applications  of  the  Police  Department 
for  space  in  high  tension  subways,  ordered  to  be  constructed  by  the  Consolidated 
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Telegraph  and  Electrical  Subway  Company  during  the  years  1892  or  1893,  for  the 
reason  that  no  such  demand  can  be  supported  under  the  provisions  of  the  contract 
entered  into  between  the  Board,  on  the  one  hand,  and  the  Empire  City  Subway 
Company,  on  the  other,  authorized  by  act  of  Legislature  1891. 

Resolved,  That  this  Board  denies  the  application  of  the  Police  Department 
for  space  in  high  tension  subways,  where  not  already  constructed,  for  the  reason 
that  it  is  the  policy  of  this  Board,  and  as  we  believe  of  the  Legislature  when  it 
passed  the  Act  of  1891,  that  there  shall  be  a permanent  separation  between  the 
subways  constructed  for  high  tension  and  low  tension  purposes. 

Resolved,  That  a letter  be  sent  to  the  Police  Department  informing  it  that  its 
applications  for  space  in  high  tension  subways  are  denied,  stating  the  ground  of 
their  denial.  ' 

Resolved,  That  a letter  be  sent  to  the  Police  Department  communicating  to 
them  the  further  fact  that  this  Board  does  now  and  will  hereafter  decline  to  order 
subways  of  any  kind  to  be  built  in  streets  that  are  newly  paved. 

Which  resolutions  were  unanimously  adopted. 

Adjourned. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of 
the  Mayor,  in  the  City  of  New  York,  on  Monday,  April  10,  1893,  at  11.30 
o’clock  A.  M. 

Present;  Mayor  Thomas  F.  Gilroy,  President;  Commissioners  Jacob  Hess, 
Theodore  Moss  and  Walton  Storm. 

The  minutes  of  the  last  meeting  were  read  and  approved: 

The  Engineer  submitted  the  following  report: 

New  York,  April  10,  1893. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  ; — I have  communications  from  various  electric  companies  asking  for 
subway  construction  the  coming  season,  some  of  it  in  streets  to  be  repaved  by 
the  Commissioner  of  Public  Works  soon;  and  as  the  result  of  their  various  re- 
quests I have  to  recommend  that  the  Board  order  the  Empire  City  Subway  Com- 
pany (Limited)  to  construct  subways  for  low  tension  currents  in  the  following 
streets  and  avenues: 

One  Hundred  and  Twenty-fifth  street,  from  First  to  Third  avenue,  for  the 
Western  Union  Telegraph  Company. 
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Sixty-fifth  street,  from  the  east  side  of  Ninth  avenue  to  Eleventh  avenue,  for 
the  Western  Union  Telegraph  Company. 

Seventh  avenue,  from  One  Hundred  and  Tenth  to  One  Hundred  and  Thirty- 
eighth  street— for  the  Metropolitan  Telephone  and  Telegraph  Company,  from  One 
Hundred  and  Eighteenth  to  One  Elundred.  and  Thirty-first  street;  Dulany’s 
Burglar  Alarm  Service,  from  One  Hundred  and  Tenth  to  Oipe  Hundred  and 
Thirty-eighth  street.  (This  avenue  is  chosen  in  preference  to  Lenox  avenue  at 
the  request  of  electrical  companies,  and,  owing  to  the  character  of  the  paving, 

I rcommend  that  the  subway  be  ordered  on  each  side  of  the  street  under  the  side- 
walk.) 

Also  that  the  Board  order  the  Consolidated  Telegraph  and  Electrical  Subway 
Company  to  construct  subways  for  high-tension  currents  in  the  following  streets 
and  avenues: 

Pearl  street,  from  John  street  to  Hanover  Square,  east  side,  for  the  New 
York  Heat,  Light  and  Power  Company,  from  John  to  Wall  street;  for  the  United 
Electric-light  and  Power  Company,  from  Pulton  street  to  Hanover  Square 

Battery  place,  from  Greenwich  to  West  street,  north  side,  for  the  United  Elec- 
tric-light and  Power  Company. 

Park  place,  from  Greenwich  to  West  street,  north  side,  for  the  United  Elec- 
tric-light and  Power  Company. 

Spruce  street,  from  Nassau  to  William  street,  south  side,  for  the  United 
Electric-light  and  Power  Company. 

Avenue  B,  from  Seventh  to  Eourteenth  street,  east  side,  foiv  the  United 
Electric-light  and  Power  Company. 

University  place,  from  Waverley  place  to  Fourteenth  street,  west  side,  for  the 
United  Electric-light  and  Power  Company. 

Fourth  avenue,  from  Fortieth  to  Forty-second  street,  west  side,  for  the  United 

Electric-light  and  Power  Company. 

Fifth  _avenue,  from  Forty-second  to  Fifty-ninth  street,  east  side,  for  the  United 
Electric-light  and  Power  Company. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 

And  the  Board,  on  motion  of  his  Honor  the  Mayor,  adopted  the  following 
resolutions: 

Resolved,  That  the  report  of  the  Engineer  be  adopted,  except  the  recommen- 
dation for  a subway  in  Fifth  avenue,  from  Forty-second  street  to  Fifty-ninth 
street,  which  is  refused  on  account  of  that  being  one  of  the  streets  recently  re- 
paved, and  before  the  paving  was  begun  an  opportunity  was  given  to  all  the 
electric  companies  to  apply  for  subways  if  desired. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited),  be  and  is 
hereby  authorized  and  directed  to  construct  subways  for  the  accommodation  of 
low-tension  currents,  upon  the  compliance  by  the  companies  mentioned  in  the 
report  of  the  Engineer  who  have  applied  for  subways  with  the  terms  and  pro- 
visions of  chapter  263  of  the  Laws  of  1892,  in  the  following  streets: 
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One  Hundred  and  Twenty-fifth  street,  from  First  to  Third  avenue. 

Sixty-fifth  street,  from  east  side  of  Ninth  avenue  to  Eleventh  avenue. 

Seventh  avenue,  from  One  Hundred  and  Tenth  to  One  Flundred  and  Thirty- 
eighth  street. 


Resolved,  That  the  Consolidated  Telegraph  and  Electric  Subway  Company  be 
and  IS  hereby  authorized  and  directed  to  construct  subways  for  the  accommoda- 
tion of  high-tension  currents,  upon  the  compliance  by  the  companies  mentioned 
in  the  report  of  the  Engineer  who  have  applied  for  subways  with  the  terms  and 
provisions  of  chapter  263  of  the  Laws  of  1892,  in  the  following  streets: 

Pearl  street,  from  John  street  to  Hanover  Square. 

Battery  place,  from  Greenwich  to  West  street. 

Park  place,  from  Greenwich  to  West  street. 

Spruce  street,  fiom  Nassau  to  ^Villiam  street. 

Avenue  B,  from  Seventh  to  Fourteenth  street. 

University  place,  from  Waverley  place  to  Fourteenth  street. 

Fourth  avenue,  from  Fortieth  to  Forty-second  street. 


The  Expert  reported  upon  applications  of  the  Metropolitan  Telephone  and 
Telegraph  Company,  as  follows: 

New  York,  April  10,  1893. 

To  the  Honorable  Commissioners  of  the  Board  of  Electrical  Control: 

, report  upon  the  accompanying  applications  of  Metro- 

politan Telephone  and  Telegraph  Company: 

That  those  numbered  from  i to  35  are  for  connections  where-  there  is  a sub- 
way, ut  or  distances  not  exceeding  250  feet,  and  I recommend  that  they  be 
granted.  ^ 

Those  numbered  from  loi  to  131  are  for  applications  exceeding  250  feet  of 
distance,  but  in  places  where  there  are  no  subways,  and  I recommend  that  all  but 
JNos.  102,  no.  III,  1 12,  1 16  and  124  be  granted. 

Those  numbered  from  201  to  221  are  for  connections  exceeding  250  feet  in 
places  where  there  are  subways,  and  I recommend'' that  they  be  laid  over. 

Very  respectfully, 

S.  S.  WHEELER,  Electrical  Expert. 

On  motion  of  his  Honor  the  Mayor,  the  following  resolutions  were  unani- 
mously adopted: 

Resolved,  That  the  report  of  the  Electrical  Expert  of  this  date  upon  applica- 
tions of  the  Metropolitan  Telephone  and  Telegraph  Company  be  filed. 

Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report  of  this 
date  upon  applications  of  the  Metropolitan  Telephone  and  Telegraph  Company, 
numbered  from  i to  35  be  adopted  and  the  applications  be  granted. 
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Resolved,  That  the  recommendations  of  the  Electrical  Expert’s  report  of 
this  date  upon  applications  of  Metropolitan  Telephone  and  Telegraph  Company, 
numbered  from  loi  to  131,  be  adopted,  and  such  of  the  applications  as  are  ap- 
proved by  him  be  granted,  except  applications  numbered  108,  114,  117,  HQ)  126,  128, 
129  and  130. 

Resolved,  That  the  recommendation  of  the  Electrical  Expert’s  report  of  this 
date  upon  applications  of  Metropolitan  Telephone  and  Telegraph  Company,  num- 
bered from  201  to  221,  be  adopted  and  the  applications  be  laid  over. 

Mr.  William  N.  Cohen,  of  counsel  for  the  Consolidated  Telegraph  and  Elec- 
trical Subway  Company,  appeared  before  the  Board  and  submitted  a biief  of 
Hoadly,  Lauterbach  & Johnson,  in  the  matter  of  the  application  of  the  Fire 
Department  for  space  in  high-tension  subways. 

His  Honor  the  Mayor  moved  the  following  resolution: 

Resolved,  That  the  brief  in  the  matter  of  the  application  of  the  Fire  De- 
partment for  space  in  high-tension  subways,  with  the  question  as  to  what  the  ob- 
ligations of  the  Empire  City  Subway  Company  and  the  Consolidated  Telegrapn 
and  Electrical  Subway  Company  respectively  are,  be  submitted  to  the  Counsel  to 
the  Corporation  for  his  opinion. 

Which  resolution  was  unanimously  adopted. 

The  application  of  the  Third  Avenue  Railroad  Company  to  lay  wires  and 
make  electrical  signal  connections  was  brought  up  for  consideration  and  was 
laid  over. 

The  following  communication  from  the  Department  of  Public  Works  war. 
read: 

New  York,  March  18,  1893. 

Hon.  Thomas  F.  Gilroy,  Mayor  and  Chairman  of  Board  of  Electrical  Control : 

Sir:— Specification  4 of  the  electric-light  contracts  requires  that  “the  lamp-pobts, 
poles,  conductors  and  wires  shall  be  in  accordance  with  the  plans  prescribed  m the 
rules  and  regulations  of  the  Board  of  Electrical  Control,”  and  as  said  Board  issues 
permits  for  the  erection  of  lamp-posts,  etc.,  it  seems  to  me  that  the  use  of  the  old- 
style  and  unsightly  wooden  posts  should  not  be  permitted  when  additional 
lamp-posts  are  to  be  erected,  especially  on  such  residential  streets  as  Madison 
avenue.  Fifty-seventh  and  Fifty-eighth  streets,  etc.,  and  on  streets  containing 
subways  where  the  electric-lighting  will  doubtless  be  permanent. 

Yours  respectfully, 

S.  M’CORMICK,  Superintendent  of  Lamps  and  Gas. 

The  communication  was  ordered  to  be  filed,  and. 
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On  motion  of  his  Honor,  the  Mayor,  the  following  resolution  was  adopted: 

Resolved,  That  the  Secretary  of  the  Board  be  directed  to  jDroceed  to  remove 
any  electric-light  lamp-posts  which  are  erected  in  violation  of  the  rules  of  the 
Board,  and  employ  any  ad^litional  force  he  may  think  necessary. 

The  following  communication  from  the  Fire  Department  was  read;  ■ 1 

New  York,  March  31,  1893.  i 

Hon.  i HOMAS  F.  Gilroy,  Mayor  and  Chairman  of  Board  of  Electrical  Control : 

Sir:— -I  have  the  honor  to  inform  you  that  the  Superintendent  of  Fire-alarm  Tele- 
giaph  and  Electrical  Appliances  of  this  Department  reports  under  this  date,  with 
leference  to  proposed  contract  work  for  placing  fire-alarm  telegraph  conductors 
underground,  as  follows: 

That  proposals  were  opened  on  the  29th  instant  for  doing  the  work  required 
by  the  contract  and  specifications  prepared  for  that  purpose^  that  In  these  speci- 
fications was  included  the  laying  of  cable  on  Second  avenue,  from  Forty-second  to 
Sixty-eighth  street;  that  the  Department  received  notice  from  the  Board  of 
Electrical  Control,  under  date  of  September  13,  1892,  that  the  construction  ot 
subways  had  been  ordered  in  certain  streets  and  avenues  specified  in  a list  inclosed; 
that  from  this  list,  where  subways  were  desired  for  the  use  of  this  Department, 
was  selected  Second  avenue,  from  Forty-second  to  Sixty-eighth  street,  and  that 
the  Electrical  Subway  Company  was  notified  thereof;  that  in  the  absence  of  any 
notice  from  the  Consolidated  Telegraph  and  Electrical  Subway  Company  of  ob- 
jection to  furnishing  space  in  Second  avenue,  it  was  believed  that  the  space  de- 
sired would  be  duly  assigned,  when  formally  ap)died  for  in  accordance  with  the 
custom  hitherto  prevailing,  and  that  accordingly  the  cable  for  the  Second  avenue 
subway  was  called  for  in  the  specifications;  that,  under  date  of  the  29th  instant, 
the  Superintendent  has  been  informed  by  the  Consolidated  Telegraph  and  Elec- 
trical Subway  Company  that  there  is  no  obligation  upon  that  Company  to  furnish 
space  for  this  Department  s conductors  in  Second  avenue,  between  Forty-second 
and  Sixty-eighth  streets,  and  declining  to  furnish  such  space. 

This  Dejiartment  believes  that,  under  the  law,  it  devolves  upon  the  Board  of 
Electrical  Control  to  see  to  it  that  proper  facilities  for  using  subways  are  fur- 
nished to  this  Department  in  the  location  above  referred  to,  as  well  as  elsewhere, 
and  I respectfully  ask  your  attention  to  this  matter,  and  favorable  action  thereon 
as  soon  as  practicable,  in  view  of  the  fact  that  the  proposal  for  doing  the  w'ork 
under  the  contiact  is  now  in  the  hands  of  the  Comptroller,  for  action  upon  the 
adequacy  of  the  sureties,  and  in  order  that  the  work  may  be  done  without  delay 
during  the  proper  season,  it  is  very  desirable  that  the  contract  should  be  executed 
aiiT  carried  out  as  soon  as  practicable. 

Very  respectfully,  ^ 

S.  HOWLAND  ROBBINS,  President. 

The  Board  discussed  the  communication  of  the  Fire  Department,  hearing  its 
President,  Mr.  Robbins,  and  its  Superintendent  of  Telegraph,  Mr.  Smith,  who 
stated  that  heretofore  the  Department  had  been  given  space  in  high-tension  sub- 
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ways  in  some  streets.  Mi.  Cohen,  who  was  heard  on  behalf  of  the  Consolidated 
Telegraph  and  Electrical  Subway  Company,  denied  the  legal  right  of  the  Muni- 
cipal Departments  to  the  use  and  occupancy  of  the  high-tension  subways,  stating 
that  any  such  allowance  heretofore  had  been  as  a matter  of  favor,  and  not  of 
right,  and  that  there  was  great  objection  to  it  on  principle. 

I 

On  motion,  the  following  resolution  was  adopted: 

Resolved,  That  the  President  appoint  a committee  of  two  to  select  new  offices 
for  this  Board,  and  that  the  Secretary  fo  the  Board  be  authorized  and  directed  to  sign 
a lease  for  and  in  the  name  of  this  Board  for  such  offices  as  said  committee  shall 
select. 

His  Honor  the  Mayor  appointed  Commissioners  Hess  and  Storm  the  committee. 

Whereupon  the  Board  adjourned. 


Minutes  of  an  executive  meeting  of  the  Board  of  Electrical  Control,  held  at  the 
office  of  the  Mayor,  in  the  City  of  New  York,  on  Friday,  May  5,  1893,  at  ii  o’clock 

A.  M. 

Present:  Mayor  Thomas  F.  Gilroy,  President;  Commissioners  Jacob  Hess, 
Theodore  Moss  and  Walton  Storm. 

It  was  moved  and  seconded  that  the  resignation  of  John  B.  Trainer  as  Assistant 
Secretary  of  this  Board  be  accepted,  to  take  effect  immediately. 

Motion  unanimously  adopted. 

It  was  moved  and  seconded  that  Walter  G.  Byrne  be  appointed  Assistant  Secre- 
tary of  the  Board  in  place  of  John  B.  Trainer,  resigned,  at  a salary  of  $2,400  per 
annum. 

Motion  unanimously  adopted. 


Adjourned. 
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263  of  the  Laws  of  1892,  it  is  made  the  duty  of  this  Boai'd  to  require  of  any  corpora- 
tion or  individual  making  application  for  the  construction  of  subways  that,  before  the 
construction  of  such  subways  shall  be  ordered,  the  applicant  shall  furnish  to  the  cor- 
poration which  shall  be  ordered  to  build  such  subways  satisfactory  security  for  the 
occupation  by  it  of  the  subways  which  shall  be  constructed  at  its  request,  and  the 
payment  of  the  established  rentals  therefor  yearly  in  advance,  during  such  a period 
as  the  Board  shall  determine,  not  less  than  five  years; 

Resolved,  That  it  be  and  hereby  is  determined  by  this  Board,  that  the  period  of 
occupation  of  subways  and  payment  of  rentals  therefor,  for  which  any  applicant  for 
the  construction  of  such  subways  is  or  shall  be  required  to  furnish  security  in  ac- 
cordance with  the  provisions  of  said  act,  shall,  in  all  cases  in  which  this  Board  shall 
not  have  otherwise  determined,  be  five  years  from  the  time  when  the  subways  ordered 
to  be  constructed  at  the  request  of  such  applicant  shall  be  completed  and  space  therein 
assigned  to  such  applicant. 

. J 

Which  was  unanimously  adopted.  •'“  ‘ 

The  Board  adopted,  also  on  motion  of  his  Honor,  the  following  form  of  resolution 
for  this  Board  in  ordering  subway  construction: 

Resolved,  That  the  application  of  the 

Company,  for  the  construction  of  subways  for  the  accommodation  of  its  electrical 
conductors,  dated  189  , be  and  is  hereby  granted 

Resolved,  1 hat  the  Subway  Company 

be  and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommoda- 
tion of  tension  electrical  conductors,  as  follows: 

(Insert  description  of  subways  ordered.) 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways  shall 
have  first  furnished  to  said  Subway  Com- 

pany security  for  the  occupation  of  said  subways,  and  the  payment  of  rentals  therefor 
in  advance,  as  provided  by  chapter  263  of  the  Laws  of  1892. 

On  motion,  it  was 

Resolved,  That  the  Secretary  of  this  Board  be  directed  to  have  a sufficient  num- 
ber of  this  form  of  resolution  ordering  subways  printed,  for  use  at  meetings  of  Board 
when  resolutions  of  this  kind  are  to  be  offered. 

The  Engineer  made  the  following  report: 

New  York,  July  5,  1893. 

To  the  Honorable  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — I have  to  recommend  for  subway  construction  during  the  present 
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season,  in  pursuance  of  applications  from  the  various  companies  leceived  to  date,  as 
per  letters  on  file: 

For  Low-tension  Service. 

(Applied  for  by  Edison  Electric  Illuminating  Company  of  New  York.) 

Beekman  street,  south  side,  from  east  side  of  Park  Row  to  west  side  of  Nassau 
street. 

Beekman  street,  north  side,  from  east  side  of  Nassau  street  to  west  side  of  Pearl 
street. 

Vestry  street,  both  sides,  from  south  side  of  Canal  street  to  east  side  of  Greenwich 
street. 

William  street,  from  North  William  to  New  Chambers  street. 

Crosby  street,  from  Broome  to  Grand  street. 

• Nassau  street,  both  sides,  from  north  side  of  Maiden  Lane  to  south  side  of  Beek- 
man street. 

Pearl  street,  both  sides,  from  north  side  of  Cedar  street  to  south  side  of  Fulton 
street. 

Broadway,  east  side,  from  north  side  of  Thirty-ninth  street  to  south  side  of  Forty- 
second  street. 

Sixtieth  street,  from  Madison  to  Fifth  avenue.  (This  last  named  street  having 
been  submitted  some  time  ago.) 

Pine  street,  south  side,  from  east  side  of  Broadway  to  west  side  of  William  street. 

Pine  street,  north  side,  from  east  side  of  William  street  to  west  side  of  Pearl 
street. 

Liberty  street,  south  side,  from  east  side  of  Nassau  street  to  west  side  of  ^Villiam 
street. 

Maiden  Lane,  south  side,  from  Liberty  street  to  intersection  of  Gold  street. 

Maiden  Lane,  north  side,  from  east  side  of  William  street  to  No.  79  Maiden  Lane. 

John  street,  south  side,  from  east  side  of  Gold  street  to  west  side  of  Pearl  street. 

Fulton  street,  north  side,  from  east  side  of  Water  street  to  west  side  of  Front 

street. 

Front  street,  east  side,  from  south  side  of  Burling  Slip  to  noith  side  of  Fletcher 
street. 

Water  street,  east  side,  from  north  side  of  Fulton  street  to  south  side  of  Beekman 
street. 

AVater  street,  west  side,  from  north  side  of  Beekman  stieet  to  south  side  of  Feiry 
street. 

(Applied  for  by  Western  Union  Telegraph  Company  and  Metropolitan  Telephone  and 

Telegraph  Company.) 

Fourth  avenue,  west  side,  from  One  Flundred  and  Twenty-fourth  street  north  to 
One  Hundred  and  Thirty-third  street.  ' 

(Applied  for  by  Metropolitan  Telephone  and  Telegraph  Company.) 

West  side,  Washington  street,  from  Cortlandt  to  Chambers  street. 

Dey  street,  from  Greenwich  to  Washington  street. 

Oliver  street,  from  New  Bowery  to  Madison  street. 

Madison  street,  from  Oliver  to  Rutgers  street. 

Rutgers  street,  from  Madison  to  South  street. 

Franklin  street,  from  Broadway  to  West  Broadway. 
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First  avenue,  from  East  Houston  to  Second  street. 

Second  street,  from  First  avenue  to  Avenue  D. 

Twelfth  street,  from  First  avenue  to  Avenue  D. 

Eighteenth  street,  from  First  avenue  to  Avenue  D. 

Iwenty-third  street,  from  First  avenue  to  Avenue  A. 

Forty-fourth  street,  from  Third  avenue  to  First  avenue. 

Fifty-first  street,  from  Lexington  avenue  to  First  avenue. 

Fifty-eighth  street,  from  Third  avenue  to  Avenue  A. 

For  High-tension  Service. 

(Applied  for  by  Manhattan  Electric  Light  Company.) 

Thirty-ninth  street,  north  side,  from  northwest  corner  of  Broadway  to  the  north- 
west corner  of  Sixth  avenue. 

(Applied  for  by  the  New  York  Heat,  Light  and  Power  Company.) 

Spruce  street,  from  William  to  Gold  street. 

The  applications  for  subway  construction  made  to  the  Board  through  me  by  the 
various  electric  companies  vary  so  in  form  that  it  is  difficult  to  understand  what  is 
wanted  m many  cases.  I respectfully  submit  a form  and  request  that  the  Board,  after 
making  such  alterations  as  it  sees  fit  by  resolution,  make  this  the  form  for  all  applica- 
tions for  subway  construction  in  the  future. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 


The  Board,  after  consideration  of  the  Engineer’s  report,  adopted  the  following 
resolutions : 


Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company  of 
New  \ ork,  for  the  construction  of  subways  for  the  accommodation  of  its  electrical 
conductors,  dated  April  8,  June  26  and  July  i,  1893,  be  and  is  hereby  granted,  except 
in  the  following  locations: 


Nassau  street,  both  sides,  from  north  side  of  Maiden  Lane  to  south  side  of  Beck- 
man street.  - 

Pine  street^  south  side,  from  east  side  of  Broadway  to  west  side  of  William 
street. 

Pine  street,  north  side,  from  east  side  of  William  street  to  west  side  of  Pearl 
street. 

Libel  ty  stieet,  south  side,  from  east  side  of  Nassau  street  to  west  side  of  William 
street. 

Maiden  Lane,  south  side,  from  Liberty  street  to  intersection  of  Gold  street. 

Maiden  Lane,  north  side,  from  east  side  of  William  street  to  No.  79  Maiden  Lane. 

Fulton  street,  north  side,  from  east  side  of  Water  street  to  west  side  of  Front 
street. 

And  except  in  Sixtieth  street,  from  Madison  avenue  to  Fifth  avenue,  unless  per- 
mission is  obtained  from  flic  property-owners  to  build  the  subway  under  the  sidewalk; 
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first  furnished  to  said  Empire  City  Subway  Company  (Limited)  security  for  the  oc- 
cupation of  said  subways,  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  chapter  263  of  the  Laws  of  1892. 

Resolved,  That  the  application  of  the  Metropolitan  Telephone  and  Telegraph 
Company  for  the  construction  of  subways  for  the  accommodation  of  its  electrical 
conductors,  dated  July  5,  1893,  be  and  is  hereby  granted,  except  as  to  Lranklin  street, 
from  Broadway  to  West  Broadway,  which  is  laid  over;  provided,  however,  the  streets 
have  not  been  paved  within  the  last  four  years. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  it  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low-tension 
electrical  conductors  in  the  following  streets: 

Lourth  avenue,  west  side,  from  One  Hundred  and  Twenty-fourth  street,  north  to 
One  Hundred  and  Thirty-third  street. 

Washington  street,  west  side,  from  Cortlandt  to  Chambers  street. 

Dey  street,  from  Greenwich  to  Washington  street. 

Oliver  street,  from  ,New  Bowery  to  Madison  street. 

Madison  street,  from  Oliver  to  Rutgers  street. 

Rutgej;s  street,  from  Madison  to  South  street. 

Lirst  avenue,  from  East  Houston  to  Second  street. 

Second  street,  from  Lirst  avenue  to  Avenue  D. 

Twelfth  street,  from  Lirst  avenue  to  Avenue  D. 

Eighteenth  street,  from  Lirst  avenue  to  Avenue  D. 

Twenty-third  street,  from  Third  avenue  to  Avenue  A. 

Lorty-fourth  street,  from.  Third  avenue  to  Lirst  avenue. 

Lifty-first  street,  from  Lexington  avenue  to  Lirst  avenue. 

Lifty-eighth  street,  from  Third  avenue  to  Avenue  A.  ^ . 

Provided,  however,  that  the  streets  have  not  been  paved  within  the  last  four 
years,  and  that  this  resolution  shall  not  take  effect  until  the  corporations  and  indi- 
viduals making  application  for  the  construction  of  said  subways  shall  have  first  fur- 
nished to  said  Empire  City  Subway  Company  (Limited)  security  for  the  occupation 
of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  provided  by  chap- 
ter 263  of  the  Laws  of  1892. 

Resolved,  That  the  application  of  the  Manhattan  Electric  Light  Company  for  the 
construction  of  subways  for  the  accommodation  of  its  electrical  conductors,  dated 
June  26,  1893,  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation 
of  high-tension  electrical  conductors  in  Thirty-ninth  street,  north  side,  from  north- 
west corner  of  Broadway  to  northwest  corner  of  Sixth  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
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and  individuals  making  application  for  the  construction  of  said  subways  shall  have 
first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  se- 
curity for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  ad- 
vance as  provided  by  chapter  263  of  the  Laws  of  1892. 

Resolved,  That  the  application  of  the  New  York  Heat,  Light  and  Power  Com- 
pany for  the  construction  of  subways  for  the  accommodation  of  its  electrical  con- 
ductors, dated  May  25,  1893,  be  and  it  hereby  is  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation 
of  high-tension  electrical  conductors,  in  Spruce  street,  from  William  to  Gold  street. 

Provided  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 

^ ^ I 

and  individuals  making  application  for  the  construction  of  said  subways  shall  have 
first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  se- 
curity for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  ad- 
vance as  provided  by  chapter  263  of  the  Laws  of  1892. 

The  following  form  recommended  by  the  Engineer  was  adopted; 

/ 

FORM  OF  APPLICATION  TO  BOARD  OF  ELECTRICAL  CONTROL  FOR 

CONSTRUCTION  OF  SUBWAYS. 

Company,  by  this  its  ap- 
plication, respectfully  shows  that  it  is  a corporation  duly  organized  under  the  laws 
of  the  State  of  New  York,  having  lawful  power  to  manufacture,  use  and  supply  elec- 
tricity, and  to  operate  electrical  conductors  in  the  streets,  avenues  and  highways  of 
the  City  of  New  York  hereinafter  mentioned. 

That  said  company  requires  for  the  accommodation  of  its  electrical  conductors 
in  said  streets,  avenues,  and  highways,  spaces  in  the  electrical  subways,  as  follows: 

The  said  company  further  shows  that  there  are  at  present  no  spaces  in  subways 
in  said  streets,  avenues  and  highways  available  for  such  accommodation  of  electrical 
conductors  of  said  company. 

The  said  company  therefore  requests  that  a sufficient  construction  of  subways  be 
made  in  said  streets,  avenues  and  highways  for  the  accommodation  of  its  electrical 
conductors,  in  accordance  with  the  above  statement  of  its  requirements. 

The  said  company  agrees  to  comply  with  all  the  rules  and  regulations  of  the 
Board  of  Electrical  Control  in  and  for  the  City  of  New  York  governing  the  occupancy 
of  the  sub'ways,  and  to  furnish  security  for  the  occupation  of  the  subways  which  shall 
be  constructed  at  its  request,  and  the  payment  of  the  established  rentals  therefor  as. 
required  by  the  provisions  of  chapter  263  of  the  Laws  of  1892. 

(Sign  here.) 

New  York,  189 

The  Electrical  Expert  reported  favorably  upon  an  application  of  the  Postal  Tele- 
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graph  Cable  Company,  dated  July  3,  1893,  to  string  four  loops  on  housetops,  from  the 
“World”  building  to  the  “Daily  America”  office.  No.-  34  New  Chambers  street,  and 
the  same  was  granted. 

The  following  reports  of  the  Electrical  Expert  were  read: 

New  York,  May  24,  1893. 

Hon.  Theodore  Moss,  Secretary  of  the  Board  of  Electrical  Control : 

Dear  Sir; — I have  to  report  that,  as  directed  by  you,  I this  day  conferred  with  the 
President,  Secretary  and  Engineer  of  the  Union  Railway  Company,  in  reference  to 
the  best  manner  of  erecting  guard  wires  over  its  existing  trolley  lines,  and  also  as  to 
the  kind  of  construction  to  be  adopted  for  the  line  for  which  it  has  recently  been  given 
a permit,  the  results  of  which  are  as  follows: 

The  present  construction  does  not  provide  for  overhead  guard  wires  above  the 
bare  trolley  wires,  and  there  does  not  seem  to  be  any  other  way  of  putting  these  up 
than  to  hang  them  from  additional  span  wires  strung  across  the  street  from  the  pres- 
ent poles,  and  from  their  highest  points. 

These  poles  extend  a few  inches — perhaps  one  foot — above  the  point  at  which  the 
span  wires  holding  the  trolley  wires  are  now  attached, ' sO'  that  by  stringing  wires 
across  the  street  from  the  tops  of  these  poles  and  fastening  the  guard  wires  to  them, 
the  gua^d  wires  will  be  carried  about  one  foot  over  the  trolley  wires.  But  if  any 
foreign  wire  falls  on  this  guard  wire,  both  the  guard  wire  and  the  span  wire  sup- 
porting it  will  sag  a little;  and  as  the  distance  between  supports  is  seventy-five  feet,  this 
sag  may  be  enough  to  let  the  guard  wire  sink,  till  the  foreign  wire  resting  on  it  comes 
in  contact  with  the  trolley.  They  propose  to  equip  a section  of  their  Port  Morris  line 
in  this  way,  immediately,  for  examination.  It  has  also  been  suggested  to  make  cast- 
iron  extensions  secured  on  top  of  poles,  so  that  the  guard  wires  and  their  supports 
can  be  carried  a little  higher  than  as  above. 

With  reference  to  the  new  line,  I strongly  urged  the  desirability  of  using  the 
centre  pole  construction,  shown  in  the  accompanying  illustration.  They  agreed  with 
me  that  this  was  less  expensive,  better  in  appearance,  and  involving  less  poles  and 
wires  than  the  span-wire  construction  now  in  use,  but  they  raised  the  objection  that  it 
was  more  liable  to  cause  accident,  on  account  of  people  stepping  out  of  the  cars  and 
being  thrown  against  the  posts;  also  on  account  of  the  interruption  to  traffic  result- 
ing from  the  posts  being  in  the  centre  of  the  street;  and  further,  because  vehicles  are  • 
likely  to  be  driven  against  such  poles,  damaging  both  poles  and  vehicles.  On  the 
wider  streets  it  is  suggested  that  these  poles  and  both  tracks  could  be  located  near 
one  curb,  thus  -leaving  the  other  side  of  the  street  and  the  centre  of  the  street  clear 
for  driving. 

Very  respectfully, 

S.  S.  WHEELER,  Electrical  Expert. 

New  York,  July  29,  1893. 

Honorable  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — I have  to  report  that  the  Union  Railway  Company  has  erected  guard 
wires  on  a part  of  its  lines,  namely,  on  the  Port  Morris  branch,  for  approval;  and  it 


appears  to  me  that  this  is  the  best  arrangement  that  can  be  made  with  the  existing 
construction.  That  is  to  say,  I see  no  better  way  of  putting  up  the  necessary  guard 
wires  over  trolley  wires  which  are  supported  by  wires  strung  across  the  street  from 
poles  erected  along  the  curb  line  on  both  sides  of  the  street.  And  as  accidents  are 
liable  to  occur  at  any  time  from  foreign  wires  falling  on  the  unprotected  trolley  wires, 

I recommend  that  the  Union  Railway  Company  be  authorized  and  directed  to  equip 
all  of  its  existing  lines  in  the  same  way  immediately.  . 

I further  recommend  that  in  all  future  constructions  the  centre  pole  system  be 
employed,  where  the  streets  are  of  sufficient  width  to  make  it  practicable,  as  this 
makes  an  excellent  support  for  the  necessary  guard  wires  without  stringing  any  ad- 
ditional wires  across  the  street. 

Very  respectfully, 

S.  S.  WHEELER,  Electrical  Expert. 

On  motion  of  his  Honor  the  Mayor,  it  was 

Resolved,  That  the  reports  and  the  recommendations  of  the  Electrical  Expert  be 
adopted,  and  that  he  be  directed  to  see  that  his  recommendations  are  complied  with 
by  the  Union  Railway  Company,  and  to  report  to  this  Board. 

The  Metropolitan  Telephone  and  Telegraph  Company,  through  Mr.  Bethell, 
general  manager,  made  oral  application  to  the  Board  for  permission  to  erect  25  to  30 
subway  terminal  poles,  stating  that  the  granting  of  this  permission  would  enable  it  to 
remove  45  miles  of  poles  (i,Soo  to  1,800  in  number)  and  450  miles  of  wire,  approxi- 
mately. The  Board,  after  discussion  and  hearing  representatives  of  said  company, 
on  motion  of  his  Honor  the  Mayor,  adopted  the  following  resolution: 

Resolved,  That  the  matter  of  erecting  those  subway  terminal  poles  by  the  Met- 
ropolitan Telephone  and  Telegraph  Company  be  referred  to  the  Engineer  and  the 
Electrical  Expert  of  the  Board,  to  confer  with  the  company,  with  instructions  to 
recommend  such  privileges  as  they  may  think  proper  under  the  law,  upon  the  con- 
dition, however,  that  if  these  privileges  are  granted  by  the  Secretary  of  the  Board, 
the  city  south  of  Eighty-fifth  street  on  the  west  side  shall  be  cleared  of  poles  and 
wires,  except  Thirty-ninth  street  and  the  west  side  line,  which  is  known  as  the  Kings- 
bridge  line. 


Whereupon  the  Board  adjourned  sine  die. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Tuesday,  July  18,  1893,  at  10.30  o’clock  A.  M. 

Present:  Mayor  Thomas  F.  Gilroy,  President;  Commissioners  Jacob  Hess  and 
Theodore  Moss. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  Engineer  reported  as  follows: 

New  York,  July  18,  1893. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — I have  to  report  the  completion  of  subways  during  this  season,  as 
ordered  by  the  Board,  and  suggest  that  the  usual  ninety  days’  notice  be  sent  to  com- 
panies owning  poles  and  wires  for  the  removal  of  said  poles  and  wires  along  the  lines 
of  subways:  n 

For  Electric  Light  and  Power  Service. 

Forty-second  street,  from  Eighth  avenue  to  North  River. 

Avenue  B,  from  Houston  tO'  Seventh  street. 

State  street,  east  side,  from  southeast  corner  of  Bowling  Green  to  southeast  cor- 
ner of  Pearl  street. 

Canal  street,  from  Bowery  to  East  Broadway. 

Worth  street,  from  Park  Row  to  Broadway. 

Howard  street,  from  Elm  to  Centre  street. 

Fourth  avenue,  from  Thirty-second  to  Thirty-fourth  street. 

From  subway  terminal  at  southeast  corner  of  First  avenue  and  Twenty-third 
street,  along  First  avenue  to  Twenty-fourth  street,  to  connect  with  station  at  Nos.  421 
to  431  East  Twenty-fourth  street. 

John  street,  from  Broadway  to  Pearl  street. 

Gold  street,  from  John  to  Spruce  street. 

Pearl  street,  from  Beekman  street  to  Hanover  Square. 

Spruce  street,  from  Nassau  to  William  street. 

Avenue  B,  from  Seventh  to  Fourteenth  street. 

University  Place,  from  Waverley  place  to  Fourteenth  street. 

Fourth  avenue,  from  Fortieth  to  Forty-second  street. 

Frdton  street,  from  Pearl  to  South  street. 

For  Telephone  and  Telegraph  Service. 

Cedar  street,  north  side,  from  west  side  of  William  street  to  west  side  of  Broad- 
way. 

Seventy-ninth  street,  from  Ninth  avenue  to  West  End  avenue. 

West  Eighteenth  street,  from  Eighth  avenue  to  Eleventh  avenue. 

West  Thirteenth  street,  from  Eighth  to  Thirteenth  avenue. 

Eighth  avenue,  from  Fourteenth  street  and  Greenwich  avenue  to  Bank  and 
Bleecker  streets. 

Nassau  street,  from  Maiden  Lane  to  Wall  street. 

Waverley  place,  south  side,  from  Broadway  to  Greene  street. 

Fifty-ninth  street,  from  west  side  of  Madison  avenue  to  west  side  of  Fifth  avenue. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 
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Which  report  was  directed  to  be  filed  and  spread  on  the  minutes. 

And,  on  motion  of  his  Honor  the  Maybr,  it  was 

Resolved,  That  th'“  Secretary  be  directed  to  give  the  usual  ninety  days’  notice  for 
the  removal  of  poles  and  wires  to  companies  owning  or  operating  electrical  con- 
ductors in  the  streets  enumerated  in  the  Engineer’s  report  of  this  date  as  having  sub- 
ways completed. 

Also,  on  motion  of  his  Honor,  it  was  __ 

Resolved,  That  hereafter,  whenever  the  construction  of  subways  is  authorized  in 
any  streets  in  the  City,  the  Commissioner  of  Public  Works  be  notified  at  once  of  the 
streets  in  which  such  work  is  to  be  performed. 

The  Electrical  Expert  submitted  the  following  report,  which  was  read,  directed  to 
be  filed  and  spread  on  the  minutes; 

New  York,  June  30,  1893. 

The  following  is  a report  of  poles  and  wires  removed  by  the  Inspectors  of  the 
Board  of  Electrical  Control  and  the  several  electric  companies,  without  any  expense 
to  the  City  of  New  York,  during  June,  1893: 


Poles. 

Feet  of  Wire. 

Miles. 

By  Inspectors  of  this  Board 

. « 

30,000 

S.68tS 

By  Stock  Quotation  Telegraph  Company 

109,270 

26.7613 

By  Western  Union  Telegraph  Company 

II 

158,400 

30.0000 

By  Brush  Electric  Illuminating  Company 

II 

5,090 

.9640 

By  Holmes  Electric  Protective  Company 

31,810 

6.0240 

By  Police  Department  Telegraph 

15,840 

3.0000 

By  Fire  Department  Telegraph 

16 

21,120 

4.0000 

By  Metropolitan  Telephone  and  Telegraph  Company. 

II 

52,800 

10.0000 

Total  

49 

V 

424,330 

86.4317 

In  removing  the  above  the  Inspectors  have  attended  to 

153  complaints 

and  the 

various  companies  have  attended  to  307  complaints  of  the  704  complaints  reported. 

The  Board  considered  various  complaints  against  companies  for  violations  of 
rules  of  the  Board  and,  on  motion  of  his  Honor  the  Mayor,  adopted  the  following 
resolutions: 

Resolved,  That  the  Board  of  Electrical  Control  remove,  without  further  notice, 
wires  and  fixtures  of  the  Thom^son-Houston  Electric  Company  of  New  York,  as 
follows: 

Wires  strung  from  the  Union  Square  Theatre  to  private  lamp-posts  in  front 
(Complaint  5882). 

Arc  lamps  erected  in  front  of  No.  666  Third  avenue  without  a permit  (Complaint 

5883). 
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Circuit  on  Third  avenue  from  Thirty-seventh  to  Thirty-eighth  street  connecting 
with  lamp  in  front  of  No.  574  Third  avenue  (Complaint  5884);  and 

Arc  lamp  in  front  of  No.  1108  Third  avenue  temporarily  erected  for  election  pur- 
poses, permit  for  which  has  expired  by  its  own  limitation  (Complaint  6102). 

Resolved,  That  a low  and  dangerous  loop  crossing  Fulton  street,  also  Nassau 
street,  from  the  city  lamp  on  the  northeast  corner  of  Fulton  and  Nassau  streets  to 
buildings  on  west  side  of  Nassau  street  between  John  and  Fulton  streets,  belonging 
to  United  Electric  Light  and  Power  Company  (Complaint  5940),  be  immediately 
removed. 

Resolved,  That  useless  loops  opposite  No.  237  West  street  and  Nos.  16  and  18 
Park  place  and  dangerous  loop  in  front  of  No.  305  West  street  (Complaint  6086), 
and  overhead  loops  in  Nassau  street  between  John  and  Fulton  streets  that  are  over 
the  limit  (Complaint  60.95),  belonging  to  the  Brush  Electric  Illuminating  Company, 
be  immediately  removed. 

Resolved,  That  dangerous  pole  on  east  side  of  railroad  crossing  One  Flundred 
and  Thirty-eighth  street,  belonging  to  North  River  Electric  Light  Company  (Com- 
plaint No.  6111),  be  immediately  removed.  ' 

Resolved,  That  Complaint  No.  5994,  in  reference  to  dangerous  pole  of  the  Met- 
ropolitan Telephone  and  Telegraph  Company,  on  First  avenue,  between  Thirty-ninth 
and  Fortieth  streets,  be  referred  to  that  company. 

Resolved,  That  Complaint  No.  6110,  in  reference  to  loop  for  Harlem  Lighting 
Company,  strung  over  roofs  from  No.  334  East  Seventy-ninth  street  to  No.  1511  First 
avenue,  be  referred  to  that  company. 

Flis  Honor  the  Mayor  stated  that  he  understood  the  Secretary  to  report  that  a 
number  of  dead  poles  up  in  violation  of  the  rules  of  the  Board  ought  to  be  taken 
down^  but  inasmuch  as  the  companies  owning  them,  or  claiming  to  own  them,  are 
involved' in  litigation  by  which  they  are  enjoined  from  their  removal,  it  seemed  as  if 
the  City  authorities  would  have  to  remove  them. 

Commissioner  Moss  stated  that  there  were  probably  about  700  poles  and  that  they 
were  located  between  the  Harlem  River  and  Yonkers. 

His  Honor  further  stated  that  he  thought  the  Board  should  take  down  ,the  poles 
and  moved  the  following  resolution; 

Resolved,  That  the  Secretary  of  this  Board  be  authorized  to  see  that  those  poles 
are  removed  without  expense  to  the  City. 

Which  resolution  was  unanimously  adopted. 

The  Mayor:  I have  a communication  before  me  to  the  effect  that  the  electric 
light  subway  which  was  ordered  to  be  built  on  First  avenue  some  months  ago,  from 
Twenty-third  to  Twenty-fourth  street,  for  the  benefit  of  the  then  East  River  Com- 
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pany,  now  the  Thomson-Houston  Company,  has  been  completed;  that  the  Thomson- 
Houston  Company  was  notified  on  the  6th  of  this  month  of  such  completion  and  fur- 
nished with  blue  prints  showing  the  measurements  to  manholes.  They  have  also  been 
requested  to  comply  with  the  requirements  of  the  Law  of  1892,  which  compels  them 
to  furnish  a bond  to  the  Subway  Company  for  rent;  they  have  not  made  the  first  at- 
tempt to  occupy  the  subway  or  even  made  application  for  permission  to  do  so;  they 
have  not  made  application  for  the  construction  of  a subsidiary  subway  which  would 
extend  to  their  power-house  in  Twenty-fourth  street  from  First  avenue. 

I wish  to  offer  the  following  resolution: 

Resolved,  That,  if  within  thirty  days  from  this  date  the  Thomson-Houston 
Electric  Company  of  New  York  does  not  occupy  the  subway  and  remove  its  poles 
and  wires  on  First  avenue  from  Twenty-third  to  Twenty-fourth  street  and  on 
Twenty-fourth  street,  the  city  proceed  to  take  down  those  poles  and  wires. 

Which  was  unanimously  adopted. 

The  following  petition  of  the  New  York  Thermostatic  Fire-alarm  Company 
was  read: 

New  York,  July  18,  1893. 

To  the  Honorable  Board  of  Electrical  Control,  in  and  for  the  City  of  New  York: 

The  petitioner,  the  New  York  Thermostatic  Fire-alarm  Company,  respectfully 
showeth: 

That  your  petitioner  is  a corporation  duly  organized  in,  under  and  in  pur- 
suance of  the  Laws  of  the  State  of  New  York,  and  having  lawful  right  thereby  to 
have  or  own  wires  and  transmit  signals  by  electricity. 

That  your  petitioner  is  fully  organized,  equipped  and  supplied  with  means  for 
the  conduct  of  its  business. 

That  your  petitioner  respectfully  requests  your  Honorable  Board  to  exercise 
the  powers  conferred  upon  it  by  the  Laws  of  the  State  of  New  York  and  to 
authorize  and  enable  your  petitioner  to  prosecute  such  part  of  its  business  as  is 
necessary  over  electrical  conductors  in  the  City  of  New  York,  upon  such  terms 
as  the  public  convenience  and  welfare  and  the  rules,  regulations  and  agreements 
of  the  Board  of  Electrical  Control  may  require  and  in  accordance  with  the  same, 
and  that  your  Honorable'  Board  will  adopt  a resolution  granting  such  permission. 

In  witness  whereof  said  corporation,  the  New  York  Thermostatic  Fire-alarm 
Company,  has  caused  these  presents  to  be  signed  by  its  President,  and  its  cor- 
porate seal  to  be  affixed,  this  i8th  day  of  July,  1893. 

[seal.]  new  YORK  THERMOSTATIC  FIRE-ALARM  COMPANY, 

FRANK  E.  MORGAN,  President. 

State  of  New  York,  City  and  County  of  New  York,  ss.  : 

On  this  i8th  day  of  July,  1893,  before  me  personally  appeared  Fr^nk  E.  Mor- 
gan, with  whom  I am  personally  acquainted,  who,  being  by  me  duly  sworn,  did 
depose  and  say: 
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That  he  is  the  President  of  the  New  York  Thermostatic  Fire-alarm  Company, 
the  corporation  described  in  and  which  executed  the  foregoing  petition: 

That  he  knows  and  has  the  custody  of  the  corporate  seal  of  said  corporation, 
and  that  he,  the  said  Frank  E.  Morgan,  signed  the  same  “New  York  Thermostatic 
Fire-alarm  Company,  Frank  E.  Morgan,  President,”  by  like  authority. 

ANTONIO  ROSINES,  Notary  Public, 

City  and  County  of  New  York,  No.  100. 

The  Board,  after  considering  the  petition  and  hearing  Mr.  Morgan,  president 
of  the  company,  referred  the  matter  to  Commissioners  Moss  and  Hess. 

The  Edison  Electric  Illuminating  Company  of  New  York  made  oral  applica- 
tion for  a subway  in  Nassau  street,  from  Beekman  street  to  Maiden  lane. 

The  Board,  after  consideration  and  hearing  a representative  of  that  company, 
on  motion  of  his  Honor  the  Mayor,  adopted  the  following  resolution: 

Resolved,  That  the  matter  of  the  application  of  the  Edison  Electric  Illuminat- 
ing Company  for  a subway  in  Nassau  street,  from  Beekman  street  to  Maiden  lane, 
be  referred  to  the  Commissioner  of  Public  Works  for  a report  from  him  as  to 
whether  a subway  there  would  interfere  with  any  new  pavement  or  any  subter- 
ranean construction. 

Whereupon  the  Board  adjourned  without  day. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of 
the  Mayor,  in  the  City  of  New  York,  on  Wednesday,  August  9.  1893,  at  ii 
o’clock  A.  M. 

Present:  Mayor  Thomas  E.  Gilroy,  President;  Commissioners  Jacob  Hess, 
and  Theodore  Moss. 

The  minutes  of  the  last  meeting  were  read  and  approved: 

The  Engineer  reported  as  follows: 

New  York,  August,  1893. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — I submit  herewith  application  for  subway  construction,  of 

Edison  Electric  Illuminating  Company  of  New  York,  dated  May  22,  1893. 
Edison  Electric  Illuminating  Company  of  New  York,  dated  July  20,  1893. 
Manhattan  Electric-light  Company,  dated  August  8,  1893,  and  recommend  that 
the  subways  applied  for,  as  follows,  be  authorized. 
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be  and  it  is  hereby  authorized  and  directed  to  construct  a subway  in  Thirty- 
eighth  street,  from  Seventh  avenue  to  Broadway,  in  place  of  the  subway  for 
Thirty-ninth  street,  from  Broadway  to  Sixth  avenue,  authorized  July  6. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  cor- 
porations and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnished  to  said  Empire  City  Subway  Company  (Limited)  security 
for  the  occupation  of  said  subways  and  the  pa3fment  of  rentals  therefor  in  advance, 
as  provided  by  chapter  263  of  the  Laws  of  1892. 

The  Board  ordered  to  be  filed: 

A report  from  the  Secretary  of  the  Board  showing  the  action  taken  upon  the 
several  complaints  laid  before  the  Board  at  its  last  meeting. 

A communication  from  the  Metropolitan  Telephone  and  Telegraph  Company 
in  reference  to  Complaint  No.  5954- 

A communication  from  the  North  River  Electric-light  and  Power  Company,  in 
reference  to  Complaint  No.  6111. 

The  following  report  was  directed  to  be  spread  on  the  minutes: 

New  York,  August,  1893. 


The  following  is  a report  of  poles  and  wires  removed  by  the  Inspectors  of 
the  Board  of  Electrical  Control  and  the  several  electric  companies,  without  any 
expense  to  the  City  of  New  York,  during  July,  1893: 


Poles. 

Feet  of  Wire. 

Miles. 

By  Inspectors  of  this  Board 

584,995 

1 10.8 

By  Metropolitan  Telegraph  and  Telephone  Company.  . 

2 

29,040 

5-5 

By  Stock  Quotation  Telegraph  Company 

37,000 

7.0 

By  Postal  Telegraph  and  Cable  Company 

21,120 

4.0 

By  Holmes  Electric  Protective  Company 

45-623 

• 8.6 

By  Fire  Department  Telegraph 

, . 4 

42,240 

8.0 

By  Western  Union  Telegraph  Company 

. . 12 

316,800 

60.0 

By  United  Elevator  and  Power  Company 

. . 6 

400 

.1 

Total  

1,077,218 

204.0 

By  Bureau  of  Incumbrances 

260,400 

49-3 

1-337,618 

253-3 

In  removing  the  above,  the  Inspectors  have  attended  to  43  complaints  and 
the  various  companies  have  attended  to  116  of  the  410  complaints  reported. 

THEO.  MOSS,  Secretary  of  Board. 

Commissioner  Hess,  on  behalf  of  the  committee  tp  whom  was  referred,  at 
the  last  meeting*  the  application  of  the  New  York  Thermostatic  Fire-alarm 
Company  for  a franchise,  made  a report  that  the  company  appeared  to  be  re- 
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sponsible,  and  had  been  in  successful  operation  in  the  City  of  New  York  before 
the  creation  of  the  Board  of  Electrical  Control,  and  made  this  application  only 
to  comply  with  the  law,  and  he  offered  the  following  resolution: 

Resolved,  That  the  New  York  Thermostatic  Fire-alarm  Company,  incor- 
porated under  the  laws  of  the  State  of  New  York,  is  hereby  authorized  and  em- 
powered to  lay  and  construct  suitable  wires  or  other  conductors  in  subways  under 
streets,  avenues  and  public  parks  and  places  of  the  City  of  New  York,  for  conduct- 
ing and  distributing  electricity  under  the  direction  o fthe  Board  of  Electrical  Con- 
trol, subject  to  all  existing  rules  applicable  thereto  and  to  all  regulations  which 
this  Board  may  hereafter  impose  by  resolution  or  otherwise. 

Provided  always,  and  this  consent  is  given  upon  that  express  condition,  and 
not  otherwise,  that  until  the  further  order  and  resolution  of  this  Board  the  elec- 
trical conductors  of  the  said  company  shall  be  laid  or  constructed,  and  the  priv- 
ileges above  granted  shall  be  exercised  only,  in  and  through  subways  constructed 
by  the  Consolidated  Telegraph  and  Electrical  Subway  Company  or  the  Empire 
City  Subway  (Limited),  under  and  in  pursuance  of  the  statutes  of  the  State  of 
New  York,  and  under  and  in  pursuance  of  the  supervision  of  this  Board. 

Which  resolution  was  unanimously  adopted. 

His  Honor  the  Mayor  directed  to  be  spread  on  the  minutes  the  following: 
communication : 

xVew  York,  July  25,  1893. 

Hon.  Thomas  F.  Gilroy,  Chairman  of  the  Board  of  Electrical  Control: 

Dear  Sir: — By  letter  of  the  19th  instant  Commissioner  Moss,  the  Secretary 
of  your  Board,  has  transmitted  to  me  the  resolution  of  the  Board  referring  to  me 
for  report  the  application  of  the  Edison  Electric  Illuminating  Company  for  a sub- 
way in  Nassau  street,  from  Beekman  street  to  Maiden  lane. 

In  reply,  I beg  to  say  that  the  objections  on  the  part  of  this  Department  to 
the  laying  of  such  subway  are  (i)  that  the  carriageway  is  completely  occupied  by 
vaults,  sewers,  water-pipes,  gas-pipes,  etc.,  and  the  proposed  subway  would  have 
to  be  laid  through  or  over  vaults;  and  (2)  that  the  pavement  on  that  part  of 
Nassau  street  has  very  recently  been  taken  up  and  relaid  from  curb  to  curb,  and 
the  present  good  condition  of  the  pavement  would  be  seriously  disturbed  and  de- 
teriorated by  reopening  it  for  the  purpose  of  laying  a subway. 

Very  respectfully, 

MICHAEL  T.  DALY,  Commissioner  of  Public  Works. 

The  Board  considered  the  petition  of  property-owners  and  residents  of  One 
Hundred  and  Forty-fourth  street,  between  Amsterdam  avenue  arid  Hamilton  Ter- 
race, for  removal  of  two  guy-poles  recently  erected  by  the  Metropolitan  Tele- 
phone and  Telegraph  Company  in  front  of  their  residences,  which  Mr.  Bethell, 
superintendent,  agreed  to  remove. 

Whereupon  the  Board  adjourned. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of 
the  Mayor,  in  the  City  of  New  York,  on  Monday,  August  21,  1893,  at  i o’clock 
P,  M. 

Present:  Mayor  Thomas  F.  Gilroy,  President;  ■ Commissioners  Jacob  Hess, 
and  Theodore  Moss. 

The  minutes  of  the  last  meeting  were  read  and  approved: 

Commissioner  Moss  submitted  the  following  report  in  relation  to  poles  and 
wires  in  Twenty-fourth  street  and  in  First  avenue: 

New  York,  August  21,  1893. 

To  Commissioner  Theodore  Moss,  Secretary  of  the  Board  of  Electrical  Control: 

Dear  Sir: — I have  this  day  inspected  poles  and  wires  on  First  avenue,  from 
Twenty-third  to  Twenty-fifth  street,  and  in  East  Twenty-fourth  street,  from  Third 
avenue  to  East  River,  the  property  of  the  Thomson-Houston  Electric  Company 
of  New  York,  and  have  the  following  to  report: 

In  Twenty-fourth  street,  from  Third  avenue  to  East  River,  there  are  sixteen 
poles  carrying  wires,  and  at  Third  avenue  and  Twenty-fourth  street  ten  wires 
crossing  to  opposite  side  of  avenue. 

In  Twenty-fourth  street,  from  Third  avenue  to  East  River,  twenty  wires. 

In  First  avenue,  east  side,  from  Twenty-third  to  Twenty-fourth  streets,  three 
poles  and  thirty-six  wires. 

Very  respectfully, 

W.  S.  BENNETT,  Inspector. 

Commissioner  Moss:  That  report  shows  that  the  poles  and  wires  are  all  re- 
maining there,  the  same  as  before  the  construction  of  the  subway,  in  Twenty-third 
street  and  in  First  avenue. 

His  Honor  the  Mayor  read  from  the  minutes  of  a previous  meeting  the  reso- 
lution of  the  Board  of  July  18,  as  follows. 

“Resolved,  That  if,  within  thirty  days  from  this  date,  the  Thomson-Houston 
Electric  Company  of  New  York  does  not  occupy  the  subway  and  remove  its  poles 
and  wires  on  First  avenue,  from  Twenty-third  to  Twenty-fourth  street,  and  on 
Twenty-fourth  street,  the  City  proceed  to  take  down  those  poles  and  wires. 

—and  stated  that  there  had  been  a subway  constructed  especially  for  the  use  of 
the  Thomson-Houston  Company  im  Twenty-third  street  and  on  First  avenue,  with 
the  distinct  understanding  that  when  constructed  the  Thomson-Houston  Company 
would  take  down  its  Twenty-third  and  Twenty-fourth  street  pole  lines  and  wires. 
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The  following  ap-.lication  of  the  Houston,  West  Street  and  Pavonia  Ferry 
Railroad  Company  was  read: 

New  York,  August  14,  1893. 

I he  Board  of  Electrical  Control,  No.  1266  Broadway,  New  York: 

Gentlemen  :— The  Houston,  West  Street  and  Pavonia  Ferry  Railroad  Company  is 
nov/  operating  a line  of  cars  by  cable  power  along  Broadway  and  Seventh  avenue, 
m the  t.ity  of  New  York,  and  will  hereafter  extend  its  system  of  propelling  cars 
by  cable  power  through  other  streets  in  the  said  city. 

Permission  is  hereby  applied  for  on  behalf  of  the  Houston,  West  Street  and 
Pavonia  Ferry  Railroad  Company  to  lay  wires  and  make  electrical  signal  con- 
nections between  its  system  of  cable  conduits  which  are  now  or  may  hereafter  be 
constructed  and  the  respective  power  stations  which  are  or  may  be  used  for  th<=' 

purpose  of  operating  the  traction  cables  used  or  to  be  hereafter  used  by  said  com- 
pany. 

Permission  is  requested  to  lay  wires  through  its  cable  conduits  or  through  its 
system  of  signal  pipes,  which  pipes  are  or  are  to  be  imbedded  or  laid  in  the  concrete 
filling  between  the  rails  used  in  the  construction  of  said  cable  plant,  and  to  connect 
sai  wires  with  the  signaling  apparatus  to  be  placed  in  signal  boxes;  permission 

for  the  placing  of  such  signal  apparatus  to  be  covered  in  the  permit  hereby  ao- 
plied  for.  ^ 

This  signal  apparatus  is  intended  to  be  placed  in  signal  boxes,  some  of  which 
are  connected  with  the  manhole  covers  at  entrances  to  pulley-vaults  ancT  in  other 
boxes  independent  of  the  same;  said  boxes  now  constructed  being  located  on  the 
line  ot  Broadway  and  Seventh  avenue,  and  adjacent  to  the  tracks  laid  therein,  and 
are  separated  from  each  other  by  a distance  of  about  one  block.  These  boxes  are 
to  be  protected  by  a cover  and  lock,  keys  to  which  are  to  be  carried  by  conductors 
and  to  be  used  only  to  permit  the  transmission  of  signals  to  the  power-houses  or 
stations  of  said  companies. 

Yours  respectfully, 

H.  H.  VREELAND,  President. 

On  motion  of  his  Honor  the  Mayor,  it  was 

Resolved,  That,  as  the  Houston,  West  Street  and  Pavonia  Perry  Railroad 
Company  is  restrained  by  injunction  at  the  suit  of  the  Empire  City  Subway  Com- 
pany (Limited)  from  laying  the  wires  and  making  the  connections  applied  for,  its 
application  be  referred  to  the  Counsel  to  the  Corporation. 


Adjourned. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of 
the  Mayor,  in  the  City  of  New  York,  on  Thursday,  September  21,  1893,  at  ii 
o’clock  A.  M. 

Present:  Mayor  Thomas  F.  Gilroy,  President;  Commissioners  Jacob  Hess, 
Theodore  Moss  and  Walton  Storm. 

The  minutes  of  the  last  meeting  were  read  and  approved: 

His  Honor  the  Mayor  stated  that  the  resolution  of  the  Board  of  July  18,  in  re- 
lation to  the  removal  of  poles  and  wires  of  the  Thomson-Houston  Company  in 
First  avenue  and  Twenty-fourth  street,  under  the  law,  should  have  provided  for  a 
ninet}"  days’  notice  to  the  company,  instead  of  thirty  days,  and,  on  motion  of  Com- 
missioner Hess,  said  resolution  was  amended  so  as  to  read  as  follows: 

Resolved,  That  if,  within  ninety  days  from  this  date,  the  Thomson-Houston 
Electric  Company  of  New  York  does  not  occupy  the  subway  and  remove  its  poles 
and  wires  on  First  avenue,  from  Twenty-third  to  Twenty-fourth  street,  and  on 
Twenty-fourth  street,  the  City  proceed  to  take  down  those  poles  and  wires. 

The  Engineer  reported  as  follows: 

New  York,  September  21,  1893. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — I hereby  submit  communications  from  the  various  electrical  compa- 
nies asking  for  subway  construction,  namely: 

The  Commercial  Cable  Company,  under  date  of  September  13,  requesting  that 
a subway  be  constructed  in  Ninety-third  street,  between  Second  and  Third  ave- 
nues, and  in  One  Hundred  and  Twenty-ninth  street,  between  the  same  avenues, 
and  recommend  that  the  Board  authorize  the  same. 

An  application  of  the  Western  Union  Telegraph  Company  for  subway  on 
Tenth  avenue,  from  the  subway  in  Thirteenth  street  south  to  Bloomfield  street, 
and  in  Bloomfield  street  west  to  a point  about  100  feet  west  of  Tenth  avenue, 
which  I recommend  be  ordered. 

On  April  loth,  on  my  recommendation,  the  Board  ordered  a subway  con- 
structed in  Seventh  avenue,  from  One  Hundred  and  Tenth  to  One  Hundred  and 
Thirty-eighth  street,  under  the  sidewalk,  at  the  request  of  several  electrical  com- 
panies. Since  then  one  of  the  companies,  the  Dulany  Burglar  Alarm  Company, 
has  notified  us  of  the  withdrawal  of  its  request,  and  that  will  obviate  the  necessity 
of  a subway  built  on  the  east  side  of  the  avenue.  From  a recent  examination  of 
the  territory,  I have  to  change  my  recommendation,  and  request  that  the  Board 
authorize  the  subway  to  be  constructed  in  the  roadway  of  Seventh  avenue,  about 
three  feet  from  the  curb,  instead  of  under  the  sidewalk,  on  the  west  side,  and 
cancel  the  authorization  for  a subway  on  the  east  side.  This  subway  is  intended 
for  the  requirements  of  the  Metropolitan  Telephone  and  Telegraph  Company, 
Western  Union-  Telegraph  Company,  and  the  American  District  Telegraph  Com- 
pany. Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 
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Resolutions,  as  follows,  on  motion  of  his  Honor  the  Mayor,  were  unanimously 
adopted: 

Resolved,  That  the  Engineer’s  report  of  this  date  be  adopted  and  placed  on 

file. 

Resolved,  That  the  authorization  heretofore  given  by  this  Board  for  the  con- 
struction of  a subway  on  both  sides  of  Seventh  avenue  from  One  Hundred  and 
Tenth  to  One  Hundred  and  Thirty-eighth  street,  under  the  sidewalk,  be  rescinded. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  authorized, 
empowered  and  directed  to  construct  a subway  on  the  west  side  of  Seventh  avenue 
from  One  Hundred  and  Tenth  to  One  Hundred  and  Thirty-eighth  street,  at  a disr 
tance  not  to  exceed  three  feet  from  the  curb,  for  the  use  of  the  Metropolitan 
Telephone  and  Telegraph  Company,  Western  Union  Telegraph  Company  and 
American  District  Telegraph  Company,  subject,  however,  to  the  provisions  of 
chapter  263  of  the  Laws  of  1892. 

Resolved,  That  the  Secretary  of  this  Board  be  directed  to  investigate  and  re- 
port upon  the  fact  as  to  whether  the  Dulany  Burglar  Alarm  Company  has  or  has 
not  a charter  to  carry  on  its  electrical  business. 

Resolved,  That  in  accordance  with  the  application  of  the  Commercial  Cable 
Company  for  the  construction  of  subways  for  the  accommodation  of  its  electrical 
conductors,  dated  September  13,  1893,  the  Empire  City  Subway  Company  (Lim- 
ited) be  and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  ac- 
commodation of  low  tension  electrical  conductors  in  the  following  streets: 

Ninety-third  street,  from  Second  to  Third  avenue. 

One  Hundred  and  Twenty-ninth  street,  from  Second  to  Third  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  cor- 
porations and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnished  to  said  Empire  City  Subway  Company  (Limited)  se- 
curity for  the  occupation  of  said  subways  and  the  payments  of  .rentals  therefor  in 
advance,  as  provided  by  chapter  263  of  the  Laws  of  1892. 

Resolved,  That  in  accordance  with  the  application  of  the  Western  Union  Tele- 
graph Company  for  the  construction  of  a subway  for  the  accommodation  of  its 
electrical  conductors,  on  Tenth  avenue,  from  the  subway  in  Thirteenth  street 
south  to  Bloomfield  street  and  in  Bloomfield  street  west  to  a point  about  one 
hundred  feet  west  of  Tenth  avenue,  the  Empire  City  Subway  Company  (Limited) 
be  and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accom- 
modation of  low  tension  electrical  conductors  on  Tenth  avenue,  from  the  sub- 
way in  Thirteenth  street,  south  to  Bloomfield  street,  and  in  Bloomfield  west  to  a 
point  about  one  hundred  feet  west  of  Tenth  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways 
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shall  have  first  furnished  to  said  Empire  City  Subway  Company  (Limited)  se- 
curity for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in 
advance,  as  provided  by  chapter  263  of  the  Laws  of  1892. 

The  following  report  of  the  Electrical  Expert  was  read  and  directed  to  be 
spread  on  the  minutes: 

New  York,  September  21,  1893. 

The  following  is  a report  of  poles  and  wires  removed  by  the  Inspectors  of 
the  Board  of  Electrical  Control  and  the  several  electric  companies,  without  any 
expense  to  the  City  of  New  York,  during  August,  1893: 


Poles.  Miles. 

By  Inspectors  of  this  Board ^30  558-6 

By  Metropolitan  Telegraph  and  Telephone  Company 103  4O-0 

By  Western  Union  Telegraph  Company 3-0 

By  Fire  Department  Telegraph 22  17.0 

By  Brush  Electric  Illuminating  Company 2 0.03 


In  removing  the  above,  the  Inspectors  have  attended  to  248  complaints  and 
the  various  companies  have  attended  to  126  of  the  414  complaints  reported  by  the 
Inspectors  of  this  Board  during  the  month  of  August  1893. 

The  following  opinion  of  the  Counsel  to  the  Corporation  was  read  and 
ordered  to  be  filed  and  spread  on  the  minutes: 

New  York,  August  28,  1893. 

Theodore  Moss,  Esq.,  Secretary  of  the  Board  of  Electrical  Control : 

Sir  : — I am  in  receipt  of  your  communication  of  22d  instant,  inclosing,  for  mj 
opinion,  pursuant  to  a resolution  passed  by  the  Board  of  Electrical  Control,  at  a 
meeting  of  that  Board,  held  at  the  office  of  the  Mayor,  on  the  21st  instant,  an 
application  from  the  Houston,  W^est  Street  and  Pavonia  Ferry  Railroad  Company, 
for  permission  to  lay  wires  and  make  electrical  signal  connections  between  its 
system  of  cable  conduits  which  are  now  or  may  hereafter  be  constructed  and 
the  respective  power  stations  which  are  or  may  be  used  for  the  purpose  of  operat- 
ing the  traction  cables  .used  or  to  be  hereafter  used  by  said  company. 

Under  the  Subway  Acts  of  1885  and  1887  (chapter  499  of  1885  and  chapter  616 
of  1887),  the  Legislature  provided  for  the  construction,  through  the  action  of  your 
Board,  of  a complete  system  of  . subways  in  which  should  be  placed  all  the 
electrical  conductors  laid  underground  in  the  City  of  New  York,  in  the  manner 
prescribed  in  said  acts. 

Two  contracts  were  made  under  the  Act  of  1885,  the  first  bearing  date  July 
27,  1886,  and  the  second  April  7?  i887)  between  the  Board  of  Electrical  Control  and 
the  Consolidated  Telegraph  and  Electrical  Subway  Company,  the  validity  of  which 
Was  recognized  by  the  Act  of  1887  (section  6).  and  in  both  these  contracts  it  is 
provided  that  the  Board  of  Electrical  Control  should  use  all  lawful  means  in  their 
power  to  compel  all'  authorized  companies  or  persons  using  electrical  conductors 
to  comply  with  said  law,  and  to  place  their  conductors  in  said  subways,  and  to- 
pay  a fair  rental  for  the  space  occupied  therein  (section  ii  of  the  contract  of  1886, 
section  13  of  the  contract  of  1887;  also  the  contract  of  May  15,  1891,  with  the- 
Empire  City  Subway  Company  Limited). 
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It  is  very  evident,  therefore,  that  the  permission  requested  by  the  Houston, 
West  Street  and  Pavonia  Ferry  Railway  Company  could  only  be  granted  in  vio- 
lation of  the  provision  of  the  contracts  just  cited,  as  well  as  of  the  distinct  purpose 
of  the  subway  acts,  which,  among  other  things,  contemplate  the  purchase  by  the 
city,  at  its  option,  of  the  subways,  together  with  the  leases,  etc.,  made  to  the  Con- 
solidated Telegraph  and  Electrical  Subway  Company,  and  the  Empire  City  Sub- 
way Company  (Limited). 

Yours  respectfully, 

WILLIAM  H.  CLARK,  Counsel  to  the  Corporation. 

His  Honor  the  Mayor  stated  that,  in  view  of  the  opinion  of  the  Corporation 
Counsel,  the  Board  had  no  right  to  grant  the  above-mentioned  application.. 

The  following  communication  from  the  Fire  Department  was  read; 

New  York,  August  25,  1893. 

To  the  Board  of  Electrical  Control: 

Gentlemen  : — Referring  to  your  letter  of  July  17  last,  communicating  the  resolm 
tion  adopted  by  your  Honorable  Body  on  the  6th  of  that  month,  to  the  effect  that 
this  Department  has  a right  to  accommodation  in  all  subways  constructed  by 
the  Consolidated  Telegraph  and  Electrical  Subway  Company  prior  to  the  sepa- 
ration, etc.,  I have  the  honor  to  state  that  application  was  made,  under  date  of  the 
■9th  instant,  to  that  company  for  space  in  a duct  in  each  of  the  following-named 
streets,  to  wit: 

Macdougal  street,  from  Houston  to  Vandam  street. 

Vandam  street,  from  Macdougal  to  Greenwich  street.  W 

Seventh  avenue,  from  Fourteenth  to  Thirty-first  street. 

Eighth  street,  from  Third  to  Sixth  avenue. 

Irving  place,  from  Eighteenth  to  Twentieth  street. 

Chatham  Square,  from  Doyer  to  Mott  street. 

Seventieth  street,  from  First  avenue  to  Avenue  A. 

To  this  application  a reply  was  received  from  the  company  referred  to  under 
date  of  the  21st  instant,  that  the  “Company  has  no  available  space  in  the  subways 
in  the  streets  named,  and  it  is,  therefore,  impossible  to  comply  with  your  re- 
quest.” 

It  is  well  understood  that  the  subways  in  the  streets  named  come  within  the 
scope  of  the  resolution  of  your  Honorable  Body  above  referred  to,  they  having 
been  constructed  prior  to  the  separation  alluded  to. 

Your  early  attention  to  this  matter  is  respectfully  requested,  as  the  subject 
is  of  great  importance  to  this  Department,  there  being  no  available  funds  at 
its  disposal  io  provide  subway  facilities  necessary  to  the  removal  of  its  overhead 
wires,  in  the  district  covered  by  the  streets  specified. 

Very  respectfully, 

ANT.  L.  EICKHOFF,  Acting  President. 
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On  motion,  it  was 

Resolved,  That  the  communication  of  the  Fire  Department  be  referred  to  the 
Engineer  of  the  Board  for  examination  and  report. 

The  following  communication  from  the  American  District  Telegraph  Com- 
pany was  read: 

New  York,  September  16,  1893. 

Hon.  Theodore  Moss,  Secretary  of  the  Board  of  Electrical  Control,  New  York  City: 

Dear  Sir  I am  in  receipt  of  your  favor  of  yesterday’s  date,  requesting  report  of 
what  this  Company  has  done  towards  placing  its  wires  under  ground  in  Harlem, 
under  the  permit  given  it  to  restore  the  connections,  pending  the  carrying  out  of 
plans  for  putting  the  wires  under  ground,  as  far  as  practicable. 

In  reply  I have  to  say  that  we  made  application,  on  May  12,  to  the  Board 
for  the  construction  of  a conduit  from  the  north  side  of  One  Hundred  and 
Twentieth  street  and  Lenox  avenue  to  the  south  side  of  One  Hundred  and 
Thirtieth  street  and  Lenox  avenue,  and  we  are  prepared  to  occupy  that  con- 
duit as  soon  as  it  is  ready  for  our  use. 

We  shall  also  immediately  submit  application  for  the  use  of  a duct  between 
Morris  avenue  and  Seventh  avenue,  and  in  these  ducts  we  can  consolidate  quite  a 
number  of  wires,  and  be  able  to  take  down  the  overhead  wires  on  those  routes. 

We  have  also  been  negotiating  with  the  Western  Union  Telegraph  Company 
for  the  partial  use  of  its  duct  on  One  Hundred  and  Twenty-fifth  street,  between 
Third  and  Seventh  avenues,  which  I understand  is  in  course  of  construction.  As 
soon  as  it  is  completed,  we  shall  arrange  to  transfer  to  it  as  many  wires  as  we 
can  consolidate  on  that  route,  and  take  down  a corresponding  number  of  over- 
head wires. 

It  is  our  purpose  to  proceed  with  the  placing  of  the  wires  in  the  ducts  as 
rapidly  as  we  can  make  such  consolidations,  and  on  to  given  routes  where  the 
underground  is  available. 

's. 

Very  respectfully  yours, 

CHARLES  A.  TINKER,  Vice-President. 

On  motion  of  his  Honor  the  Mayor,  it  was 

Resolved,  That  the  communication  of  tbe  American  District  Telegraph  Com- 
pany be  referred  back  to  the  Secretary,  with  instructions  to  take  steps  to  secure 
the  burying  of  the  wires  and  the  taking  of  them  down  from  overhead. 


The  Board  considered  the  petition  of  property  owners  and  householders, 
in  relation  to  poles  and  wires  of  the  Postal  Telegraph-Cable  Company  on  West 
Seventieth  street,  and  the  following  communication  from  said  company  in  answer 
to  the  petition: 
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New  York,  September  7,  1893. 

Theodore  Moss,  Esq.,  Secretary,  Board  of  Electrical  Control,  1266  Broadway,  New 

York:  ' 

Dear  Sir: — Your  favor  of  August  31st,  transmitting  copy  of  petition  regarding  pole 
line  in  West  Seventh  street,  between  Amsterdam  avenue  and  North  River  is 
received.  I am  pleased  to  inform  you  that  an  order  has  been  given  for  an  under- 
ground cable  from  Broadway  and  Thirty-fifth  street  to  foot  of  Seventy-ninth 
street,  North  River.  As  soon  as  this  cable  is  laid  and  certain  changes  in  the 
line  can  be  made  on  the  Jersey  side,  we  will  move  the  cable  crossing  from  its  pres- 
ent location  to  the  foot  of  Seventy-ninth  street.-  When  these  changes  are  com- 
pleted, which  we  hope  will  be  within  sixty  or  ninety  days’  time,  the  pole  line  above 
referred  to  can  be  taken  down. 

We  have  had,  and  are  still  having,  some  difficulty  in  securing  the  permission 
to  make  the  necessary  changes  on  the  New  Jersey  side,  but  we  are  actively 
prosecuting  the  matter  and  doing  all  we  can  to  expedite  the  completion  of  the 
changes.  Yours  truly, 

WM.  H.  BAKER,  Vice-President. 

Commissioner  Moss  stated  that  a copy  of  the  communication  of  the  Postal 
Company  had  been  sent  to  the  petitioners. 

The  communication  was  directed  to  be  filed  and  spread  on  the  minutes. 

The  Board  hereupon  adjourned. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of 
the  Mayor,  in  the  City  of  New  York,  on  Thursda}^  November  23,  1893,  at  ii 
o’clock  A.  M. 

Present:  Mayor  Thomas  F.  Gilroy,  Commissioners  Theodore  Moss,  Walton 
Storm  and  Jacob  Hess. 

f 

Commissioner  Moss  moved  that  Mayor  Gilroy,  of  the  City  of  New  York,  be 
elected  President  of  the  Board  for  the  ensuing  year.  Carried. 

Commissioner  Storm  moved  that  Commissioner  Moss  be  elected  Secretary 
for  the  ensuing  year.  Carried. 

The  minutes  of  the  last  meeting  were  read  and  approved: 


Commissioner  Moss  submitted  the  following  report: 
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New  York,  November  22,  1893. 

To  the  Honorable,  the  Board  of  Electrical  Control: 

Gentlemen  : — The  following  applications  for  the  construction  of  subways  have 
been  received  since  the  last  meeting: 

From  Edison  Electric  Illuminating  Company  of  New  York  (for  low  tension 
service) : 

On  Park  avenue,  west  side,  from  north  side  of  Fifty-third  street  to  south  side 
of  Fifty-fifth  street. 

From  New  York  Heat,  Light  and  Power  Company  (for  high  tension  service): 

On  William  street,  from  Maiden  lane  to  Spruce  street. 

On  Nassau  street,  from  Maiden  lane  to  Spruce  street. 

On  Dutch  street,  from  John  to  Fulton  street. 

On  Old  Slip,  from  Pearl  to  Water  street. 

William  street  and  Nassau  street  have  both  been  repaved,  and  previous  appli- 
cations of  this  kind  have  been  denied. 

The  applications  for  Park  avenue  and  Dutch  street  and  Old  Slip,  respectively, 
I recommend  be  granted;  also,  application  of  Mount  Morris  Company  to  recon- 
struct and  put  pole  line  in  condition. 

Very  respectfully, 

THEODORE  MOSS,  Secretary. 

The  Board,  after  consideration  of  the  report,  on  motion  of  his  Honor  the 
Mayor,  unanimously  adopted  the  following  resolutions: 

Resolved,  That  the  report  of  Commissioner  Moss  be  filed  and  entered  at 
length  in  the  minutes.  ^ 

Resolved,  That  the  application  of  the  New  York  Heat,  Light  and  Power  Com- 
pany for  high  tension  subways  on  William  street,  from  Maiden  lane  to  Spruce 
street,  and  Nassau  street,  from  Maiden  lane  to  Spruce  street,  be  denied,  on  the 
ground  that  the  streets  have  been  newly  paved  and  there  seems  to  be  no  good 
reason  for  disturbing  them  at  this  time  of  the  year. 

Resolved,  That  the  application  of  the  New  York  Heat,  Light  and  Power  Com- 
pany for  the  construction  of  subways  for  the  accommodation  of  its  electrical  con- 
ductors, dated  November  12,  1893,  as  to  Dutch  street,  from  John  to  Fulton  street, 
and  Old  Slip,  from  Pearl  to  Water  street,  be  and  is  hereby  granted.- 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accom- 
modation of  high  tension  electrical  conductors,  as  follows: 

On  Dutch  street,  from  John  to  Fulton  street. 

On  Old  Slip,  from  Pearl  to  Water  street. 
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Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  cor- 
porations and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway 
Company  security  for  the  occupation  of  said  subways  and  the  payment  of  rentals 
therefor  in  advance,  as  provided  by  chapter  263  of  the  Laws  of  1892. 

Resolved,  That  the  application  of  the  Edison  Illuminating  Company  for  the 
construction  of  subways  for  the  accommodation  of  its  electrical  conductors, 
dated  November  21,  1893,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  it  is 
hereby  authorized  and  directed  to  construct  subways  for  the  accommodation  of 
low  tension  electrical  conductors,  as  follows: 

On  Park  avenue,  west  side,  from  north  side  of  Fifty-third  street  to  south  side 
of  Fifty-fifth  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  cor- 
porations and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnish'ed  to  said  Empire  City  Subway  Company  security  for  the 
occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as 
provided  by  chapter  263  of  the  Laws  of  1892. 

ResoEed,  That  the  Board  of  Electrical  Control  does  hereby  authorize  and 
direct  the  Mount  Morris  Electric  Light  Company  to  reconstruct  its  pole  line  on 
West  street,  remove  all  dangerous  poles,  and  put  said  line  in  proper  and  safe  con- 
dition. 

) 

The  following  report  of  Commissioner  Moss  was  directed  to  be  filed  and  en- 
tered at  length  on  the  minutes: 

New  York,  November  21,  1893. 

Hon.  Thomas  F.  Gilroy,  Mayor: 

Sir: — Pursuant  to  notifications  received,  I beg  to  submit  a report  of  subways  com- 
pleted since  July  25,  1893: 

Low  Tension. 

Beekman  street,  south  side,  from  east  side  of  Park  Row  to  west  side  of 
Nassau  street  (completed  August  ii,  1893). 

Beekman  street,  north  side,  from  east  side  of  Nassau  to  west  side  of  Pearl 
street  (completed  August  21,  1893). 

Pearl  street,  both  sides,  from  north  side  Cedar  to  south  side  of  Fulton  street 
(completed  August  4,  1893). 

Front  street,  east  side,  from  south  side  Burling  slip  to  north  side  of  Fletcher 
street  (completed  July  26,  1893). 

Water  street,  east  side,  from  north  side  of  Fulton  to  south  side  of  Beekman 
street  (completed  August  19,  1893). 
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Fourth  avenue,  west  side,  from  One  Hundred  and  Twenty-fourth  to  One 
Hundred  and  Thirty-third  street  (completed  November  ii,  1893). 

Washington  street,  west  side,  from  Cortlandt  to  Chambers  street  (completed 
August  15,  1893), 

Dey  street,  west  side,  from  Greenwich  to  Washington  street  (completed 
August  I,  1893). 

Oliver  street,  from  New  Bowery  to  Madison  street  (completed  August  28, 

1893). 

Madison  street,  from  Oliver  to  Rutgers  street  (completed  September  26, 

1893). 

Rutgers  street,  from  Madison  to  South  street  (completed  Octo-ser  4,  1893). 
First  avenue,  from  East  Houston  to  Second  street  (completed  August  31, 

1893). 

Second  street,  from  First  avenue  to  Avenue  D (completed  August  23,  1893). 
Twelfth  street,  from  First  avenue  to  Avenue  D (completed  September  i 
1893). 

Eighteenth  street,  from  First  avenue  to  Avenue  B (completed  September  21 

1893).  N 

Twenty-third  street,  from  Third  avenue  to  Avenue  A (completed  October  6 

1893). 

Foity-fourth  street,  from  Third  to  First  avenue  (completed  October  21,  1893). 
Fifty-first  street,  from  Lexington  to  First  avenue  (completed  October  27, 

1893). 

One  Hundred  and  Twenty-ninth  street,  from  Second  to  Third  avenue  (com- 
pleted November  9,  1893). 

One  Hundred  and  Twenty-fifth  street,  from  First  to  Third  avenue  (completed 
November  18,  1893). 

Centre  street,  both  sides,  from  Reade  street  to  Park  row  (completed  Auo-ust 

16,  1893). 

Duane  street,  both  sides,  from  Centre  to  Elm  street  (completed  August  18, 
1893). 

Elm  street,  west  side,  from  Worth  to  Franklin  street  (completed  Armust  8 

1893). 

Fi  anklin  street,  south  side,  from  Broadway  to  ^Vest  Broadway  (completed 
September  21,  1893). 

Duane  street,  from  Centre  to  Chatham  street  (completed  August  18,  1893). 
Twelfth  street,  from  Third  to  First  avenue  (completed  July  26,  1893). 
Fifty-first  street,  from  Eighth  to  Eleventh  avenue  (completed  November  i 

1893). 

Forty-fifth  street,  from  Eighth  to  Eleventh  avenue  (completed  October  7, 

1893). 

Thirty-eighth  street,  from  Eighth  to  Eleventh  avenue  (completed  October  9, 

1893). 

Thirty-fourth  street,  from  Ninth  to  Eleventh  avenue  (completed  August  9, 

1893)- 

Twenty-third  street,  from  Ninth  to  Eleventh  avenue  (completed  September 

8,  1893). 

Twelfth  street,  from  Bank  and  Bleecker  street  to  Thirteenth  avenue  (com- 
pleted July  26,  1893), 

Houston  street,  from  Hancock  to  West  street  (completed  August  16,  1893). 
Hudson  street,  from  Spring  to  Canal  street  (completed  July  26,  1893). 
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Beach  street,  from  West  Broadway  to  West  street  (completed  September  21, 

1893). 

Sixty-fifth  street,  from  north  side  of  Ninth  avenue  to  Eleventh  avenue  (com- 
pleted October  28,^1893). 

Fifth  avenue,  'east  side,  from  Sixtieth  to  Seventy-ninth  street  (completed 
October  9,  1893). 

Fifth  avenue,  east  side,  from  Fifty-eighth  to  Sixtieth  street  (completed 
October  9,  1893). 

Fourteenth  street,  north  side,  from  Sixth  to  Eighth  avenue  (completed  August 
22,  1893). 

Water  street,  west  side,  from  Beekman  to  Ferry  street  (completed  July  25, 

1893). 

Ninety-second  street,  from  Second  to  Third  avenue  (completed  November  20, 

1893). 

High  Tension. 

Thirty-eighth  street,  south  side,  from  Broadway  to  Seventh  avenue  (com- 
pleted August  25,  1893). 

Fourteenth  street,  from  Eighth  avenue  to  North  River  (completed  July  25, 

1893)-  , , ^ 

Twenty-third  street,  from  Eleventh  avenue  to  North  River  (completed  Sep- 
tember 9,  1893). 

Thirty-fourth  street,  from  Eighth  to  Eleventh  avenue  (completed  August  9, 

1893). 

Catharine  street,  from  Cherry  to  South  street  (completed  July  31,  1893). 
Essex  street,  from  Houston  to  Grand  street  (completed  July  26,  1893). 

P'ourth  street,  from  Bowery  to  Second  avenue  (completed  September  2, 

1893)- 

Sixth  street,  from  Bowery  to  Second  avenue  (completed  September  2,  1893). 
Eightieth  street,  from  the  station  to  First  avenue  (completed  October  7, 

1893)- 

First  avenue,  from  Forty-second  to  Eightieth  street  (completed  October  20, 

1893). 

I would  respectfully  suggest  that  the  usual  ninety  days’  notice  be  sent  to  the 
companies  operating  wires  in  these  streets  and  avenues. 

Very  respectfully, 

THEODORE  MOSS,  Secretary. 

On  motion  of  Commissioner  Storm,  it  was 

Resolved,  That  the  Secretary  be  directed  to  give  the  usual  ninety  days’  notice 
for  the  removal  of  poles  and  wires  to  companies  owning  or  operating  electrical 
conductors  in  the  streets  enumerated  in  the  Secretary’s  report  of  this  date  as 
having  subways  completed. 

An  application  of  the  Mercantile  Safe  Deposit  Company,  dated  September  27, 
1803,  to  string  wires,  was  referred  to  the  Secretary  of  the  Board  for  examination 
and  report. 
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An  application  of  the  Commercial  Telegraph  and  Messenger  Company,  for 
permission  to  construct,  maintain  and  operate  lines  of  electric  telegraph  in  the 
City  of  New  York,  was  referred  to  the  Counsel  to  the  Corporation  for  his  opinion. 

An  application  of  Frederick  Pearce,  dated  November  23,  1893,  for  permission 
to  prosecute  his  business  in  connection  with  electrical  conductors,  was  referred  to 
the  Secretary  of  the  Board  for  examination  and  report. 

The  following  reports  of  the  Electrical  Expert  of  poles  and  wires  removed 
without  expense  to  the  City  of  New  York  during  September  and  October,  1893, 
with  annexed  detailed  statements  and  communications,  were  directed  to  be  hied 
and  spread  on  the  minutes: 

New  York,  October  i,  1893. 

The  following  is  a report  of  poles  and  wires  removed  by  the  Inspectors  of  the 
Board  of  Electrical  Control  and  the  several  electric  companies  without  any  ex- 
pense to  the  City  of  New  York  during  September,  1893: 


Poles. 

Feet  Wire. 

Miles. 

By  the  Inspectors  

31,900 

6 

By  the  Holmes  Electric  Protective  Company 

. . 

5,490 

I 

By  the  Fire  Department 

. 21 

95,040 

18 

By  the  Metropolitan  Telephone  and  Telegraph  Company. 

• 73 

15,840 

3 

Total  

• 94 

148,270 

28 

In  removing  the  above  the  Inspectors  have  attended  to  97 

complaints 

and  the 

various  companies  have  attended  to  60  complaints  of  the  185  complaints  reported 
by  the  Inspectors  during  the  month  of  September,  1893. 

Wires  Removed  by  the  Inspectors  of  the  Board  of  Electrical  Control  during 


September,  1893. 

Hotel  Metropole  

No.  829  Seventh  avenue 

No.  100  West  Forty-seventh  street 

No.  302  West  Thirty-fourth  street 

No.  300  West  Twenty-fourth  street 

No.  69  West  Fifty-fourth  street 

No.  670  Tenth  avenue . 

No.  715  Sixth  avenue 

No.  306  West  Forty'-hfth  street 

No.  527  Sixth  avenue 

No.  1451  Broadway 

Thirty-hrst  street,  between  Broadway  and  Sixth  avenue 

No.  21  Worth  street 

Nos.  20,  44  and  64  College  place 

No.  96  Church  street 

No.  33  Park  place 

No.  130  Church  street 

No.  26  Murray  street 


3,200  feet. 
700  “ 
250  “ 
200  “ 
150  “ 
300  “ 
300  “ 
200  “ 
700  “ 
200  “ 
250  “ 

32s  “ 

100  “ 


475 

150 

17s 

ISO 

150 


<( 


(i 
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Northeast  corner  Fifteenth  street  and  Third  avenue  (T.-H.  E.  Co.) 

No.  47  Third  avenue  (T.-H.  E.  Co.)..... 

No.  107  East  Thirteenth  street  (T.-H.  E.  Co.) 

Nos.  137  to  129  Third  avenue  (T.-H.  E.  Co.,  i lamp) 

No.  107  East  Thirteenth  street  (T.-H.  E.  Co.,  i lamp) 

No.  307  Third  avenue  to  School  in  Twenty-third  street  (T.-H.  E.  Co.) . . . 

No.  108  West  Thirty-second  street 

Nos.  102,  104  and  106  West  Thirty-second  street 

No.  302  West  Forty-third  street 

No.  300  East  Twenty-third  street 

No.  200  East  Fourteenth  street 

No.  238  Fourth  avenue 

No.  326  Fourth  avenue 

No.  211  West  Seventy-eighth  street ' 

No.  693  Columbus  avenue 

No.  184  West  Eightieth  street 

Northwest  corner  Seventy-seventh  street  and  Boulevard 

No.  304  Amsterdam  avenue 

No.  69  West  Eighty-eighth  street 

No.  70  West  Ninetieth  street 

No.  106  West  Ninety-fourth  street 

No.  141  West  Seventy-eighth  street.... 

No.  118  Division  street.. 


500 

feet 

600 

(( 

600 

a 

100 

(( 

100 

it 

1,000 

(( 

200 

ft 

600 

if 

200 

tf 

300 

i f 

350 

if 

250 

if 

270 

if' 

200 

** 

100 

if 

200 

if 

250 

. (( 

400 

if 

100 

if 

100 

a 

75 

a 

150 

i( 

150 

it 

^ 31,900  feet. 

New  York,  November  i,  1893. 

Ihe  following  is  a report  of  poles  and  wires  removed  by  the  Inspectors  of  the 
Board  of  Electrical  Control  and  the  several  companies  without  any  expense  to  the 
City  of  New  York  during  October,  1893: 


By  Inspectors  

By  Holmes  Electric  Protective  Company 

By  Metropolitan  Telephone  and  Telegraph  Company 
By  Fire  Department.  Telegraph 

Total  


Poles. 

Feet  Wire. 

Miles. 

5 

38,157 

7.2 

0 

79,617 

15-1 

36 

87,120 

16.5 

14 

15.840 

3 

55 

220,734 

41.8 

Hi  removing  the  above  the  Inspectors  have  attended  to  150  and  the  various  com- 
panies 58  complaints  of  the  291  complaints  reported  by  the  Inspectors  during  the 
month  of  October,  1893. 


WIRES  REMOVED  BY  THE  INSPECTORS  OE  THE  BOARD  OE  ELEC- 
TRICAL CONTROL  DURING  OCTOBER,  1893. 


No.  96  Grove  street 

No.  614  Broadway  

No.  441  Broadway  

Nos.  22  and  24  East  Forty-ninth  street 

No.  IS  East  Houston  street 

No.  27  East  Houston  street 


150 

450 

200 

1,000 

350 

200 


feet. 

ii 

<C 

Ct 
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No,  126  Crosby  street 

No.  67  Prince  street 

No.  90  Crosby  street •••■ 

No.  436  Broome  street 

No.  215  Centre  street 

No.  211  Centre  street 

No.  250  Centre  street 

No.  93  Walker  street 

No.  49  First  avenue  (acoustic) 

No.  22  Fourth  avenue 

No.  142  East  Second  street 

Flotel  Metropole  

Rose  and  New  Chambers  streets  (postal) 

No.  65  Broadway  

No.  9 Park  Row 

No.  58  John  street 

No.  64  John  street 

Northeast  corner  John  and  Nassau  streets 

No.  14  Cortlandt  street  (private  wire) 

Nos.  73  to  84  Broadway  (private  wire) 

No.  40  Broadway  (private  wire) 

Nos.  139  to  145  Broadway 

No.  62  Stone  street 

No.  34  Pine  street 

No.  so  Maiden  lane 

No.  31  Pine  street 

No.  39  Broad  street 

No.  13  Spruce  street 

No.  II  Frankfort  street 

No.  92  Front  street 

No.  67  Front  street - 

No.  120  Front  street 

No.  129  Front  street 

Maiden  lane  and  Front  street.. 

No.  143  Front  street 

No.  159  Front  street 

No.  17  Spruce  street 

No.  18  Dutch  street 

Northeast  corner  Church  and  Liberty  streets 

No.  12  Dutch  street  (private  wire) 

No.  238  West  One  Elundred  and  Twenty-fifth  street.  . 

]^Q_  233  M^est  One  Elundred  and  Twenty-fifth  street.  . 

No.  200  W^est  One  Hundred  and  Twenty-third  street. 

No.  216  W^est  One  Hundred  and  Twenty-ninth  street. 

No.  209  West  One  Hundred  and  Thirty-fifth  street... 

No.  228  St.  Nicholas  avenue 

No.  202  West  One  Hundred  and  Thirty-first  street 

No.  264  West  One  Hundred  and  Twenty-fourth  street 

No.  56  West  Ninety-first  street 

No.  63  West  Ninety-first  street 

No.  150  West  Ninety-seventh  street 


150  feet. 
250  “ 


100 

i( 

300 

K 

75 

(( 

150 

(S 

100 

a 

350 

Si 

,500 

Si 

350 

n 

250 

ss 

,600 

Si 

300 

Si  . 

400 

<( 

300 

ss 

200 

Si 

100 

a 

100 

St 

[,200 

ss 

[,000 

ss 

500 

sc 

300 

Si 

100 

ss 

800 

ts 

ISO 

Si 

~200 

ss 

100 

ss 

ISO 

ss 

100 

»S 

150 

ss 

400 

ss 

100 

ss 

100 

iS 

100 

Si 

200 

ss 

200 

ss 

250 

ss 

300 

(* 

150 

(( 

300 

ss 

250 

St 

200 

n 

ISO 

ss 

200 

ss 

ISO 

ss 

100 

ss 

250 

ss 

300 

Si 

250 

ss 

250 

Si 

100 

Si 

\ 
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On  Third  avenue,  between  Fifty-eighth  and  Seventy-ninth  street.  8^  miles  of  wire, 
From  miscellaneous  points  in  the  city g “ 


Total  

Summary — 

Total  number  of  poles  taken  down 

Total  number  miles  wire  taken  down 

Yours  very  truly, 


i6j4  miles  of  wire. 

36 

i6j4 


E.  W.  CARRITT,  General  Superintendent. 


Fire  Department, 

Bureau  of  Fire-alarm  Telegraph  and  Electrical  Appliances 
Office  of  Superintendent, 

Nos.  157  and  159  East  Sixty-seventh  Street, 


New  York,  November  3,  1893. 

■Hon.  Theodore  Moss,  Commissioner  and  Secretary,  Board  of  Electrical  Control,  No. 
1262  Broadway,  N.  Y.  City: 

Dear  Sir  . I have  the  honor  to  inform  you  that  this  department  has  taken  down, 
during  the  month  of  October,  1893^,  three  (3)  miles  of  wire  and  fourteen  (14)  poles. 

Very  respectfully, 

J.  ELLIOT  SMITH,  Superintendent. 

* 


Executive  Offices — Holmes  Electric  Protective  Company, 
Cortlandt,  Church  and  Dey  Streets, 

New  York,  November  2,  1893. 

Board  of  Electrical  Control,  Broadway  and  Thirty-second  street.  City: 

Gentlemen  :— This  company  have  removed  during  the  past  month  from  overhead : 

Wires  in  cables 48^050 

Single  wires  -27  “ 


Yours,  etc.. 


79,617  feet. 


E.  T.  HOLMES,  General  Manager. 


The  following  report  of  the  Electrical  Expert  was  read,  directed  to  be  filed  and 
spread  on  the  minutes: 

New  York,  November  6,  1893. 

Hon.  Theodore  Moss,  Secretary  of  the  Board  of  Electrical  Control: 

Dear  Sir: — The  following  is  a list  of  poles  and  wires  that  are  ready  for  removal 
with  memorandum  of  the  circumstances  attending  each  case.  Some  action  should  be 
taken  by  the  Board  to  effect  these  removals. 
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On  the  east  side  of  Jerome  avenue,  from  MacComb’s  Dam  Bridge  road  to  the  en- 
trance to  Jerome  Park  race  course,  sixteen  poles  carrying  wires  of  the  French  Cable 
Company  and  the  Fire  Department.  These  should  be  transferred  to  the  west  side  of 
Jerome  avenue,  so  as  to  leave  the  east  side  clear  for  the  electric  light  line,  all  other 
poles  and  wires  on  the  east  side  having  already  been  disposed  of. 

Ninth  avenue,  from  Fourteenth  to  Fifty-ninth  streets,  principally  on  the  west  side, 
a line  of  poles  and  wires.  These  were  for  some  time  occupied  by  the  Fire  Depart- 
ment, but  they  have  removed  their  wires.  The  Bureau  of  Incumbrances  has  been 
notified  to  remove  these  poles,  but  is  unable  to  do  so  on  account  of  the  lack  of  funds. 
The  line  is  dangerous. 

On  Tenth  avenue,  from  Fourteenth  to  Fifty-ninth  streets,  on  the  west  side,  a 
line  of  poles  occupied  by  the  Western  Union  Telegraph  Company  and  the  Postal 
Telegraph  Company  and  the  Fire  and  Police  Departments.  This  line  is  in  the  Fourth 
Proscribed  District,  and  the  time  for  its  removal  has  elapsed. 

A line  of  poles  on  Girard  avenue,  from  One  Hundred  and  Fiftieth  to  One  Hun- 
dred and  Sixty-first  streets,  and  on  Sedgwick  avenue,  from  MacComb’s  Dam  Bridge 
to  Fordham  Landing  road,  carrying  Western  Union  wires.  These  wires  on  Girard 
avenue  should  be  transferred  to  the  new  postal  poles,  and  those  on  Sedgwick  ave- 
nue should  be  transferred  to  the  Western  Union  pole  line  following  the  Hudson 
River  Railroad  track.  When  a permit  was  given  to  the  Postal  Company  to  erect  a 
pole  line  over  this  route,  it  was  with  the  understanding  that  they  were  to  secure  the 
removal  of  the  existing  wires,  as  indicated. 

A Western  Union  pole  line  on  Second  avenue,  from  Houston  to  One  Hundred 
and  Twenty-ninth  street.  These  Western  Union  wires  should  be  removed  to  the 
Elevated  Railroad,  and  then  the  poles  could  be  removed.  We  have  been  notified 
that  the  Fire  and  Police  wires  have  either  already  been  removed  or  will  be  at  once. 

A dead  pole  line  on  the  east  side  of  Avenue  A,  from  Houston  to  Fifth  street, 
should  be  removed.  The  Fire  and  Police  wires  can  be  taken  care  of  on  housetops 
or  other  poles.  The  poles  are  dangerous. 

On  Clinton  place,  from  University  place  to  Broadway,  a line  of  dead  poles  of  the 
Fire  Department,  which  is  in  the  First  Proscribed  District,  and  the  Fire  Department 
should  remove. 

On  First  avenue  and  on  Third  avenue,,  from  Fifty-ninth  street  to  Harlem  River, 
the  lines  of  telephone  poles  which  the  Telephone  Company  has  been  for  some  time 
removing.  These  lines  should  all  be  removed. 

, Very  respectfully, 

\,^S.  S.  WHEELER,  Electrical  Expert. 

His  Honor  the  Mayor,  in  connection  with  the  report  of  the  Electrical  Expert, 
moved  the  following  resolutions,  which  were  unanimously  adopted; 

Resolved,  That  the  Board  of  Electrical  Control  immediately  order  the  French 
Cable  Company  to  traftsfer  its  poles  and  wires,  as  indicated  by  the  Electrical  Ex- 
pert of  this  Board,  and  that  the  Fire  Department  be  requested  afterwards  to  transfer 

its  wires. 
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Resolved,  That  the  report  of  the  Electrical  Expert  upon  the  line  of  poles  and 
wires  on  Ninth  avenue,  from.  Fourteenth  to  Fifty-ninth  street,  be  referred  back  to 
him,  with  directions  to  obtain  information  as  to  whom  those  poles  and  wires  belong, 
and  to  report  at  the  next  meeting  of  the  Board. 

Resolved,  That  the  report  of  the  Electrical  Expert  upon  the  pole  line  occupied 
by  the  Western  Union  and  Postal  Telegraph  Companies  and  the  Fire  and  Police  De- 
partments, on  the  west  side  of  Tenth  avenue,  from  Fourteenth  to  Fifty-ninth  streets, 
be  referred  back  to  him,  with  instructions  to  report  at  the  next  meeting  as  to  the 
ownership  of  those  poles. 

Resolved,  That,  with  reference  to  the  Electrical  Expert’s  report  upon  the  line  of 
poles  on  Girard  avenue,  from  One  Hundred  and  Fiftieth  to  One  Hundred  and  Sixty- 
first  street,  and  on  Sedgwick  avenue,  from  MacComb’s  Dam  Bridge  to  Fordham 
Landing  road,  carrying  Western  Union  wires,  the  Secretary  of  this  Board  be  directed 
to  communicate  with  the  W^estern  Union  and  Postal  Telegraph  Companies,  and  re- 
quire the  removal  of  those  poles  and  wires,  in  accordance  with  the  agreement  entered 
into  originally,  at  as  early  a day  as  practicable. 

Resolved,  That  the  Secretary  of  this  Board  be  directed  to  communicate  with  the 
W’estern  Union  Telegraph  Company,  and  demand  the  removal  of  its  wires  from  the 
pole  line  on  Second  avenue,  from  Houston  to  One  Hundred  and  Twenty-ninth 
street,  as  indicated  in  the  report  of  the  Electrical  Expert. 

Resolved,  That  the  report  of  the  Electrical  Expert  upon  the  pole  line  on  the 
east  side  of  Avenue  A,  from  Houston  to  Fifth  street,  be  referred  back  to  him  for  more 
definite  information. 

Resolved,  That  the  Fire  Department  be  directed  to  remove  its  line  of  dead  pole.-^ 
on  Clinton  place,  from  University  place  to  Broadway,  forthwith. 

Mr.  Charles  F.  Cutler,  President  of  the  Metropolitan  Telephone  and  Telegraph 
Company,  stated  with  reference  to  the  company’s  pole  lines  on  First  and  Thin, 
avenues,  between  Fifty-ninth  street  and  the  Harlem  River,  reported  upon  by  the 
Electrical  Expert,  that  an  order  had  been  given  for  their  removal,  but  that  he  did 
not  know  how  far  the  work  had  progressed,  and  he  promised  that  the  lines  should 
be  removed  as  speedily  as  possible. 

The  following  communication  from  the  New  York  City  Civil  Service  Board  was 
read: 

New  York,  November  17,  1893. 

Hon.  Theodore  Moss,  Secretary,  Board  of  Electrical  Control.,  No.  1266  Broadway: 

Sir: — By  the  direction  of  the  Supervisory  Board  and  in  accordance  with  the 
opinion  of  the  Counsel  to  the  Corporation,  dated  June  23,  1893,  I have  to  request 
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that  you  furnish  this  office  with  a list  of  the  positions  under  your  Board  with  a view 
to  the  appropriate  classification  of  the  same  under  the  Municipal  Civil  Service  Rules. 

Very  respectfully  yours, 

LEE  PHILLIPS,  Secretary  and  Executive  Officer. 

Whereupon  the  following  resolution,  moved  by  his  Honor  the  Mayor,  was  unani- 
mously adopted: 

Resolved,  That  the  opinion  of  the  Counsel  to  the  Corporation  be  requested  by 
this  Board  as  to  whether  the  Board  is  under  any  civil  service  or  not,  and,  if  so,  under 
what  civil  service.  State  or  City. 

The  following  communication  from  the  Park  Department  was  read: 

October  31,  1893. 

To  the  Board  of  Electrical  Control: 

Gentlemen  :— This  Department  has  under  consideration  the  subject  of  lightmg 
the  Central  Park,  and  it  is  proposed  to  light  the  driveway  by  incandescent  lamps. 

At  a meeting  of  the  Board  of  Parks,  held  on  the  25th  instant,  it  was 

Resolved,  That  it  is  the  opinion  of  the  Board  of  Parks  that  the  drives  in  Central 
Park  should  be  lighted  with  incandescent  lights,  and  that  the  Board^  of  Electrical 
Control  be  requested  to  take  such  steps  as  may  be  in  their  power  to  further  that  end. 

Very  respectfully, 

CHARLES  De  E.  BURNS,  Secretary,  D.  P.  P. 

His  Honor  the  Mayor  stated,  in  reference  to  the  communication  of  the  Park 
Department,  that  the  matter  had  been  presented  to  the  Gas  Commission,  and  an 
exact  copy  of  that  resolution  was  before  them,  and  that  he  did  not  see  how  this 
Board  could  act  on  that  resolution;  that  this  Board  is  not  aware  whether  the  Park 
Department  would  object  to  digging  up  the  roads  or  would  object  to  the  erection  of 
poles  or  wires  thereon.  He  moved  the  following  resolution: 

Resolved,  That  the  Secretary  of  the  Board  be  directed  to  communicate  with  the 
Park  Department  with  a view  to  ascertaining  what  the  Department  desires  in  regard 
to  lighting  Central  Park. 

The  following  communication  from  the  American  District  Telegraph  Company 
was  read,  directed  to  be  filed  and  spread  on  the  minutes: 

New  York,  October  S,  1893. 

Theo.  Moss,  Esq.,  Secretary,  Board  of  Electrical  Control,  No.  1266  Broadway,  New 
York: 

Dear  Sir:— During  the  month  of  September  underground  cables  have  been  laid  at 
the  following  locations  and  overhead  wires  removed.  One  thirty-wire  cable  from 
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cellar  of  No.  990  Sixth  avenue  northerly  along  Sixth  avenue  to  Fifty-eighth  street, 
easterly  along  Fifty-eighth  street  to  cellar  of  No.  5 East  Fifty-eighth  street.  This 
enables  us  to  take  down  about  twenty  overhead  wires  which  crossed  Fifty-sixth, 
Fifty-seventh  and  Fifty-eighth  streets,  between  Sixth  and  Fifth  avenues. 

Connected  the  new  Herald  Building  at  Thirty-fifth  street  and  Sixth  avenue  with 
underground  wires  from  No.  666  Sixth  avenue. 

Removed  eight  overhead  wires  crossing  Fifth  avenue,  from  No.  397  to  corner 
of  Thirty-sixth  street. 

Laid  one  thirty-wire  cable  underground  from  American  District  Telegraph  Com- 
pany’s office  at  No.  1140  Broadway  to  cellar  of  Hoffman  House,  and  one  thirty-wire 
cable  from  latter  point  to  our  office,  corner  Fifth  avenue  and  Twenty-third  street. 
Our  men  are  now  working  at  the  latter  point,  connecting  cables  and  removing  over- 
head wires. 

Very  respectfully, 

G.  V.  B.  FROST,  Superintendent. 

Mr.  McCormick,  Superintendent  of  Gas  and  Lamps,  laid  before  the  Board  a 
petition  for  lighting  Manhattan  street,  from  Ninth  avenue  to  the  river,  and  stated 
that  there  was  no  subway  in  that  street. 

His  Honor  the  Mayor  directed  Mr.  McCormick  to  have  the  company  intending 
to  light  said  street  make  application  for  the  construction  of  a subway  under  the 
statute  of  1892,  which  same  would  be  ordered  at  the  next  meeting  of  this  Board. 

Commissioner  Storm  moved  the  adoption  of  the  following  as  an  amendment  to 
the  rules  and  regulations  of  the  Board: 

Rule  14a.  When  any  pole  shall  be  “dead”  or  abandoned,  the  Secretary  shall 
notify  the  company  owning  said  pole  to  remove  the  same  within  four  days  from  the 
receipt  of  the  notice.  If  said  company  refuses,  fails  or  neglects  to  remove  said  pole, 
it  shall  be  removed  by  the  Board  of  Electrical  Control,  and  the  expense  of  removing 
same  shall  be  a charge  against  the  company  owning  the  said  pole.  And  no  permits 
shall  be  granted  to  any  company  as  long  as  it  owes  for  the  removal  of  any  pole 
removed  by  the  Board  of  Electrical  Control  or  by  the  Department  of  Public  Works 
after  the  receipt  of  the  notice  hereinbefore  recited. 

His  Honor  the  Mayor  moved  to  amend  the  rule  by  inserting  the  words  “or 
wires”  after  the  word  “pole”  wherever  the  same  occurs. 

The  motion  to  amend  was  carried,  and  the  rule  so  amended  was  adopted. 

Whereupon  the  Board  adjourned  sine  die. 

l! 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Thursday,  December  7,  i893)  3-t  n A.  M. 

Present:  Mayor  Thomas  F.  Gilroy;  Commissioners  Jacob  Hess,  Theodore  Moss 
and  Walton  Storm. 

The  minutes  of  the  last  meeting  were  read. 

His  Honor  the  Mayor  moved  to  correct  the  minutes  by  adding  at  the  end  of  the 
resolution 

“Resolved,  That  the  Board  of  Electrical  Control  does  hereby  authorize  and  direct 
the  Mount  Morris  Electric  Light  Company  to  reconstruct  its  pole  line  on  West 
streef,  remove  all  dangerous  poles,  and  put  said  line  in  proper  and  safe  condition,” 
—the  words,  “under  the  direction  and  control  of  the  Board  of  Electrical  Control.” 

The  motion  was  agreed  to,  and  the  minutes,  so  corrected,  were  approved. 

Commissioner  Moss  submitted  the  following  report,  which  was  directed  to  be 
filed  and  spread  on  the  minutes: 

New  York,  December  6,  1893. 

To  the  Honorable  Commissioners  Board  of  Electrical  Control: 

Gentlemen  : — Since  the  last  meeting  the  following  application  for  subway  con- 
struction has  been  filed: 

On  Water  street,  from  Pike  to  Market  street,  for  the  New  York  Heat,  Light 
and  Power  Company. 

And  I recommend  that  the  same  be  granted. 

Respectfully  yours, 

THEO.  MOSS,  Secretary. 

And  the  Board,  on  motion  of  his  Honor  the  Mayor,  adopted  the  following  reso- 
lution: 

Resolved,  That  the  application  of  the  New  York  Heat,  Light  and  Power  Com- 
pany for  the  construction  of  a subway  for  the  accommodation  of  its  electrical  con- 
ductors, dated  December  6,  1893,  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accommoda- 
tion of  high-tension  electrical  conductors,  on  Water  street  from  Pike  to  Market 
street;  ^ 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporation 
and  individuals  making  application  for  the  construction  of  said  subway  shall  have 
first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Sufcway  Company  se- 
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curity  for  the  occupation  of  said  subway  and  the  payment  of  rentals  therefor  in  ad- 
vance, as  provided  by  chapter  263  of  the  Laws  of  1892. 

The  following  report  of  the  Electrical  Expert  and’  accompanying  communica- 
tions were  read: 

New  York,  December  6,  1893. 

Honorable  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — Concerning  my  report  about  the  following  pole  lines  which  was  re- 
ferred back  to  me  at  the  last  meeting  for  further  information,  I have  to  report  as 
follows : 


The  west  side  of  Ninth  avenue  from  Fourteenth  to  Fifty-ninth  streets,  formerl}' 
Western  Union  poles,  now  carrying  Fire  Department  wires. 

West  side  of  Tenth  avenue.  Fourteenth  to  Thirty-seventh  streets — Western  Union 
pole  line;  Thirt3''-seventh  to  Fifty-ninth  streets — Postal  line. 

East  side  of  Avenue  A,  from  Houston  to  Fifth  streets — telephone  line. 

The  Tenth  avenue  line  will  be  removed  by  the  Western  Union  Company  and  by 
the  Postal  Company  in  a short  time— as  soon  as  they  can  complete  the  work  of 
transferring  their  wires,  which  is  now  in  hand. 

The  Ninth  avenue  line  has  been  vacated  by  the  Western  Union  Company  since 
1888,  but  they  were  unable  to  remove  the  poles  on  account  of  their  carrying  Fire 
wires,  and  they  now  feel  that  the  poles  should  be  removed  by  the  Fire  Department, 
as  they  have  had  the  use  of  them  during  this  period.  I recommend  that  the  Western 
Union  Company  be  requested  to  remove  these  poles. 

East  side  of  Avenue  A,  from  Houston  to  Fifth  streets — The  Telephone  Com- 
pany will  remove  this  line  soon.  ' 

I would  report  further,  in  connection  with  the  line  on  Second  avenue,  from 
Houston  street  to  the  Harlem  River,  which,  in  accordance  with  my  previous  report, 
was  ordered  removed  by  the  Secretary,  that  the  Western  Union  Company  removed 
their  wires  from  this  line  in  1888,  together  with  such  poles  as  were  not  required  by 
the  Fire  wires,  but  they  were  unable  to  remove  the  rest  of  the  poles  on  account  of 
their  carrying  Fire  wires,  and  now  they  think  these  poles  should  be  removed  by  the 
Fire  Department,  for  the  same  reason  that  applies  to  the  Ninth  avenue  line.  I 
recommend  that  the  Western  Union  Company  be  requested  to  remove  these  poles. 

Very  respectfully, 

SCHUYLER  S.  WHEELER,  Electrical  Expert. 

Western  Union  Telegraph  Company, 
Superintendent's  Office,  No.  195  Broadway, 

New  York,  November  29,  1893. 

Theodore  Moss,  Secretary,  Board  of  Electrical  Control,  Nos.  1262  and  1264  Broad- 
way, City: 

Dear  Sir  : — I beg  to  acknowledge  the  receipt  of  your  favor  of  the  27th  instant,  re- 
questing the  removal  of  this  Company’s  pole  line  on  Second  avenue  from  Houston 
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to  One  Hundred  and  Twenty-ninth  street,  pursuant  to  resolution  passed  by  your 
Honorable  Board  on  the  23d  instant,  and  to  say  in  reply  thereto  that  thii  Company 
removed  all  the  poles  and  wires  on  Second  avenue,  which  it  could  control,  during 
the  year  1888. 

It  is  true  that,  on  portions  of  the  avenue,  notably  between  Houston  and  Twenty- 
third  streets,  between  Fortieth  and  Fifty-fifth  streets,  and  between  One  Hundred  and 
Twenty-fifth  and  One  Hundred  and  Twenty-eighth  streets,  certain  of  these  poles  were 
occupied  by  the  wires  of  the  Police  and  Fire  Departments  of  the  City  of  New  York, 
and,  for  that  reason,  we  were  unable  to  remove  the  same. 

I submit  now  that,  after  the  lapse  of  four  years,  during  which  the  poles  have  been 
kept  up  to  accommodate  the  Fire  Department,  that  Department,  and  not  this  com- 
pany, should  be  required  to  remove  them. 

Very  respectfully, 

W.  C.  HUMSTONE,  Superintendent. 

Western  Union  Telegraph  Company, 
Superintendent's  Office,  No.  195  Broadway, 

New  York,  November  29,  1893. 

Theodore  Moss,  Secretary,  Board  of  Electrical  Control,  Nos.  1262  and  1264  Broad- 
way, City: 

Dear  Sir  : — I have  to  report  as  follows  respecting  the  verbal  interview  with  Elec- 
trical Expert  Wheeler  of  Monday  last: 

West  side  of  Ninth  avenue,  from  Fourteenth  to  Fifty-ninth  streets— All  Western 
Union  wires  were  removed  from  this  line  in  1888,  and  the  poles  would  have  been 
taken  down  but  for  the  fact  that  they  were  occupied  by  the  wires  of  the  Fire  De- 
partment; which  Department,  having  had  the  sole  use  of  them  for  the  past  four 
or  five  years,  should,  it  seems  to  me,  be  required  to  remove  the  poles. 

West  side  of  Tenth  avenue,  Fourteenth  to  Thirty-seventh  street— Is  now  occu- 
pied by  working  wires  of  this  company,  which  will  be  released  as  soon  as  the  subway 
work  now  going  on  in  the  vicinity  is  completed,  at  which  time  the  poles  will  be  re- 
moved by  this  company. 

Very  truly  yours, 

W.  C.  HUMSTONE,  Superintendent. 

The  report  and  accompanying  letters  were  ordered  to  be  filed  and  spread  at 
length  on  the  minutes,  and  the  Board,  after  hearing  Superintendent  Humstone  in 
opposition  to  the  recommendation  of  the  Electrical  Expert,  on  motion  of  his  Honor 
the  Mayor,  adopted  the  following  resolution: 

Resolved,  That  the  recommendations  of  the  Electrical  Expert  be  adopted,  and 
that  the  Western  Union  Telegraph  Company  be  required  to  remove  its  poles  on 
Second  avenue,  from  Houston  to  One  Hundred  and  Twenty-ninth  street,  and  on 
Ninth  avenue,  from  Fourteenth  to  Fifty-ninth  street. 
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Commissioner  Hess  offered  the  following  preambles  and  resolution: 

Whereas,  The  Empire  City  Subway  Company  (Limited)  by  virtue  of  the  laws  of 
this  State,  and  of  the  contract  made  in  pursuance  thereof  between  the  Board  of 
Electrical  Control  in  and  for  the  City  of  New  York  and  said  Empire  City  Subway 
Company  (Limited),  dated  May  15,  1891,  has  the  right  to  build,  maintain  and  operate 
subways,  conduits  and  ducts  in  the  streets  of  the  City  of  New  York,  for  telegraph 
and  telephone  and  all  ether  electrical  conductors;  and  by  the  terms  of  said  contract 
and  by  law,  this  Board  has  agreed  and  is  required  “to  use  all  lawful  means  within' 
its  power  to  compel  all  authorized  persons  or  companies”  using  such  conductors  to 
place  the  same  in  the  subways,  conduits  or  ducts  of  said  Empire  City  Subway  Com- 
pany (Limited),  and  to  pay  a fair  rental  for  the  space  occupied  therein;  and 

Whereas,  The  Third  Avenue  Railroad  Company  has  constructed  a subway  or  duct 
alone  the  route  of  its  railroad  in  certain  of  the  streets  of  the  City  of  New  York, 
suitable  for  the  reception  of  electrical  conductors  to  be  used  for  signaling  purposes 
in  connection  with  the  operation  of  said  railroad;  and  said  last  named  company  has 
applied  to  this  Board  for  permission  to  lay  such  electrical  conductors  in  said  subway 
or  duct,  and  use  the  same  for  such  signaling  purposes;  and 

Whereas,  This  Board  lias  refused  said  application,  upon  the  ground  that  it  is  not 
authorized  by  law  to  grant  the  same  to  said  Third  Avenue  Railroad  Company;  and 
Whereas,  The  said  Third  Avenue  Railroad  Company  desires  to  be  provided  with 
subway  facilities  for  its  electrical  conductors  to  be  used  as  aforesaid  for  signaling- 
purposes  in  connection  with  the  operation  of  its  railroad,  and  now  proposes  to  sell 
the  said  subway  or  duct  constructed  by  it  to  the  said  Empire  City  Subway  Company 
(Limited),  and  the  last  named  company  is  willing  to  purchase  said  subway  or  duct; 
and 

Whereas,  Such  purchase  of  said  subway  or  duct  will  make  it  possible  to  provide 
said  Third  Avenue  Railroad  Company  at  once  and  in  a lawful  manner  with  such 
subway  facilities  as  are  required  by  it  for  its  said  conductors;  therefore. 

Resolved,  That  the  proposed  purchase  by  said  Empire  City  Subway  Company 
(Limited)  of  the  said  subway  or  duct  constructed  by  the  Third  Avenue  Railroad 
Corripany  be  and  the  same  is  hereby  approved  and  authorized,  it  being,  however, 
understood  that  the  said  subway  or  duct  when  so  purchased  shall  be  owned  and 
operated  by  the  said  Empire  City  Subway  Company  (Limited),  under  and  subject 
to  the  provisions  of  the  said  contract  between  said  company  and  this  Board,  dated 
May  IS,  1891,  in  the  same  manner  as  if  said  subway  or  duct  had  been  constructed  by 
said  Empire  City  Subway  Company  (Limited).  But  no  liability  or  responsibility 
whatever  shall  attach  to  this  Board  or  to  the  City  of  New  York  on  account  of  such 
purchase. 

Which  resolution  was  unanimously  adopted. 

The  following  opinion  of  the  Counsel  to  the  Corporation  was  read,  ordered  to  be 
filed  and  printed  at  length  in  the  minutes: 
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New  York,  December  4,  1893. 

Theodore  Moss,  Esq.,  Secretary,  Board  of  Electrical  Control: 

Sir:— I have  received  your  letter  of  27th  instant,  enclosing  copy  of  communication 
sent  to  your  Board  by  Mr.  Lee  Phillips,  Secretary  and  Executive  Officer  of  the 
Municipal  Civil  Service  Commission,  in  which  you  are  requested  to  furnish  to  that 
Commission  a'list  of  the  positions  under  your  Board,  with  a view  of  the  appropriate 
classification  of  the  same  under  the  Municipal  Civil  Service  Rules.  ' 

Your  letter  communicates  the  resolution  of  the  Board  of  Electrical  Control  re- 
questing my  opinion  as  to  “whether  the  Board  is  under  any  Civil  Service  or  not, 
and,  if  so,  under  what  Civil  Service,  State  or  City.” 

A similar  request  was  made  to  the  Board  of  Electrical  Control  by  the  State  Civil 
Service  Commission  in  May,  1893,  which  was  communicated  to  me,  with  the  request 
of  the  Board  of  Electrical  Control  for  my  opinion  as  to  whether  that  Board  was 
bound  by  the  Civil  Service  regulations  of  the  State. 

In  answer  to  the  last  recited  communication,  I communicated  to  your  Board  an 
opinion  dated  June  23,  1893,  in  which  the  relation  of  your  Board  to  the  State  Civil 
Service  Commission  was  discussed,  and  the  conclusion  was  expressed  (concurring  in 
the  opinion  given  by  the  Hon.  Morgan  J.  O’Brien,  then  Counsel  to  the  Corporation) 
“that  while  your  Board  is  subject  to  the  Civil  Service  Act,  it  is  a local  Board  apper- 
taining to  the  Civil  Service  of  the  City,  and  not  of  the  State.” 

The  examination  of  the  law  which  was  made  in  that  opinion,  and  the  conclusion 
there  pronounced,  leads  to  the  conclusion  that  your  Board  is  subject  to  the  Civil 
Service  Act,  and  its  employees  to  classification  by  the  Municipal  Civil  Service  Com- 
mission. 

Such  also  was  the  decision  of  the  Court  of  Appeals  in  the  case  of  the  People 
ex  rel.  Ryan  vs.  The  Civil  Service  Commissioners,  17  Abbott’s  New  Cases,  64;  103  New 
York  Reports,  657,  in  which  it  was  determined  that  the  City  Civil  Service  Com- 
missioners had  jurisdiction  to  classify  and  examine  the  appointees  and  employees  of 
the  New  Aqueduct  Commission. 

I therefore  advise  you  that  your  Board  is  subject  to  the  Civil  Service  Act,  and 
its  employees  to  classification  and  examination  by  the  Civil  Service  Supervisory  and 
Examining  Board  of  the  City  of  New  York. 

I remain,  very  respectfully, 

WM.  H.  CLARK,  Counsel  to  the  Corporation. 

On  motion  of  his  Honor  the  Mayor,  the  following  resolution  was  unanimously 
adopted: 

Resolved,  That  the  Secretary  of  this  Board  be  directed  to  communicate  with  the 
Civil  Service  Commission  of  the  City,  for  the  purpose  of  having  the  employees  of  this 
Board  properly  classified  under  the  Civil  Service  law. 

Whereupon  the  Board  adjourned. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of 
the  Mayor,  in  the  City  of  New  York,  on  Friday,  December  29,  1893,  at  12  o’clock  M. 

Present:  Mayor  Thomas  F.  Gilroy,  President;  Commissioners  Jacob  Hess, 
Theodore  Moss  and  Walton  Storm. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  Electrical  Expert  reported  as  follows: 

New  York,  December  29,  1893. 

Honorable  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — I have  to  report  that  the  work  of  removing  all  the  poles  and  wires 
mentioned  in  my  recent  list  is  progressing  satisfactorily,  with  the  following  ex- 
ceptions: 

The  Fire  Department  state  that  they  cannot  remove  their  wires  and  poles  on 
Tenth  avenue,  from  Fourteenth  to  Nineteenth  street,  and  from  Thirty-seventh  to 
Fifty-ninth  street,  and  on  Second  avenue,  from  Houston  to  Forty-second  street, 
and  from  Sixty-eighth  to  One  Hundred  and  Twenty-eighth  street,  until  subway 
provisions  have  been  made.  (See  attached  letter.) 

The  Western  Union  Company  have  not  yet  transferred  their  wires  to  the 
railroad  track  pole  line  from  the  otherwise  abandoned  pole  line  of  the  French 
Cable  Company  on  Sedgwick  avenue,  from  Jerome  avenue  to  Fordham  Landing 
road,  to  Macomb’s  Dam  road,  to  Kingsbridge  road,  to  Jerome  avenue,  to  City  line, 
and  I recommend  that  they  be  urged  to  do  this. 

Very  respectfully, 

SCHUYLER  S.  WHEELER,  Electrical  Expert. 

The  Board  considered  the  report,  and,  in  connection  therewith,  on  motion  of 
his  Honor  the  Mayor,  adopted  the  following  resolutions: 

Resolved,  That  the  Secretary  of  this  Board  address  a letter  to  the  Fire  De- 
partment, demanding  that  its  wires  on  Tenth  avenue,  from  Fourteenth  to  Nine- 
teenth street,  and  from  Thirty-seventh  to  Fifty-ninth  street,  be  transferred  from 
the  poles  which  they  now  occupy  to  the  poles  on  the  opposite  side  of  the  street, 
in  order  that  the  poles  from  which  the  wires  are  transferred  may  be  removed. 

Resolved,  That  the  Secretary  of  this  Board  address  a letter  to  the  Fire  De- 
partment, demanding  that  its  wires  on  Second  avenue,  from  Houston  to  Forty- 
second  street,  and  from  Sixty-eighth  to  One  Hundred  and  Twenty-eighth  street, 
be  transferred  from  the  poles  which  they  now  occupy  to  the  poles  on  the  opposite 
side  of  the  street,  in  order  that  the  poles  from  which  they  are  transferred  may  be 
removed. 

Resolved,  That  the  Secretary  be  authorized  to  notify  the  Western  Union 
Telegraph  Company  to  transfer  its  wires  from  the  poles  of  the  French  Cable 
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Company,  as  recommended  in  the  report  of  the  Electrical  Expert,  within  thirty 
days  from  the  date  of  the  notice,  and  if  they  are  not  removed  within  that  time 
that  the  Secretary  be  authorized  to  order  the  same  cut  down  at  the  expense  of 
the  company. 

Commissioner  Moss  submitted  the  following  report,  which  was  read  and  di- 
rected to  be  printed  at  length  in  the  minutes; 

New  York,  December  29,  1893. 

Hon.  Thomas  F.  Gilroy,  Mayor,  and  President  of  the  Board  of  Electrical  Control; 

Dear  Sir  ; — I have  the  honor  to  report,  for  your  information,  that  during  the  year 
1893  there,  have  been  constructed,  under  the  direction  of  the  Board  of  Electrical 
Control,  100%  miles  of  subways  for  the  accommodation  of  telephone  and  tele- 
graph conductors  and  49%  miles  subways  for  the  accommodation  of  electric  light 
and  power  conductors,  making  the  total  mileage  of  subways  now  in  operation  in 
the  city — for  telegraph  and  telephone  purposes,  847  miles,  and  for  electric  light 
and  power,  820  miles. 

In  these  subways  have  been  placed  and  are  now  being  operated  32,600  miles 
of  wire,  for  telegraph,  telephone  and  signaling  service,  and  1,300  miles  for  the 
transmission  of  electric  light  and  power. 

There  are  now  in  use  in  the  city  for  public  and  commercial  lighting  6,790  arc 
lamps,  268,000  incandescent  lamps  and  nearly  10,000  telephones,  all  of  which  are 
either  wholly  or  in  part  served  through  the  subways;  and  the  latest  reports  clearly 
indicate  that  from  an  electrical  as  well  as  a mechanical  standpoint  the  under- 
ground system  as  adopted  here  is  exceedingly  successful. 

During  the  time  that  the  change,  great  in  detail  as  it  has  been,  from  an  over- 
head to  an  underground  service,  the  convenience  to  the  city  and  the  uses  of  elec- 
tricity generally  have  not  been  interfered  with,  and  the  public  and  private  light- 
ing as  well  as  the  other  branches  have  been  conveniently  and  uninterruptedly 
maintained. 

As  a consequence  of  this  underground  construction,  the  Board  of  Electrical 
Control  has  during  the  past  year  caused  the  removal  of  1,407  poles  and  960  miles 
of  overhead  wire,  without  any  expense  to  the  City  Treasury;  in  addition  to  which 
the  Department  of  Public  Works  has  removed  104  poles  and  387  miles  of  wire; 
making  a total  for  the  year  of  i,5ii  poles  and  1,346  miles  of  wire. 

The  total  number  of  poles  removed  by  direction  of  the  Board  of  Electrical 
Control  during  its  existence  has  been  17,272,  and  the  mileage  of  wire  also  removed 
23,320. 

It  is  a matter  of  considerable  gratification  that  the  electrical  business  of 
the  city,  great  as  it  is,  and  widely  distributed  as  it  necessarily  must  be,  has  been 
carried  on  with  very  slight  interruption  either  to  the  public  or  the  city,  and  has 
been  unaccompanied  by  any  accident  to  life  or  property  so  far  as  is  known. 

The  condition  of  the  poles  and  wires  still  remaining  overhead  has  been  ver\ 
much  improved,  and  is  to-day  under  careful  inspection  and  supervision  of  the 
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Board,  and  the  disposition  of  the  various  corporations  to  so  maintain  their  wires 
has  considerably  changed  for  the  better  within  the  last  few  years. 

All  of  which  is  respectfully  submitted. 

THEODORE  MOSS,  Secretary. 

The  following  communication  from  the  Metropolitan  Telephone  and  Tele- 
graph Company  was  read: 

To  the  Board  of  Electrical  Control,  Hon.  Theodore  Moss,  Secretary,  City: 

Gentlemen  : — The  eighteen  applications  attached  are  for  lines  which  it  is  desired 
to  run  to  replace  existing  iron  wires  now  defective  because  of  long  use.  Such  de- 
fective wires  will  be  taken  down.  The  new  lines  do  not  run  to  the  terminals 
nearest  the  several  points  to  be  connected  because  such  terminals  are  now  wholly 
in  use.  Upon  completion  of  certain  improvements  now  under  way  in  that  dis- 
trict these  lines  will  be  taken  down  and  replaced  by  shorter  lines.  The  applica- 
tions are  therefore  wanted  temporary.  Hoping  they  may  be  granted,  I am. 

Very  respectfully, 

U.  N.  BETHELL,  Acting  General  Manager. 

The  Electrical  Expert  stated  his  approval  of  the  eighteen  applications  of  the 
Metropolitan  Telephone  and  Telegraph  Company,  whereupon  the  Board,  on  mo- 
tion of  his  Honor  the  Mayor,  granted  the  applications. 

\ 

The  following  preamble  and  resolution  were  unanimously  adopted: 

Whereas,  All  subway  facilities  necessary  for  the  transaction  of  electrical  busi- 
ness are  now  furnished  south  of  Twentythird  street,  on  Broadway. 

Resolved,  That  the  Board  of  Electrical  Control  be  and  it  is  hereby  directed 
to  remove  all  electrical  wires  existing  upon  Broadway  above  the  street  within 
thirty  days. 

The  following  resolution  was  adopted: 

Resolved,  That  all  permits  granted  and  appointments  made  by  the  Secretary 
since  January  i,  1893,  be  and  are  hereby  approved. 

Adjourned,  subject  to  the  call  of  the  Chair. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Mayor,  in  the  City  of  New  York,  on  Monday,  January  29,  1894,  at  ii 
o’clock  A.  M. 

Present:  Mayor  Thomas  F.  Gilroy,  President;  Commissioners  Jacob  Hess, 
Theodore  Moss,  Walton  Storm. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  Engineer  submitted  the  following  report: 

New  York,  January  29,  1894. 

To  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — ^Herewith  I submit  for  your  consideration  the  application  of  the 
New  York  Heat,  Light  and  Power  Company,  dated  January  22,  1894,  for  the  con- 
struction of  a subway  in  “Nassau  street  from  Maiden  lane  to  Spruce  street.” 

A similar  application  for  the  construction  of  a subway  in  the  same  place  has 
been  ordered  by  this  Board,  but  permission  to  open  the  street  has  been  refused 
by  the  Commissioner  of  Public  Works  on  account  of  the  lack  of  space  and  other 
reasons.  So  I cannot  recommend  this  application  for  your  approval. 

The  application  of  the  Police  Department  for  authority  to  construct  subsidia- 
ries for  their  own  use  and  occupation  in  certain  streets  where  this  Board  has  not 
built  subways  is  herewith  submitted  and  I recommend  that  it  be  granted. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 

On  motion  of  his  Honor  the  Mayor,  the  following  resolutions,  in  connection 
with  the  Engineer’s  report,  were  unanimously  adopted: 

Resolved,  That  the  , recommendation  of  the  Engineer  with  regard  to  Nassau 
street  be  approved,  and  that  the  application  of  the  New  York  Heat,  Light  and 
Power  Company  for  a subway  in  that  street,  from  Maiden  lane  to  Spruce  street, 
be  denied. 

Resolved,  That  the  Engineer’s  report,  in  connection  with  the  application  of 
the  Police  Department  to  build  subsidiaries,  be  laid  over,  and  that  the  Engineer 
be  directed  to  confer  with  the  Police  Department  and  the  Department  of  Public 
Works,  with  a view  of  having  a hearing  in  this  matter  before  the  Board  at  its 
next  meeting,  and  that  the  Secretary  notify  these  departments  of  the  time  of  such 
meeting. 

The  following  communication  of  the  Superintendent  of  Lamps  and  Gas  was 
read: 


\ 
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Department  of  Public  Works — Bureau  of  Lamps  and  Gas, 

Room  ii,  No.  31  Chambers  Street, 

New  York,  January  24,  1894. 

Hon.  Theodore  Moss,  Secretary,  Board  of  Electrical  Control: 

Sir: — The  following  additional  streets  are  to  be  lighted  by  the  North  River  Elec- 
tric Light  and  Power  Company  during  the  present  year,  viz.: 

One  Hundred  and  Sixty-sixth  street,  from  Boston  road  to  Prospect  avenue. 

Anderso'n  avenue.  Orchard  to  Birch  street. 

Birch  street,  Anderson  to  Jerome  avenue. 

Bailey  avenue,  Kingsbridge  road  to  Boston  avenue. 

Boston  avenue,  Bailey  to  Sedgwick  avenue 

Broadway,  Riverdale  to  Kingsbridge  avenue. 

Claremont  avenue.  High  Bridge  to  Devoe  street. 

Elton  avenue.  Third  avenue  to  One  Hundred  and  Sixty-second  street. 

Featherbed  lane.  Aqueduct  avenue  to  Macomb’s  Dam  road. 

High  Bridge  street.  Orchard  to  Devoe  street. 

Kingsbridge  road,  Jerome  to  Bailey  avenue. 

Marcher  avenue.  Orchard  to  Devoe  street. 

Macomb’s  Dam  road,  Jerome  avenue  to  Featherbed  lane. 

Orchard  street,  Ogden  to  Anderson  avenue. 

Ryder  avenue.  One  Hundred  and  Thirty-eighth  to  One  Hundred  and  Forty- 
fourth  street. 

Riverdale  avenue,  Bailey  avenue  to  Spuyten  Duyvil  road. 

Sedgwick  avenue.  Depot  place  to  Washington  Bridge. 

Undercliff  avenue.  High  Bridge  to  Washington  Bridge 

Yours  respectfully, 

S.  M’CORMACK,  Superintendent  of  Lamps  and  Gas. 

Whereupon  applications  of  the  North  River  Electric  Light  and  Power  Com- 
pany wei-e  read  and  resolutions  thereon,  as  follows,  were  unanimously  adopted: 

Resolved,  That  permission  be  granted  the  North  River  Electric  Light  and 
Power  Company  to  erect  a pole  line  and  string  one  circuit  on  same  and  make 
all  necessary  connections  with  station,  on  Anderson  avenue,  from  Orchard  street 
to  Birch  street,  for  the  purpose  of  city  lighting,  pursuant  to  contract  awarded  said 
company  by  the  City. 

Resolved,  That  permission  be  granted  the  North  River  Electric  Light  and 
Power  Company  to  erect  a pole  line  and  string  one  circuit  on  same  and  make 
all  necessary  connections  with  station,  on  Riverside  avenue,  from  Bailey  avenue 
to  Spuyten  Duyvil  road,  for  the  purpose  of  city  lighting,  pursuant  to  contract 
awarded  said  company  by  the  City. 

Resolved,  That  permission  be  granted  the  North  River  Electric  Light  and 
Power  Company  to  erect  a pole  line  and  string  one  circuit  on  same  and  make 
all  necessary  connections  with  station,  on  Undercliff  avenue,  from  High  Bridge  to 


January  29,  1894.] 


1308 


Washington  Bridge,  for  the  purpose  of  city  lighting,  pursuant  to  contract  awarded 
said  company  by  the  City. 

Resolved,  That  permission  be  granted  the  North  River  Electric  LigKt  and 
Power  Company  to  erect  a pole  line  and  string  one  circuit  on  same  and  make 
all  necessary  connections  with  station,  on  Orchard  street,  from  Ogden  avenue  to- 
Anderson  avenue,  for  the  purpose  of  city  lighting,  pursuant  to  contract  awarded 
said  company  by  the  City. 

Resolved,  That  permission  be  granted  the  North  River  Electric  Light  and 
Power  Company  to  erect  a pole  line  and  string  one  circuit  on  same  and  make 
all  necessary  connections  with  station,  on  Macomb’s  Dam  road,  from  Jerome  ave- 
nue to  Featherbed  lane,  for  the  purpose  of  city  lighting,  pursuant  to  contract 
awarded  said  company  by  the  City. 

Resolved,  That  permission  be  granted  the  North  River  Electric  Light  and 
Power  Company  to  erect  a pole  line  and  string  one  circuit  on  same  and  make 
all  necessary  connections  with  station,  on  Marcher  avenue,  from  Orchard  street 
to  Devoe  street,  for  the  purpose  of  city  lighting,  pursuant  to  contract  awarded 
said  company  by  the  City. 

Resolved,  That  permission  be  granted  the  North  River  Electric  Light  and 
Power  Company  to  erect  a pole  line  and  string  one  circuit  on  same  and  make 
all  necessary  connections  with  station,  on  High  Bridge  road,  from  Jerome  avenue 
to  Bailey  avenue,  for  the  purpose  of  city  lighting,  pursuant  to  contract  awarded 
said  company  by  the  City. 

Resolved,  That  permission  be  granted  the  North  River  Electric  Light  and 
Power  Company  to  erect  a pole  line  and  string  one  circuit  on  same  and  make 
all  necessary  connections  with  station,  on  High  Bridge  street,  from  Orchard  street 
to  Devoe  street,  for  the  purpose  of  city  lighting,  pursuant  to  contract  awarded 
said  company  by  the  City. 

Resolved,  That  permission  be  granted  the  North  River  Electric  Light  and 
Power  Company  to  erect  a pole  line  and  string  one  circuit  on  same  and  make 
all  necessary  connections  with  station,  on  Featherbed  lane,  from  Aqueduct  avenue 
to  Macomb’s  Dam  road,  for  the  purpose  of  city  lighting,  pursuant  to  contract 
awarded  said  company  by  the  City. 

Jlesolved,  That  permission  be  granted  the  North  River  Electric  Light  and 
Power  Company  to  erect  a pole  line  and  string  one  circuit  on  same  and  make 
all  necessary  connections  with  station,  on  Elton  avenue,  from  Third  avenue  to 
One  Hundred  and  Sixty-second  street,  for  the  purpose  of  city  lighting,  pursuant 
to  contract  awarded  said  company  by  the  City. 

Resolved,  That  permission  be  granted  the  North  River  Electric  Light  and 
Power  Company  to  erect  a pole  line  and  make  all  necessary  connections  with 
station,  on  Claremont  avenue,  from  High  Bridge  street  to  Devoe  street,  for  the 
purpose  of  city  lighting,  pursuant  to  contract  awarded  said  company  by  the  City. 
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Resolved,  That  permission  be  granted  the  North  River  Electric  Light  and 
Power  Company  to  erect  a pole  line  and  string  one  circuit  on  same  and  make 
all  necessary  connections  with  station,  on  Broadway,  from  Riverside  avenue  to 
Kingsbridge  avenue,  for  the  purpose  of  city  lighting,  pursuant  to  contract  awarded 
said  company  by  the  City. 

Resolved,  That  permission  be  granted  the  North  River  Electric  Light  and 
Power  Company  to  erect  a pole  line  and  string  one  circuit  on  same  and  make 
all  necessary  connections  with  station,  on  Bailey  avenue,  from  Kingsbridge  road 
to  Bailey  avenue,  for  the  purpose  of  city  lighting,  pursuant  to  contract  awarded 
said  company  by  the  City. 

Resolved,  That  permission  be  granted  the  North  River  Electric  Light  and 
Power  Company  to  erect  a pole  line  and  string  one  circuit  on  same  and  make 
all  necessary  cpnnections  with  station,  on  Boston  avenue,  from  Bailey  avenue  to 
Sedgwick  avenue,  for  the  purpose  of  city  lighting,  pursuant  to  contract  awarded 
said  company  by  the  City. 

Resolved,  That  permission  be  granted  the  North  River  Electric  Light  and 
Power  Company  to  erect  a pole  line  and  string  one  circuit  on  same  and  make 
all  necessary  connections  with  station,  on  Birch  street,  from  Jerome  avenue  to  An- 
derson avenue,  for  the  purpose  of  city  lighting,  pursuant  to  contract  awarded  said 
company  by  the  City. 

Resolved,  That  permission  be  granted  the  North  River  Electric  Light  and 
Power  Company  to  erect  a pole  line  and  string  one  circuit  on  same  and  make 
'all  necessary  connections  with  station,  on  One  Hundred  and  Sixty-sixth  street, 
from  Boston  road  to  Union  avenue,  for  the  purpose  of  city  lighting,  pursuant  to 
contract  awarded  said  company  by  the  City. 

The  Electrical  Expert  reported  as  follows: 

New  York,  January  29,  1894. 

Honorable  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen: — I have  to  report,  in  connection  with  the  application  of  the  Western 
Union  Telegraph  Company  to  string  24  copper  wires  on  existing  poles  on  Vander- 
bilt avenue,  that  this  is  to  render  possible  the  removal  of  the  long  pole  line  north 
of  the  Harlem  River,  containing  over  400  poles,  recommended  in  my  recent  report. 

The  proposed  route  is  on  poles  which  are  entirely  on  private  property. 

The  line  which  will  be  removed  runs  from  Harlem  River  on  Railroad  avenue 
to  One  Hundred  and  Forty-fourth  street,  through  One  Hundred  and  Forty-fourth 
street  to  Mott  avenue,  to  railroad  cutting  at  One  Hundred  and  Fiftieth  street,  to 
Girard  avenue,  to  Jerome  avenue,  to  High  wood  avenue,  and  so  on  to  city  line.  T 
recommend  that  it  be  granted. 

Very  respectfully. 


S.  S.  WHEELER,  Electrical  Expert. 
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Whereupon,  on  motion  of  his  Honor  the  Mayor,  the  following  resolution  was 
unanimously  adopted: 

Resolved,  That  the  application  of  the  Western  Union  Telegraph  Company 
to  string  24  copper  wires  on  poles  along  Vanderbilt  avenue  north  of  the  Harlem 
River  be  and  is  hereby  granted. 

An  application  of  Columbia  College  was  considered  and  the  following  resolu- 
tion was  unanimously  adopted: 

Resolved,  That  the  application  of  Columbia  College  to  string  two  wires  from 
the  Bible  House  to  Cooper  Union,  for  lecture  purposes,  on  January  29,  1894,  to  be 
removed  same  day,  be  and  is  hereby  granted. 

The  following  application  was  read: 

No.  136  Liberty  Street,  Room  314, 

New  York,  January  12,  1894. 

Hon.  Thomas  F.  Gilroy,  Chairman,  and  the  Board  of  Electrical  Control,  New  York 
City: 

Gentlemen: — Our  Auxiliary  Fire-alarm  System  provides  for  the  operating  of  the 
Street  Signal  Boxes  from  all  buildings  equipped  therewith,  so  that  upon  the  dis- 
covery of  a fire,  the  Fire  Department  can  be  instantly  notified  and  all  of  the  valu- 
able time  saved  which  is  now  lost  in  going  to  and  operating  the  street  boxes. 

We  respectfully  request  that  you  will  allow  us  to  run  wires  to  connect  our 
auxiliary  boxes  with  the  fire-alarm  boxes  of  this  city,  under  such  regulations  as 
may  seem  to  you  to  be  fit  and  proper. 

Our  system  has  received  the  hearty  indorsement  and  approval  of  Fire  Com- 
missioners, department  officials  and  underwriters  in  other  cities  where  it  is  in 
use. 

We  respectfully  request  a hearing  upon  this  application,  and  an  opportunity 
to  exhibit  the  apparatus,  at  such  time  and  place  as  you  may  designate. 

Respectfully  submitted. 

THE  NEW  YORK  AUXILIARY  FIRE  ALARM  CO., 

By  R.  E.  ALEXANDER,  President. 

The  Board  considered  the  application,  hearing  Mr.  Cross,  a representative  of 
the  company,  and,  on  motion  of  his  Honor  the  Mayor,  adopted  the  following 
resolution: 

Resolved,  That  such  a franchise  as  is  necessary  be  granted  to  the  New  York 
Auxiliary  Fire-alarm  Company,  upon  condition  that  the  Secretary  of  the  Board 
shall  ascertain  before  signing  the  franchise  that  it  is  a duly  incorporated  company 
for  the  purposes  set  forth  in  its  application,  and  that  after  such  a franchise  is 
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granted  the  matter  of  stringing  wires  be  referred  to  the  Electrical  Expert  and  the 
Engineer,  to  confer  with  the  Eire  Department  upon  the  subject,  and  to  report 
back  to  this  Board. 


The  Secretary  made  the  following  report,  which  was  directed  to  be  filed  and 
spread  at  length  on  the  minutes: 

Office  of  the  Board  of  Electrical  Control, 

No.  1264  Broadway, 

New  York,  January  18,  1894. 

Hon.  Thomas  E.  Gilroy,  Mayor,  and  President  of  the  Board  of  Electrical  Control: 

Sir: — I have  the  honor  to  report  the  following  removals  of  poles  and  overhead 
wires  by  the  Inspectors  of  this  Board  and  the  several  electric  companies,  without 
any  expense  to  the  City  of  New  York,  during  the  month  of  December,  1893: 

Feet  of 

Poles  Wire.  Miles. 


By  Inspectors  of  Board 47T25  8.9 

By  Holmes’  Electric  Protective  Company 149,625  28.4 

By  Manhattan  Electric  Light  Company 39)098  7-4 

By  Western  Union  Telegraph  Company 45  119,640  22.7 

By  Fire  Department  ' 17  36)9^0  7-0 

By  Stock  Quotation  Telegraph  Company 39)700  7-5 

By  Metropolitan  Telegraph  and  Telephone  Company 52  168,960  32.0 

I 

Total  1 14  553,987  104-9 


In  making  the  above-mentioned  removals,  the  Inspectors  have  attended  to 
III  complaints  and  the  various  companies  to  20  of  the  256  complaints  reported. 

I inclose  herewith  a detailed  statement  of  the  wires  removed  by  our  In- 
spectors. 

Very  respectfully, 

THEODORE  MOSS,  Secretary. 


WIRES  REMOVED  BY  THE  INSPECTORS  OF  THE  BOARD  OF  ELEC- 
TRICAL CONTROL  DURING  DECEMBER,  1893. 


Northwest  corner  of  New  and  Beaver  streets  (postal)  . . 

Exchange  place.  Broad  and  New  streets  (postal) 

Exchange  place.  Broad  and  New  streets  (postal) 

Northwest  corner  of  Jacob  and  Ferry  streets  (acoustic) 

No.  8 Jacob  street  (private) 

No.  49  Bowery  to  Thalia  Theatre  (private) 

No.  32  Ferry  street,  dead  wire. 

No.  II  Ferry  street,  dead  wire 

No.  23  Ferry  street,  dead  wire 

No.  87  Leonard  street,  dead  wire 
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No.  91  Leonard  street,  dead  wire 

No.  33  Park  place,  dead  wire 

No.  31  Park  place,  dead  wire 

No.  80  Pearl  street,  dead  wire 

No.  228  Pearl  street,  dead  wire 

No.  86  Leonard  street,  dead  wire 

No.  88  Leonard  street,  dead  wire 

No.  72  Leonard  street,  dead  wire 

No.  81  Pearl  street,  dead  wire 

No.  330  Pearl  street,  dead  wire 

No.  194  Water  street,  dead  wire 

No.  117  John  street,  dead  wire 

No.  208  Pearl  street,  dead  wire 

No.  74  Beaver  street  to  Post  Building  (private) 

No.  160  Broadway,  dead  wire 

No.  203  East  One  Hundred  and  First  street  (private) 

No.  2195  Third  avenue  (private)  • • ■ 

No.  183  East  Eightieth  street,  dead  wire 

No.  171  East  Seventy-first  street,  dead  wire 

No.  177  East  Ninetieth  street,  dead  wire 

Northwest  corner  of  Eighty-first  street  and  Third  avenue,  dead  wire. . . 

No.  82  East  Ninth  street,  dead  wire 

No.  61  Beaver  street,  dead  wire 

No.  47  Bayard  street,  dead  wire 

No.  84  Market  street,  dead  wire 

Market  and  Water  streets,  dead  wire 

No.  16  Fourth  avenue,  dead  wire 

Southwest  corner  of  Crosby  and  Bleecker  streets,  dead  wire 

No.  413  Canal  street,  dead  wire. 

No.  66  Canal  street,  dead  wire 

No.  70  East  Twelfth  street,  dead  wire 

No.  104  Bowery,  dead  wire 

No.  158  Bowery,  dead  wire 

No.  70  East  Twelfth  street,  dead  wire 

No.  1 13  Fourth  avenue,  dead  wire 

No.  336  Bowery,  dead  Avire 

No.  59  Bond  street,  dead  wire • • • 

No.  196  Mott  street,  dead  wire 

No.  los  Barrow  street  (private) 

No.  59  Carmine  street  to  Sixth  avenue  and  Fourth  street  (prh^ate) 

No.  59  Carmine  street  to  stable  in  Dominick  street  (private) 

No.  59  Carmine  street  to  No.  116  Plouston  street  (private) 

No.  2 South  street  to  No.  4 Washington  streeL  (private) 

No.  62  Broad  street  to  Water  street  (private) 

No.  57  Broad  street  to  No.  61  William  street  (private) 

No.  62  to  No.  57  Broad  street  (private) 

’Hotel  Grand  to  building  opposite 

Produce  Exchange  (private)  

Produce  Exchange  (private) 

No.  88  South  street  to  Pier  20,  East  rh^er 

No.  60  South  street,  dead  wire 
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No.  61  South  street,  dead  wire 300  feet. 

No.  160  Broadway,  10  dead  wires 1,200  “ 

No.  249  West  Thirty-fourth  street,  dead  wire 250  “ 

No.  31  West  Fifty-sixth  street,  dead  wire 400 

No.  683  West  One  Hundred  and  Thirty-fifth  street  (North  River  E.  L. 

and  P.)  1,000  “ 

One  Hundred  and  Thirty-eighth  street  and  Ryder  avenue  (North 

River  E.  L.  and  P.) .' Soo  “ 


Total  47,125  feet. 

The  following  communication  of  the  American  District  Telegraph  Company 
was  ordered  to  be  filed  and  spread  on  the  minues: 

American  District  Telegraph  Company, 
Superintendent's  Office,  8 Dey  Street, 

New  York,  January  24,  1894. 

Mr.  Theo.  Moss,  Secretary  Board  of  Electrical  Control,  1262-4  Broadway,  City: 

Dear  Sir: — During  the  month  of  December  last,  the  following  underground  cables 
were  placed  in  New  York  subways  and  aerial  wires  taken  down  at  points  men- 
tioned: 

UNDERGROUND  CABLES  LAID. 

One  30- wire  cable  from  American  District  Telegraph  office  at  No.  287  Broad- 
way across  Broadway  to  No.  294. 

One  30-wire  cable  from  American  District  Telegraph  office,  No.  287  Broadway, 
.south  to  Murray  street,  west  along  Murray  street  to  building  at  southeast  corner 
Murray  and  Church  streets. 

One  30-conductor  cable  from  American  District  Telegraph  office.  No.  195 
Broadway,  south  to  Cortlandt  street,  thence  across  Broadway  to  building  at  north- 
east corner  Maiden  lane  and  Broadway. 

One  30-conductor  cable  from  American  District  Telegraph  office  at  No.  599 
Broadway,  south  to  Spring  street,  thence  across  Broadway  to  No.  518. 

One  30-conductor  cable  from  American  District  Telegraph  office  at  No.  1140 
Broadway  north  to  Twenty-seventh  street,  thence  across  Broadway  to  the  Cole- 
man House  at  Twenty-seventh  street  and  Broadway. 

One  30-conductor  cable  from  American  District  Telegraph  office  at  No.  990 
Sixth  avenue  south  along  said  avenue  to  building  at  northeast  corner  Fifty-second 
astreet  and  Sixth  avenue. 

One  lo-wire  cable  from  Third  avenue  and  One  Hundred  and  Twenty-fifth 
■street  west  along  One  Hundred  and  Twenty-fifth  street  to  Eighth  avenue  and  One 
Hundred  and  Twenty-fifth  street. 


AERIAL  WIRES  TAKEN  DOWN. 

Nineteen  (19)  wires  from  American  District  Telegraph  office.  No.  666  Sixth 
avenue,  across  Sixth  avenue. 

Nineteen  (19)  wires  which  crossed  Thirty-ninth  street,  near  Sixth  avenue. 
Fourteen  (14)  wires  which  crossed  Fortieth  street,  near  Sixth  avenue. 
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Nineteen  (19)  wires  that  crossed  Forty-fifth  street  and  Forty-sixth  street,  near 
Sixth  avenue. 

Seventeen  (17)  wires  that  crossed  Sixth  avenue,  between  Forty-sixth  and  For- 
ty-eighth streets. 

Ten  (10)  wires  that  crossed  Broadway  from  Nos.  281  to  294. 

The  following  wires  were  taken  down  between  Chambers  and  Murray  streets, 
near  Broadway: 

Thirteen  (13)  that  crossed  Chambers  street;  thirteen  (13)  that  crossed  Warren 
street  and  eleven  (ii)  that  crossed  Murray  street. 

The  foregoing  shows  that  11,470  feet  of  cable  was  placed  in  the  New  York 
subways  during  the  month,  or  238,500  feet  of  conductor.  Also  about  32,900  feet 
of  aerial  wires  were  taken  down. 

Yours  respectfully, 

GEORGE  V.  B.  FROST,  Superintendent. 

Hereupon  the  Board  adjourned. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Mayor,  in  the  City  of  New.  York,  on  Monday,  February  26,  1894,  at  if 
o’clock  A.  M. 

Present:  Mayor  Thomas  F.  Gilroy,  President;  Commissioners  Jacob  Hess, 
Theodore  Moss,  Walton  Storm. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  following  preambles  and  resolution  were  offered: 

Whereas,  An  application  dated  January  12,  1894,  was,  upon  the  29th  day  of 
January,  1894,  made  to  the  Board  by  certain  interested  parties,  upon  behalf  of  the 
New  York  Auxiliary  Fire-alarm  Company,  for  a franchise  to  set  up  and  operate 
auxiliary  fire-alarms  within  the  City  of  New  York;  and 

Whereas,  The  Board  did,  at  its  meeting  upon  the  said  29th  day  of  January,^ 
1894,  consider  the  said  application  and  hear  Mr.  Henry  M.  Cross  upon  behalf  of 
the  application,  and  did*  adopt  a resolution  providing  for  the  granting  to  the  said 
New  York  Auxiliary  Fire-alarm  Company  such  a franchise  as  is  necessary  for  its 
purposes,  upon  satisfactory  proof  to  the  Board  of  the  due  incorporation  of  the 
said  company,  for  the  purposes  set  forth  in  its  said  application,  upon  the  terms 
and  conditions  in  the  said  resolution  set  forth';  and 

Whereas,  It  now  satisfactorily  appears  to  this  Board  that  the  said  New  York 
Auxiliary  Fire-alarm  Company  is  a corporation,  duly  organized  and  existing  under 
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and  by  virtue  of  the  laws  of  the  State  of  New  York,  having  lawful  right,  by  reason 
thereof,  to  have  or  own  wires  and  to  transmit  signals  by  electricity,  and  that  it  is 
a corporation  fully  organized  and  equipped  and  supplied  with  means  for  the  con- 
duct of  its  business;  and 

Whereas,  The  said  New  York  Auxiliary  Fire-alarm  Company  now  desires  to 
enter  at  once  upon  the  construction  and  operation  of  its  said  system  of  auxiliary 
fire-alarms  within  the  City  of  New  York; 

Resolved,  That  the  said  New  York  Auxiliary  Fire-alarm  Company  be  and  it 
hereby  is  authorized  and  empowered  to  erect,  construct  and  maintain  suitable 
v/ires  or  other  conductors  of  electricity,  with  the  necessary  connections,  boxes, 
machinery  and  fixtures,  in  all  places  in  the  City  of  New  York,  for  conducting  and 
transmitting  their  auxiliary  fire-alarms,  and  for  running  wires  and  connecting  their 
auxiliary  boxes  with  the  fire-alarm  boxes  of  the  city,  and  to  own,  control  and 
operate  the  same,  to  the  full  extent  that  can  or  could,  with  the  due  consent  of  the 
municipal  authorities  of  the  City  of  New  York,  be  given  to  any  fire-alarm  or  elec- 
trical company  by  virtue  or  by  reason  of  or  in  pursuance  of  an  application  made 
by  such  a corporation  under  and  pursuant  to  the  provisions  of  any  of  the  general 
statutes  of  the  State  of  New  York,  but  under  the  direction,  nevertheless,  of  this 
Board  and  of  the  Fire  Department  of  the  City  of  New  York  within  their  respective 
jurisdictions;  and  further,  subject  to  all  existing  laws,  ordinances,  rules  and  regu- 
lations applicable  thereto,  and  to  any  and  all  regulations  of  the  privileges  hereby 
conferred  which  this  Board  may  hereafter  impose,  by  resolution  or  otherwise; 
and  provided  always,  that  this  franchise  is  given  and  conferred  upon  the  express 
condition,  and  not  otherwise,  namely,  that,  except  as  otherwise  permitted  by  order 
or  resolution  of  this  Board,  the  electrical  conductors  of  this  company  shall  be  laid, 
erected  or  constructed,  and  the  privileges  herein  conferred  shall  be  exercised  only 
in  and  through  the  subways  constructed  by  the  Consolidated  Telegraph  and  Elec- 
trical Subway  Company,  under  and  in  pursuance  of  law. 

The  Board  considered  the  foregoing  resolution,  hearing  Mr.  Wallach  on  be- 
half of  the  company.  His  Honor  the  Mayor  moved  the  following  amendment  to 
the  resolution;  the  addition  of  the  words  “or  the  Empire  City  Subway  Company 
(Limited)”  after  the  words  “Consolidated  Telegraph  and  Electrical  Subway  Com- 
pany,” and  the  words,  “And  further  provided,  that  nothing  herein  contained  shall 
be  effective  except  upon  the  express  condition  that  the  consent  of  the  Eire  Depart- 
ment of  the  City  of  New  York  be  obtained  thereto,”  at  the  end  thereof.  The 
motion  was  agreed  to  and  the  Board  adopted  the  preambles  and  the  resolution 
thps  amended. 

The  papers  submitted  in  connection  with  this  resolution  were  directed  to  be 
filed. 

The  following  communications,  received  from  the  Fire  Department,  were 
read: 
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Headquarters  Fire  Department^ 

Nos.  157  AND  159  East  Sixty-Seventh  Street,  ^ 

New  York,  February  23,  1894. 

Hon.  Thomas  F.  Gilroy,  Mayor: 

Sir  ; I have  the  honor  to  inclose  herewith  copy  of  a report  from  the  Superintend- 
ent of  Fire  Alarm  Telegraph  of  this  Department  showing  that  certain  electrical 
circuits  connecting  buildings  of  a public  character,  and  large  establishments,  with 
the  fire-alarm  system  of  this  Department,  are  rendered  practically  useless,  they 
having  been  cut  down  by  orders  from  the  Board  of  Electrical  Control. 

The  circuits  thus  interfered  with  form  the  Special  Building  System,  connect- 
ing theatres,  schools,  hospitals  and  institutions  for  the  care  of  the  aged,  etc.,  with 
the  headquarters  of  the  Department. 

This  system  has  been  found  an  effective  auxiliary  to  the  fire-alarm  system  of 
the  Department.  I urge  upon  you  the  necessity  of  its  continuance  and  that  in- 
structions may  be  given  to  the  end  that  the  discontinued  circuits  may  be  restored. 

I inclose  a copy  of  communication  from  Mr.  Frederick  Pearce  bearing  upon 
this  matter. 


Very  respectfully, 

JOHN  J.  SCANNELL,  President. 


Fire  Department — Bureau  of  Fire-alarm  Telegraph  and  Electrical  Appliances, 
Office  of  Superintendent,  Nos.  157  and  159  East  Sixty-Seventh  Street, 

New  York,  February  23,  1894. 

Hon.  S.  Howland  Robbins,  Commissioner  and  Chairman  of  Committee  on  Telegraph 
and  Supplies : 

Dear  Sir; — I have  the  honor  to  report  that  the  special  fire-alarm  circuits  which 
connect  the  various  theatres,  private  schools,  hospitals,  etc.,  with  this  Department, 
have  been  rendered  practically  useless  from  having  been  cut  down  in  several  places 
by  orders  from  the  Board  of  Electrical  Control,  and  those  institutions  are  nov/ 
without  facilities  for  communicating  with  this  Department  in  case  of  fire. 

These  circuits  and  connections  constitute  what  is  known  as  the  Special  Build- 
ing  System,  adopted  by  this  Department  for  the  purpose  of  providing  means  for 
communicating  alarms  of  fire  direct  to  this  Department,  independent  of  the  regular 
fire-alarm  system  and  without  expense  to  the  city. 

Theatres  and  other  institutions  are  required  by  this  Department,  “in  accord- 
ance with  the  law,”  to  maintain  such  connections  without  cost  to  the  city,  but 
under  this  Department’s  direction  and  supervision. 

Up  to  the  present  time  the  system  has  been  maintained  by  the  firm  of  Pearce 
& Jones,  and  Frederick  Pearce. 

I inclose  herewith  a letter  from  Mr.  Pearce  explaining  the  situation. 
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‘Communications  have  been  received  from  Stern  Brothers  and  Best  & Com 
pany,  stating  that  the  wires  to  their  signal  boxes  have  been  cut  away,  and  asking 
for  information  and  advice. 

The  situation  appears  to'  demand  some  action,  and  I respectfully  recommend 
that  the  Board  of  Electrical  Control  be  further  advised  of  the  importance  of  this 
special  system  and  its  value  as  an  auxiliary  to  the  Department,  and  to  give  all 
reasonable- facilities  to  enable  the  system  to  be  restored  as  soon  as  possible. 

Very  respectfully, 

(Signed.)  J.  ELLIOT  SMITH,  Superintendent. 

Frederick  Pearce,  Successor  to  Pearce  & Jones,  Manufacturing  Electricians, 

Nos.  77  AND  79  John  Street,  ; 

New  York,  Eebruary  21,  1894. 

Superintendent  J.  E.  Smith,  No.  157  East  Sixty-seventh  Street,  City : 

Dear  Sir: — My  linemen  report  that  Special  Building  Box  Circuit  No.  52  has  been 
cut  in  several  places  by  order  of  the  Board  of  Electrical  Control  and  at  present  it 
it  disconnected. 

I have  endeavored  to  see  the  Board  of  Electrical  Control  to  know  what  I am 
expected  to  do,  and  would  also  state  that  I have  endeavored  to  make  arrangements 
with  a telegraph  company  to  rent  me  the  wires  underground  to  take  care  of  the 
theatres  along  Broadway.  I have  asked  permission  from  the  Board  of  Electrical 
Control  and  received  a letter  in  December  last,  stating  that  the  permission  could 
not  be  granted  until  they  received  an  opinion  from  the  Corporation  Counsel.  You 
can  readily  see  that  I cannot  do  anything  in  the  shape  of  reconnecting  these  boxes 
until  I receive  their  permission.  If  you  can  suggest  any  means  by  which  I can 
proceed  with  the  work,  I assure  you  that  I will  use  all  efforts  to  have  these  build- 
ings connected  immediately. 

Hoping  to  hear  from  you,  I remain. 

Yours  respectfully, 

(Signed.)  ^ F.  PEARCE. 

The  Board  considered  these  communications,  and  in  connection  therewith 
the  application  of  Frederick  Pearce  for  a franchise,  and  after  hearing  J.  Elliot 
Smith,  Superintendent  of  Fire  Department  Telegraph,  and  said  Frederick  Pearce, 
on  motion  of  his  Honor  the  Mayor,  adopted  the  following  resolutions: 

Resolved,  That  the  matter  of  the  application  of  F'rederick  Pearce  for  a fran- 
chise be  referred  to  Commissioner  Moss,  in  order  that  at  the  next  meeting  of  this 
Board,  a written  report  may  be  submitted  by  him  as  to  whether  this  Board  would 
be  justified  in  granting  the  privileges  asked  for  by  said  Pearce;  and  it  is  further 

Resolved,  That  the  Secretary  be  vested  with  discretionary  power  to  grant  such 
temporary  permits  for  theatres  as  he  may  think  necessary. 
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The  Board  considered  the  following  application  from  the  Police  Departmenc; 

Police  Department  of  the  City  of  New  York, 

No.  300  Mulberry  Street, 

New  York,  January  15,  1894. 

To  the  Honorable  Board  of  Electrical  Control: 

Gentlemen  : — At  a meeting  of  the  Board  of  Police,  held  this  day,  it  was 

Resolved,  That  the  Board  of  Electrical  Control  be  and  is  hereby  respectfully 
requested  to  grant  permission  to  the  Board  of  Police  for  the  construction  o!: 
branch  subways  or  subsidiary  conduits,  and  the  placing  therein  of  cables  of  wires 
of  the  Police  Department,  for  the  short  distances  betw'een  the  public  subways  apd 
the  several  station  houses  and  buildings  proposed  to  be  connected  under  contract 
to  be  made  for  furnishing  the  Police  Department  with  electrical  conductors  and 
placing  the  same  underground. 

The  places  for  which  such  permission  is  desired  are  as  follows:  . 

First  avehue,  from  Houston  street  northerly  through  First  avenue  to  Fifth 
street,  connecting  with  the  Fourteenth  Precinct  Station  House. 

From  manhole  East  Houston  and  Chrystie,  through  Chrystie,  to  the  manhole 
corner  of  Chrystie  and  Delancey  streets. 

From  corner  Broome  and  Eldridge  streets  southerly  through  Eldridge  street 
to  the  Eleventh  Precinct  Station  House. 

From  corner  Broome  and  Essex  streets  southerly  through  Essex  street  to  the 
Essex  Market  Police  Court.  ^ 

From  corner  Broome  and  Clinton  streets  through  Clinton  and  Madison,  and 
thence  through  Madison  to  the  Seventh  Precinct  Station  House. 

From  corner  Broome  and  Attorney  streets  northerly  through  Attorney  street 
to  the  Twelfth  Precinct  Station  House.  / 

From  corner  Broome  and  Willett  street  northerly  through  Willett  street  to 
East  Houston  street  to  the  Thirteenth  Precinct  Station  House. 

From  corner  Broadway  and  West  Third  street  westerly  through  West  Third 
street  to  Mercer;  thence  northerly  through  Mercer  street  to  the  Fifteenth  Pi/ecinct 
Station  House. 

Connecting  the  manhole  in  front  of  Jefferson  Market  Police  Court,  Sixth 
avenue,  with  a pipe  extending  into  said  Court. 

Connecting  the  manhole  in  front  of  St.  Vincent’s  Hospital,  West  Twelfth 
street,  with  a pipe  extending  into  said  hospital. 

From  corner  of  Charles  and  Bleecker  streets  through  Charles  street  to  the 
Ninth  Precinct  Station  House. 

From  corner  Twentieth  street  and  Eighth  avenue  easterly  through  West 
Twentieth  street  to  the  Sixteenth  Precinct  Station  House. 

From  corner  Thirtieth  street  and  Eighth  avenue  easterly  through  West  Thir- 
tieth street  to  the  Nineteenth  Precinct  Station  House. 

From  corner  Thirty-seventh  street  and  Eighth  avenue  westerly  through  West 
Thirty-seventh  street  to  the  Twentieth  Precinct  Station  House. 

From  corner  Forty-seventh  street  and  Eighth  avenue  westerly  through  Forty- 
seventh  street  to  the  Twenty-second  Precinct  Station  House. 

From  corner  Sixty-eighth  street  and  Ninth  avenue  westerly  through  West  Six- 
t3^-eighth  street  to  the  Twenty-fourth  Precinct  Station  House. 
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From  the  manhole  Eighty-sixth  street  and  Columbus  avenue  to  a terminal 
pole,  or  other  place  to  be  designated  hereafter  for  an  aerial  cable. 

From  corner  Twenty-third  street  and  First  avenue  southerly  through  First 
avenue  to  Twenty-second  street;  thence  westerly  through  East  Twenty-second 
street  to  the  Eighteenth  Precinct  Station  House. 

From  corner  Twenty-third  street  and  First  avenue  northerly  through  First 
avenue  to  Twenty-sixth  street;  thence  easterly  through  Twenty-sixth  street  to 


Bellevue  Hospital. 

From  corner  Twenty-ninth  street  and  Fourth  avenue  westerly  through  East 
Twenty-ninth  street  to  the  Seventeenth  Precinct  Station  House. 

From  corner  Thirty-fifth  street  and  Lexington  avenue  easterly  through  Thir- 
ty-fifth street  to  the  Twenty-first  Precinct  Station  House. 

From  corner  Forty-second  street  and  Vanderbilt  avenue  northerly  through 
Vanderbilt  avenue  to  the  Twenty-third  sub-Precinct  Station  House. 

From  corner  Fifty-first  street  and  Lexington  avenue  easterly  through  Fifty- 
first  street  to  the  Twenty-third  Precinct  Station  House. 

From  corner  Fifty-seventh  street  and  Lexington  avenue  easterly  through 
Fifty-seventh  street  to  the  Fifty-seventh  Street  Police  Court. 

From  corner  Sixty-seventh  street  and  Lexington  avenue  easterly  through  Six- 
ty-seventh street  to  the  Twenty-fifth  Precinct  Station  House. 

From  corner  Eighty-eighth  street  and  Third  avenue  easterly  through  Eighty- 
eighth  street  to  the  Twenty-seventh  Precinct  Station  House. 

From  corner  One  Hundred  and  Fourth  street  and  Third  avenue  westerly 
through  One  Hundred  and  Fourth  street  to  the  Twenty-eighth  Precinct  Station 
House. 


' Very  respectfully, 

WM.  DELAMATER,  Deputy  Chief  Clerk. 

And,  after  hearing  a representative  of  said  Department,  on  motion  of  his 
Honor  the  Mayor,  adopted  the  foi-lpwing  resolution; 

Resolved,  That  the  application  of  the  Police  Department,  dated  January  15, 
1894,  for  permission  to  construct  subsidiary  conduits,  as  therein  designated,  be 
granted  upon  condition  that  the  work  of  reconstructing  and  rela3nng  all  new  pave- 
ments be  done  by  the  Department  of  Public  Works  at  the  expense  of  the  con- 
tractor of  the  Police  Department,  and  that  the  Police  Department  agree  with  the 
Department  of  Public  Works  on  the  method  and  terms  upon  which  old  pavements 
are  to  be  relaid. 

The  following  communications  were  read  and  directed  to  be  filed  and  spread 
at  length  upon  the  minutes: 

'•  ■ Postal  Telegraph  Cable  Company. 

Executive  Office,  No.  i Broadway, 

New  York,  February  24,  1894. 


Mr.  Theodore  Moss,  Secretary,  Board  of  Electrical  Control,  New  York: 

Dear  Sir  : — Replying  to  your  inquiry  over  the  telephone  regarding  the  removal  of 
this  company’s  telegraph  line  on  Wesl  Seventieth  street,  I have  to  say  that  in 
accordance  with  the  promises  heretofore  made  we  arranged  all  our  plans  for 
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giving  up  the  use  of  this  line  and,  on  the  3d  of  January,  had  the  underground 
cable  drawn  into  the  subway  from  Broadway  and  Thirty-fifth  street  to  foot  of 
Seventy-ninth  street.  North  river,  and  we  expected  to  make  use  of  it  immediately, 
but  in  testing  the  cable  it  was  found  to  be  defective  and  could  not  be  accepted  by 
us  from  the  manufacturers.  Efforts  have  been  made  to  locate  the  trouble,  and 
the  manufacturers,  Messrs.  John  A.  Roebling’s  Sons  Co.,  have  been  working  at  it 
continuously  to  remove  its  faults.  Inclosed  herewith  you  will  find  copy  of  letter 
received  this  morning  showing  the  result  of  their  work  up  to  date.  We  shall 
insist  that  the  work  of  removing  the  trouble  be  completed  as  quickly  as  possible, 
and  as  soon  as  this  can  be  done  and  proper  connections  made  at  both  ends,  we 
cannot  alone  discontinue  the  use  of  the  pole  line  through  Seventieth  street,  but 
through  Tenth  avenue. 

Very  respectfully, 

WM.  H.  BAKER,  Vice-President. 

■ ^ John  A.  Roebling's  Sons  Co., 

;■  i .1  Nos.  117  AND  119  Liberty  Street, 

New  York,  February  23,  1894. 

Postal  Telegraph  and  Cable  Coinpany,  R.  H.  Robbins,  Esq.,  Superintendent,  No.  55 
Broadway,  City : 

Dear  Sir  : — At  your  request,,  over  telephone  to-day,  we  beg  to  advise  you  that  we 
have  all  our  force  at  work  on  the  underground  cable  recently  laid  for  your  com- 
pany. They  are  cutting  out  the  parts  where  there  are  local  defects  and  connecting 
up  the  cable.  They  are  testing  each  section  and  find  a number  of  the  sections  are 
all  right.  Where  they  do  not  test  up  right  they  are  putting  in  new  pieces.  Our 
last  reports  they  were  at  Forty-eighth  street  and  Eighth  avenue,  and  to  that  part 
the  cable  was  all  right,  and  tested  very  highly. 

They  will  test  the  work  as  fast  as  possible,  and  hope  to  be  able  to  have  it 
ready  for  test  its  entire  length  in  a short  time. 

Yours  truly, 

JOHN  A.  ROEBLING’S  SONS  CO. 

The  Board  considered  the  following  communication  from  the  Comptroller  of 
the  State  of  New  York: 

State  of  New  York — Comptroller’s  Office, 

Albany,  February  23,  1894. 

Theo.  Moss,  Esq.,  Secretary,  Board  of  Electrical  Control : 

Dear  Sir  : — The  Attorney-General  has  advised  ,us  that  the  Commissioners  of  the 
Board  of  Electrical  Control  are  State  officers,  in  the  sense  that  they  are  agents 
of  the  State,  rather  than  of  the  City  of  New  York. 

We  are  unable  to  allow  the  claims  for  services  of  employees  of  your  Board 
who  have  not  been  certified  to  us  by  the  Civil  Service  Commission  as  having 
passed  the  necessary  examination  under  the  rules. 

Yours  respectfully, 

WM.  J.  MORGAN,  Deputy  Comptroller. 
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And,  on  motion  of  his  Honor  the  Mayor,  adopted  the  following  resolution: 

Resolved,  That  the  communication  of  the  Comptroller  of  The  State  of  New 
York,  advising  this  Board  of  an  opinion  of  the  Attorney-General  that  the  em- 
ployees of  the  Board  are  subject  to  classification  by  the  State  Civil  Service  Com- 
mission, be  referred  to  the  Counsel  to  the  Corporation,  with  a request  that  a 
friendly  suit  be  instituted,  so  that  the  employees  may  ascertain  their  true  status 
under  the  Civil  Service  law. 

Whereupon  the  Board  adjourned. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Mayor,  in  the  city  of  New  York,  on  Monday,  April  2,  1894,  at  11.30 
o’clock  A.  M. 

Present:  Mayor  Thomas  F.  Gilroy;  Commissioners  Jacob  Hess  and  Theo- 
dore Moss. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

His  Honor  the  Mayor  moved  the  following  resolution: 

Resolved,  That  the  Secretary  of  this  Board  be  directed  to  communicate  with 
the  Corporation  Counsel,  as  soon  as  practicable,  and  urge  upon  him  the  necessity 
of  bringing  to  a conclusion  the  matter  of  the  status  of  the  employees  of  the  Board 
under  the  Civil  Service  law,  referred  to  him  at  the  last  meeting. 

Which  was  unanimously  adopted. 

The  Engineer  reported  as  follows: 

New  York,  April  2,  1894. 

To  thT” Honorable  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — In  answer  to  letter  of  March  i by  the  Secretary  of  the  Board,  sent 
to  all  the  electrical  companies  doing  business  in  the  City  of  New  York,  to  make 
their  wants  known  of  subways  they  would  require  in  the  coming  season  in  streets 
to  be  repaved  during  the  coming  summer,  as  well  as  other  places  in  the  city  of 
New  York,  I have  a letter  from  the  Edison  Electric  Illuminating  Company 'in  re- 
lation to  the  application  of  the  Edison  Company  to  construct  a subway  in 

Wall  street,  from  Pearl  to  Water  street; 

Pine  street,  from  Pearl  to  Front  street; 

West  Broadway,  from  Chambers  to  Duane  street; 

Broome  street,  from  South  Fifth  avenue  to  Greene  street; 

Broome  street,  from  Greene  to  Mercer  street; 

Prince  street,  from  Broadway  to  Marion  street; 
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Prince  street,  from  Marion  to  Mulberry  street; 

Wooster  street,  from  Bleecker  to  West  Third  street; 

East  Seventy-third  street,  from  Fifth  to  Madison  avenue,  and  from  Madison 
to  Park  avenue; 

— and  recommend  that  the  authorization  be  granted,  and  the  Empire  City  Subway 
Company  be  authorized  to  construct  subways  above  named  for  the  Edison  Com- 
pany. 

There  are  also  applications  from  the  Fire  and  Police  Departments — Fire  De- 
partment dated  March  15,  and  Police  Department  dated  March  9 — asking  for  sub- 
way construction,  which  will  be  provided  for  when  the  Board  builds  subways  in  the 
various  streets  designated  in  their  letters. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer.  • 

The  Board  considered  the  foregoing  report  and  application,  and,  on  motion, 
adopted  the  following  resolutions: 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company  of 
New  York  for  the  construction  of  subways  for  the  accommodation  of  its  electrical 
conductors,  dated  March  27,  1894,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  it  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low  tension 
electrical  conductors,  in  the  following  localities: 

Wall  ^street,  south  side,  from  east  side  of  Pearl  street  to  Water  street. 

Pine  street,  south  side,  from  east  side  of  Pearl  street  to  west  side  of  Front  street.  \ 

West  Broadway,  west  side,  from  north  side  of  Chambers  street  to  north  side  of 
Duane  street. 

Broome  street,  south  side,  from  South  Fifth  avenue  to  Greene  street. 

Broome  street,  north  side,  from  Greene  street  to  Mercer  street. 

Prince  street,  south  side,  from  east  side  of  Broadway  tp  Marion  street. 

Prince  street,  both  sides,  from  Marion  street  to  west  side  of  Mulberry  street. 

Wooster  street,  east  side,  from  north  side  of  Bleecker  street  to  south  side  of 
West  Third  street. 

East  Seventy-third  street,  both  sides,  from  east  side  of  Fifth  avenue  to  west  side 
of  Madison  avenue. 

East  Seventy-third  street,  both  sides,  from  east  side  of  Madison  avenue  to  west 
side  of  Park  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subway  shall 
have  first  furnished  to  said  Empire  City  Subway  Company  (Limited)  -security  for 
the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as 
provided  by  chapter  263  of  the  Laws  of  1892;  and  it  being  understood  that  none  of 
the  localities  above  named  are  streets  where  new  pavements  have  been  laid  since  1890. 
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President  Cutler,  of  the  Metropolitan  Telephone  and  Telegraph  Company,  stated 
to  the  Board  that  the  application  of  that  company  for  subways  would  be  submitted 
before  the  end  of  the  present  week. 

On  motion  of  his  Honor  the  Mayor,  it  was 

Resolved,  That  when  this  Board  adjourns,  it  adjourn  to  meet  on  Tuesday,  April 
10,  at  II  o’clock  A.  M. 

His  Honor  the  Mayor  supplemented  his  resolution  by  the  statement  that  the 
meeting  would  be  held  more  particularly  for  receiving  applications  for  subways. 

The  application  of  the  United  Electric  Light  and  Power  Company,  dated  April 
2,  for  subways,  was  referred  to  the  Engineer  for  examination  and  lepoit. 

The  following  report  of  the  Electrical  Expert  was  read,  and  directed  to  be  filed 
and  spread  at  length  on  the  minutes,  together  with  the  accompanying  lists; 

Office  of  the  Board  of  Electrical  Control,  , 

No.  1264  Broadway, 

New  York,  March  31,  1894. 

To  the  Honorable  Commissioners  of  the  Board  of  Electrical  Control; 

Gentlemen; — I have  to  report  that  during  the  months  of  Februaiy  and  March 
a large  amount  of  housetop  wires  have  been  removed  by  Inspectors  of  the  Boaid. 

By  this  work  Broadway,  from  Twenty-third  street  to  the  Battery,  has  been  en- 
tirely cleared  of  all  housetop  wires,  and  the  amount  removed  is  about  74  miles  of 
wire. 

In  addition  to  this,  numerous  wires  in  various  parts  of  the  city,  which  were  up 
without  permits,  amounting  to  about  15.8  miles  of  wire,  have  been  removed,  making 
in  all  89.8  miles.  __  * ' ■ 

The  location  of  the  wire  and  the  lengths,  in  detail,  are  given  m the  accompany- 
ing schedules. 

Very  respectfully, 

SCHUYLER  S.  WHEELER,  Electrical  Expert. 

WIRES  REMOVED  BY  THE  INSPECTORS  OF  THE  BOARD  OF  ELEC- 
TRICAL CONTROL  DURING  FEBRUARY,  1894 

No.  173  Sixth  avenue  to  School,  Thirteenth  street. Time  wire 

No.  46  to  No.  35  Bank  street D.  W 

No.  247  West  Eleventh  street “ 

Produce  Exchange,  across  Beaver  and  New  street, 

to  No.  50  Broadway Darrah 

No.  51  to  No.  48  New  street Brooks 

\ 

/ 


■Feet. 

300 

600 

100 

3-500 

200 
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Feet.. 

500 


2,500 


2,500 


2,500 


No.  304  to  No.  305  Amsterdam  avenue Acoustic 

Twenty-third  to  Seventeenth  street,  along  Broad- 
way   Darrah 

Twenty-seventh  to  Twenty-third  street,  along 

Broadway “ 

Thirty-first  street  and  Fifth  avenue  to  Thirty- 

fourth  street  and  Broadway ‘‘  

Twenty-third  to  Twelfth  street  and  Broadway. ..  .Raid  25,000 

Twenty-third  to  Twenty-first  street  and  Broad- 
way to  Sixth  avenue ■ “ 

Twenty-third  to  Fifteenth  street,  Fifth  avenue  and 

Broadway , “ 

Fifteenth  to  Twelfth  street,  Broadway  to  Sixth 

avenue  “ 

Twenty-seventh  street  and  Broadway  to  Thirty- 

second  street  and  Fifth  avenue Darrah 2,000 

No.  34  Broadway  to  Greenwich  and  Morris  streets.. D.  Smyth 3,70O 


40,000 


25,000 


40,000 


No.  40  Broadway “ 

Twenty-third  to  Twenty-second  street,  Broadway 

to  Fourth  avenue Raid  

Nos.  9 and  ii  East  Fifty-ninth  street Broken  by  storm. 

No.  172  East  Sixtieth  street / “ 

No.  169  East  Sixty-first  street “ 

No.  162  East  Sixty-third  street “ 

No.  140  East  Seventy-first  street “ 

No.  165  East  Seventy-second  street “ 

No.  173  East  Eighty-sixth  street “ 

No.  160  East  One  Flundred  and  Sixth  street “ 

No.  22  Broad  street,  five  wires Essex  Co 


200 


25,000 

400 

100 

100 

100 

100 

100 

100 

ISO 

350 


Total  i 175,100 


WIRES  REMOVED  BY  THE  INSPECTORS  OF  THE  BOARD  OF  ELEC- 
TRICAL CONTROL  DURING  MARCH,  1894. 


Broadway,  from  Fifteenth  to  Twenty-first  street 
Broadway,  from  Twelfth  to  Seventeenth  street.  . 
Northeast  corner  of  Thirty-second  street  and  Fifth 


Broadway,  from  Bond  to  Canal  street. 


No.  9 West  Twentieth  to  No.  30  Beekman  street.. 


No.  966  Lexington  avenue. 


Raid 

Feet. 

, . . . 15,000 

, . . . 25,000 

L 

Broken  wire 

800 

Raid  

(( 

P.  W 

P.  w 

500 

(Essex  Printing  Co.) 

4,000 

(Mumm  & Co.) 

1,500 

(( 

(( 

1,500 

D.  W 

150 

H Y 


A 
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Seventy-ninth  street  and  Fifth  avenue P.  W.,  Brokaw 

No.  508  Third  avenue P.  W 

No.  164  East  Sixty-third  street D.  W 

No.  118  East  Fifty-third  street Acoustic 

No.  1 16  East  Fifty-third  street D.  W 

No.  164  East  Fifty-third  street “ 

West  Broadway  and  Duane  street Thurber,  Whyland  & Co 

No.  147  East  Twenty-third  street D.  W 

No.  no  East  Twenty-eighth  street “ 

No.  206  East  Thirty-eighth  street “ 

No.  403  East  Thirty-fourth  street “ 

No.  293  Fifth  avenue “ 

No.  239  East  Fourteenth  street “ 

No.  1 14  East  Fourteenth  street “ 

No.  215  East  Forty-second  street “ 

No.  215  Lexington  avenue “ 

No.  432  East  Tenth  street  to  foot  of  East  Third 

street  Young,  P.  W 

No.  108  Franklin  street  to  No.  9 Vestry  street  to 

No.  104  Charlton  street Talcott,  P.  W 

No.  I Bowling  Green  to  No.  36  Pearl  street Unz  & Co 

No.  21  Vestry  street  to  West  Broadway  and  White 

street  Talcott 

No.  21  John  street  to  No.  15  Dutch  street H.  Levy 

William  street,  from  Broadway  to  Greenwich 

street  Thurber,  Whyland  & Co 

No.  16  Broad  street  to  No.  20  New  street Gold  and  Stock  Telegraph  Co. 

Northeast  corner  of  Forty-eighth  street  and  Sixth 

avenue  D.  W 

No.  75  West  Fifty-fifth  street “ 

No.  76  West  Fifty-fifth  street “ 

Broadway,  from  Canal  to  Chambers  street Raid 

Broadway,  from  Chambers  to  Pine  street “ 

Broadway,  from  Pine  to  Morris  street.  “ 

No.  154  Forsyth  street D.  W 

Northeast  corner  of  Grand  and  Eldridge  streets. . “ 

No.  359  Grand  street “ 

Southwest  corner  of  Canal  and  Chrystie  streets ...  “ 

No.  18  Bayard  street “ 

No.  144  East  Fifth  street “ 

No.  32  East  Second  street “ 

Northwest  corner  of  Eirst  avenue  and  Houston 

street  “ 

No.  226  West  One  Hundred  and  Twenty-seventh 

street  “ 

No.  375  West  One  Hundred  and  Twenty-seventh 

street  “ 

No.  300  West  One  Hundred  and  Twenty-sixth 

street  “ 


Feet. 
1,500 
100 
100  I 
100 
100 
100 
800 
200 
100 
200 
200 
100 
150 
100 
100 
30G 

2,200 

2,500 

800 

900 

800 

900 

200 

300 

700 

300 

25.000 

45.000 

50.000 
200 
150 
300 
100 
400 
300 
250 

300 

200 

200 

ISO 
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No.  305  West  One  Hundred  and  Thirty-fifth 

street  D.  W. 

No.  340  West  One  Hundred  and  Twenty-second 

street  “ 

Spring  and  Hudson  streets P.  W 

No.  1099  Broadway. “ 

Nineteenth  street  and  Broadway “ 

No.  46  Bank  street “ 

No.  6 Park  Row ' American  Writing  Machine. 

No.  10  Maiden  Lane M.  B.  Bryant 

No.  17  John  street N.  M.  Shephard. 

Broadway,  from  Cortlandt  to  Cedar  street Raid  

No.  58  Water  Street Acoustic 

No.  214  Broadway D.  w 

Southwest  corner  of  Cortlandt  and  Washington 

streets ? “ 

No.  297  Broadway “ 

Catharine  Alley  “ 

Pearl  and  Elm  streets “ 

Southeast  corner  of  John  and  Pearl  streets “ 

No.  IIS  Broad  street 

No.  87  Broad  street “ 

No.  71  Broad  street “ 

No.  4 Reade  street “ 

No.  62  Water  street ’ “ 7.  . 

No.  63  Pearl  street “ 

No.  51  New  street “ 

No.  159  Fulton  street “ 

No.  231  Water  street “ ' 

No.  131  Front  street “ 

No.  23s  Front  street “ 

No.  25s  hront  street “ 

No.  7 Maiden  Lane “ 

No.  256  Front  street “ 

No.  261  Front  street “ 

No.  34  Frankfort  street “ 

No.  23  Maiden  Lane “ 

No.  22  Maiden  Lane “ 

No.  4 Maiden  Lane.  “ 

Southeast  corner  of  Fulton  street  and"  Broadway. . “ 

New  street,  from  Wall  street  to  Exchange  place. . .Raid  

No.  1513  Third  avenue Kohla  & W 

No.  305  East  Sixty-first  street.  Browsky 

No.  148  East  Sixtieth  street D.  W 

No.  128  East  Eightieth  street “ 

No.  48  West  Twenty-fourth  street “ 

No.  10  West  Thirtieth  street “ . . . , 

No.  63  West  Eighteenth  street “ 

No.  55  Eighteenth  street “ 

No.  293  Fifth  avenue “ 


Feet. 

75 

150 

1.000 
500 
300 
300 
900 

1,100 

800 

6.000 
200 
’300 

200 

200 

200 

900 

300 

250 

100 

100 

100 

100 

200 

200 

100 

300 

150- 

200 

200 

200 

150 

150 

200 

300 

100 

350 

500 

15,000 

2.000 
1,200 

100 

100 

300 

400 

300 

200 

300 


■V 


s 


\ 


I 


r 


1 


. > 


\ 
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No.  323  East  Twenty-third  street D. 

Northwest  corner  of  Fifty-eighth  street  and  Third 

avenue  

No.  618  Madison  avenue 

Northeast  corner  of  Thirty-first  street  and  Third 

avenue  

Southwest  corner  of  Twenty-seventh  street  and 

Third  avenue 

No.  205  East  Twenty-seventh  street 

No.  214  West  Eighty-fourth  street 

No.  no  West  Seventy-eighth  street 

No.  138  West  Seventy-eighth  street 

No.  213  West  Seventy-eighth  street 

No.  99  West  One  Hundredth  street 

No.  116  West  One.  Hundredth  street 

Southeast  corner  of  One  Hundred  arid  Fourth 

street  and  Columbus  avenue 

No.  315  West  Fifty-ninth  street.  

No.  104  West  Eightieth  street 

No.  104  Amsterdam  avenue 

No.  105  Columbus  avenue.  

No.  loi  West  Seventy-eighth  street 


[April  2,  1894. 


W. 


No.  74  West  Eighty-second  street 

No.  316  West  Twenty-fifth  street 

No.  2557  Eighth  avenue 

No.  416  West  One  Hundred  and  Forty-fifth 

street  

No.  103  West  Seventy-eighth  street 

No.  106  West  Eighty-fifth  street 

No.  108  West  One  Hundredth  street 


Feet. 

150 

200 

300 

250 

100 

200 

175 

200 

ISO 

75 

125 

100 

200 

225 

17s 

125 

150 

225 

150 

125 

17s 

ISO 

ISO 

22s 

75 


Total  299,700 


The  following  communication  sent  by  the  Secretary  to  the  various  companies  was 
approved  and  ordered  spread  upon  the  minutes: 

Office  of  the  Board  of  Electrical  Control, 

No.  1264  Broadway, 

New  York,  March  i,  1894. 

Gentlemen  : — Enclosed  herewith  please  find  a list  of  streets  which  are  about  to 
be  repaved  under  the  direction  of  the  Department  of  Public  Works  during  the  coming 
season. 

I have  to  request  that  within  the  next  thirty  days  you  furnish  this  Board  such 
information  as  will  enable  it  to  order  the  construction  of  such  subways  as  you  may 
require  in  these  streets  before  repaving  is  begun,  and  in  any  other  streets  where  you 
now  have  wires  and  poles  overhead  and  where  you  desire  subways  constructed. 
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A failure  on  your  part  to  furnish  this  information  will  be  taken  as  evidence  that 
you  do  not  require  subway  construction  in  any  of  such  streets. 

Very  respectfully, 

T.  MOSS,  Secretary. 

The  following  communications  from  the  Police  Department  were  read: 

Police  Department  of  the  City  of  New  York, 

No.  300  Mulberry  Street, 

New  York,  March  9,  1894. 

To  the  Honorable  the  Board  of  Electrical  Control: 

Gentlemen  : — At  a meeting  of  the  Board  of  Police,  held  this  day,  the  following 
proceedings  were  had: 

\ 

On  reading  and  filing  communication  from  M.  R.  Brennan,  Superintendent  of  Tele- 
graph, and  on  recommendation  of  the  Committee  on  Repairs  and  Supplies — 

Resolved,  That  application  be  and  is  hereby  respectfully  made  to  the  Board  of 
Electrical  Control  for  permission  to  construct  subsidiary  conduit  from  the  subway 
manhole,  corner  of  Spring  and  Macdougal  streets,  northerly  through  Macdougal  street 
to  the  new  station  house  for  the  Eighth  Police  Precinct,  Nos.  24  and  26  Macdougal 
street.  Very  respectfully, 

WM.  H.  KIPP,  Chief  Clerk. 

Police  Department  of  the  City  of  New  York, 

No.  300  Mulberry  Street, 

New  York,  March  28,  1894. 

Mr.  Theodore  Moss,  Secretary  Board  of  Electrical  Control  : 

Dear  Sir  : — The  Board  of  Police  have  directed  me  to  say,  in  acknowledgement  of 
the  receipt  of  your  communication  of  the  ist  instant,  enclosing  list  of  streets  about  to 
be  repaired  by  the  Department  of  Public  Works,  and  requesting  such  information  as 
will  enable  the  Board  of  Electrical  Control  to  order  such  subways  as  may  be  required 
by  the  Police  Department,  in  the  streets  named  and  in  any  other  street  where  Police 
wires  and  poles  are  overhead,  and  where  construction  of  subways  are  desired,  that  for 
the  present  needs  of  the  Department,  subway  accommodations  will  not  be  required  in 
any  of  the  streets  named  in  such  communication ; but  to  obviate  the  necessity  of  erect- 
ing aerial  lines  on  Columbus  avenue,  to  enable  the  Department  to  connect  its  under- 
ground circuits  with  the  Police  Station  house  for  the  Twenty-sixth  Precinct  (No.  134 
West  One  Hundredth  street),  it  is  necessary  that  subways  should  be  immediately  con- 
structed, and  at  a meeting  of  the  Board  of  Police  held  this  day  the  following  resolution 
was  adopted : 

Resolved,  That  application  be  and  is  hereby  respectfully  made  to  the  Board  of  Elec- 
trical Control  and  to  the  Empire  City  Subway  Company,  for  the  construction  of  a sub- 
way connecting  the  Columbus  avenue  and  Seventh  avenue  subways,  as  follows : Colum- 
bus avenue,  from  Eighty-sixth  street  to  One  Hundred  and  Tenth  street,  thence  easterly 
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through  One  Hundred  and  Tenth  street  to  Seventh  avenue,  to  enable  this  Department 
to  connect  its  underground  circuits  with  the  Station-house,  No.  134  West  One  Hun- 
dredth street.  Very  respectfully, 

WM.  H.  KIPP,  Chief  Clerk. 

Police  Department  of  the  City  of  New  York, 

No.  300  Mulberry  Street, 

New  York,  March  28,  1894. 

To  the  Honorable  Board  of  Electrical  Control: 

Gentlemen  : — By  direction  of  the  Board  of  Police,  I transmit  herewith  copy  of  the 
report  of  the  Superintendent  of  Police  Telegraph  regarding  Police  ivires  crossing 
Broadway,  between  Houston  and  Bleecker  streets,  etc. 

Very  respectfully, 

WM.  H.  KIPP,  Chief  Clerk. 

Police  Department  of  the  City  of  New  York, 

Office  of  Superintendent  of  Telegraph, 

No.  300  Mulberry  Street, 

New  York,  March  24,  1894. 

Hon.  John  C.  Sheehan,  Chairman,  Committee  on  Repairs  and  Supplies,  Board  of 
Police : 

Sir  : — I respectfully  report  that  the  work  of  transferring  the  Police  wires  crossing 
Broadway,  between  Houston  and  Bleecker  streets,  from  the  house  tops  to  the  subways, 
is  completed,  also  that  the  Police  wires  have  been  transferred  from  the  line  of  poles  on 
First  avenue,  between  Houston  and  Fifth  streets  to  the  house  tops,  and  would  request 
that  the  Board  of  Electrical  Control  be  notified  of  the  same. 

Very  respectfully, 

M.  R.  BRENNAN,  Superintendent  of  Telegraph. 

The  Board  considered  these  communications,  and  in  connection  therewith  adopted 
the  following  resolutions,  moved  by  his  Honor  the  Mayor : 

Resolved,  That  the  application  of  the  Police  Department  for  permission  to  construct 
a subsidiary  conduit  from  the  subway  manhole  at  corner  of  Spring  and  Macdougal 
streets,  northerly  through  Macdougal  street  to  the  new  station-house  for  the  Eighth 
Police  Precinct,  Nos.  24  and  26  Macdougal  street,  be  and  is  hereby  granted. 

Resolved,  That  the  Secretary  be  directed  to  send  a copy  of  the  communication  of 
the  Police  Department,  dated  March  28,  to  the  Empire  City  Subway  Company  (Lim- 
ited), to  notify  them  of  the  requirements  of  the  Police  Department  for  subway  space 
in  the  streets  mentioned. 
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Superintendent  J.  Elliot  Smith  stated  that  the  Fire  Department  desired  subway 
accommodations  in  Columbus  avenue,  from  Eighty-sixth  to  One  Hundredth  street. 

President  Cutler,  of  the  Empire  City  Subway  Company,  stated  that  he  thought  there 
would  be  an  application  for  a subway  in  the  locality  mentioned  by  Mr.  Smith. 

The  matter  was  laid  over  pending  the  receipt  of  a communication  from  the  Em- 
pire City  Subway  Company. 

The  Board  directed  the  following  communication  from  the  Postal  Telegraph-Cable 
Company  to  be  filed  and  spread  on  the  minutes : 

Office  OF  General  Superintendent, 

Eastern  Division,  No.  253  Broadway, 

New  York,  March  31,  1894. 

To  the  Honorable  Board  of  Electrical  Control,  No.  1264  Broadway,  City: 

Gentlemen  Replying  to  your  letter  of  March  i,  enclosing  a list  of  the  streets 
which  are  about  to  be  repaved,  etc.,  I beg  to  say  that  we  do  not  require  any  subway 
facilities  in  any  of  them  at  present.  We  will  no  doubt  need  another  duct  in  West 
Broadway,  between  Chambers  and  Canal  streets,  in  the  future,  but,  as  there  are  several 
spare  ducts  at  that  point,  we  do  not  wish  to  make  formal  application  for  one  just  now. 

Yours  respectfully, 

J.  K.  EMERICK,  General  Superintendent. 

The  following  communications  were  read,  and  ordered  to  be  filed  and  spread  on  the 
minutes : . 

Schwartz,  Dupee  & Co., 

Stocks,  Grain  and  Provisions, 

No.  56  New  Street, 

New  York,  March  30,  1894. 

Board  of  Electrical  Control : 

Gentlemen  : — In  regard  to  the  reported  action  of  your  Board,  ordering  the  de- 
struction of  all  wires  strung  across  streets  in  the  Wall  Street  District,  we  would  re- 
spectfully ask  for  such  leniency  as  you  can  give  us  in  the  matter  of  several  wires  we 
have  connected  with  New  York  Stock  Exchange  firms,  so  that  we  can  make  arrange- 
ments to  comply  with  your  Board’s  regulations.  We  will  be  placed  in  the  position  of 
having  our  business  seriously  interfered  with,  and  will  be  put  to  great  expense  unless 
we  can  retain  the  wire  connections  above  referred  to  until  we  are  connected  by  wires 
that  are  authorized  by  your  Board.  Yours  truly, 

SCHWARTZ,  DUPEE  & CO. 


/ 
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Office  of  the  Board  of  Electrical  Control, 

No.  1264  Broadway, 

New  York,  March  31,  1894. 

Hon.  Thomas  F.  Gilroy,  Mayor: 

Sir; — Referring  to  the  enclosed  communication  of  Messrs.  Schwartz,  Dupee  & 
Co.,  I have  the  honor  to  report  that  these  wires  are  in  existence  without  any  authority, 
and  many  efforts  have  been  made  heretofore  to  secure  their  removal,  but  without  suc- 
cess. 

The  service  which  they  perform  can  be,  and  is,  in  fact,  performed,  for  other  parties, 
by  means  of  the  subways  occupied  by  properly  authorized  companies,  and  the  indis- 
criminate stringing  of  overhead  wires,  in  many  cases  recklessly  and  always  without  per- 
mission, constitutes  a danger  and  a nuisance. 

The  proper  regulation  of  the  electrical  service  in  the  city  would  be  practically  im- 
possible if  such  were  longer  tolerated.  Very  respectfully, 

THEODORE  MOSS,  Secretary. 

And,  on  motion  of  his  Honor  the  Mayor,  it  was  » 

Resolved,  That  the  action  of  the  Secretary  be  made  the  action  of  the  Board,  in  de- 
nying the  application  of  Schwartz,  Dupee  & Co.,  and  that  a copy  of  the  letter  be  sent 
to  Schwartz,  Dupee  & Co. 

I 

The  following  resolution  was  moved  by  his  Honor  the  Mayor  and  unanimously 
adopted : 

Resolved,  That  the  time  for  making  applications  for  subway  accommodations,  as 
requested  by  the  thirty  days’  notice,  under  date  of  March  i,  be  extended  until  April  10, 
and  that  a copy  of  this  resolution  be  sent  to  the  several  companies. 

The  Board  hereupon  adjourned  to  April  10,  1894,  at  ii  o’clock  A.  M. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Tuesday,  April  10,  1894,  at  ii  o’clock  A.  M. 

Present:  Mayor  Thomas  F.  Gilroy,  President;  Commissioners  Jacob  Hess,  Theo- 
dore Moss,  Walton  Storm. 

The  minutes  of  thd*  last  meeting  were  read  and  approved. 

The  Engineer  submitted  the  following  report  and  accompanying  applications : 

Office  of  the  Board  of  Electrical  Control, 

No.  1264  Broadway, 

New  York,  April  10,  1894. 

To  the  Honorable  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  :— In  response  to  the  resolution  passed  at  the  last  meeting,  and  sent 
to  all  the  electric  companies  operating  in  the  City  of  New  York,  extending  the  time 
for  them  to  make  application  for  subway  work  in  the  coming  season,  I have  received 
the  following  communications,  which  are  herewith  submitted : 

United  Electric-light  and  Power  Company  (dated  April  2). 

New  York  Heat,  Light  and  Power  Company  (dated  April  4). 

Postal  Telegraph-Cable  Company  (dated  April  4). 

Mount  Morris  Electric-light  Company.  ■ ■ ' ' 

Metropolitan  Telephone  and  Telegraph  Company  (dated  April  5).  ' 

Edison  Electric  Illuminating  Company  of  New  York  (dated  April  3 and  5). 

Many  of  the  applications  of  these  various  companies  request  subways  to  be  con- 
structed in  streets  that  have  been  recently  paved  (the  new  paving,  including  1890  and 
since),  where  the  Board  frequently  gave  notice  before  said  paving  was  begun  to  these 
various  companies  that,  after  the  completion  of  this  paving,  they  would  not  be  allowed 
to  disturb  the  new  paving  unless  for  very  urgent  requirements.  I,  therefore,  have  sep- 
arated the  requests  above  enumerated  into  two  classes ; those  including  streets  where 
there  has  been  no  new  paving  since  1890,  and  those  in  streets  that  have  been  paved, 
and  have  recommended  that  the  Board  authorize  the  construction  of  subways  in  the 
streets  where  the  old  paving  remains,  and  submit  for  the  consideration  of  the  Board 
the  applications  in  streets  where  the  new  paving  exists,  in  order  that,  if  possible,  the 
various  companies  may  show  good  reason  why  they  should  be  allowed  to  disturb  the 
new  paving. 

I have  to  recommend  under  the  above  schedule  the  construction  of  a subway,  as  re- 
quested : 

For  the  United  Electric-Light  and  Power  Company. 

In  Fourteenth  street,  from  First  avenue  to  Avenue  B. 

In  Grand  street,  from  Goerck  street  to  east  side  of  East  street. 

In  Astor  place,  from  Third  avenue  to  Broadway. 

In  First  avenue,  from  Houston  to  Twenty-ninth  street. 

In  Avenue  A,  from  Houston  to  Seventh  street. 

In  Nassau  street,  from  Fulton  street  to  Maiden  Lane. 
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For  the  New  York  Heat,  Light  and  Power  Company. 

In  Water  street,  from  Fulton  to  Dover  street. 

In  Nassau  street,  from  Spruce  to  Liberty  street. 

In  Maiden  Lane,  from  Broadway  to  Pearl  street. 

In  Liberty  street,  from  William  street-to  Maiden  Lane. 

In  Ann  street,  from  Broadway  to  Nassau  street. 

In  Theatre  Alley,  from  Ann  to  Beekman  street. 

In  Beekman  street,  from  Nassau  street  to  Park  Row. 

In  Frankfort  street,  from  Pearl  to  Gold  street. 

In  Gold  street,  from  Frankfort  to  Spruce  street. 

In  Pearl  street,  from  Frankfort  to  Dover  street. 

In  Dover  street,  from  Pearl  to  Water  street. 

In  Dey  street,  from  Broadway  to  Church  street. 

For  the  Mount  Morris  Electric-Light  Company. 

In  Broome  street,  from  Woostej  street  to  South  Fifth  avenue. 

In  Pearl  street,  from  Whitehall  street  to  Hanover  square. 

In  Christopher  street,  from  Greenwich  to  West  street. 

For  the  Postal  Telegraph  Cable  Company. 

In  Front  street,  from  Fletcher  to  Gouverneur  slip. 

For  the  Edison  Electric  Illuniinating  Company  of  New  York. 

In  Nineteenth  street,  from  Broadway  to  Fourth  avenue. 

In  Nassau  street,  from  Maiden  lane  to  Beekman  street. 

For  the  Metropolitan  Telephone  and  Telegraph  Company. 

In  Thirty-second  street,  from  Second  to  Third  avenue,  and  from  Second  to  First 
avenue. 

In  Madison  avenue,  east  side,  from  Sixty-sixth  to  Seventy-first  street. 

In  Manhattan  street,  from  Amsterdam  to  Twelfth  avenue. 

In  Ninetieth  street,  from  Columbus  avenue  to  Boulevard. 

In  Columbus  avenue,  from  Eighty-sixth  to  One  Hundredth  stieet. 

In  Sixty-ninth  street,  from  Columbus  to  West  End  avenue. 

In  Seventy-fifth  street,  from  Columbus  to  West  End  avenue. 

In  Seventy-seventh  street,  from  Columbus  to  West  End  avenue. 

In  Eighty-sixth  street,  from  Columbus  to  West  End  avenue. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 

The  United  Electric-light  and  Power  Company, 
Nassau  and  Beekman  Streets, 

^ New  York,  April  2,  1894. 

Hon.  Theodore  Moss,  Segretary,  the  Board  of  Electrical  Control,  No.  1266  Broadway, 
City ; 

Dear  Sir:— In  response  to  your  favor  of  the  ist  ultimo,  advising  us  of  streets  to 
be  repaved  during  the  coming  season,  and  requesting  that  we  adyise  you  as  to  what  sub- 
ways we  require  in  such  streets,  we  beg  to  report  as  follows : 
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Fourteenth  street,  from  First  avenue  to  Avenue  B. 

First  avenue,  from  Tvrenty-ninth  to  Houston  street. 

Houston  street,  from  First  avenue  to  Avenue  B. 

Avenue  A,  from  Houston  to  Seventh  street. 

Second  avenue,  from  Houston  to  Fourteenth  street. 

Grand  street,  from  Goerck  street  to  east  side  East  street. 

Nassau  street,  from  Fulton  street  to  Maiden  Lane. 

Astor  place,  from  Third  avenue  to  Broadway. 

Very  truly  yours, 

C.  H.  JACKSON,  President. 

The  New  York  Heat,  Light  and  Power  Company, 
Office  Nos.  33  to  43  Gold  Street, 

New  York,  April  4,  1894. 

To  the  Honorable  Board  of  Electrical  Control,  Hon.  Theodore  Moss,  Secretary: 

Dear  Sir:- — Replying  to  your  notice  of  3d  inst.  covering  resolution  passed  by  your 
Board,  on  applications  for  subways  for  the  coming  season,  we  beg  to  say  that  we  will 
need  the  construction  of  ducts  for  our  use  in  the  following  streets,  in  which  there  are 
now  no  ducts  which  can  be  as^signed  to  us.  The  following  is  in  addition  to  those  ap- 
plied .for  under  ours  of  22d  March,  viz. : 

Water  street,  from  Fulton  to  Dover  street,  one  3-inch  duct. 

Dover  street,  from  Water  to  Pearl  street,  one  3-inch  duct. 

Pearl  street,  from  Dover  to  Frankfort  street,  one  3-inch  duct. 

Frankfort  street,  from  Pearl  to  Gold  street,  one  3-inch  duct. 

Gold  street,  from  Frankfort  to  Spruce  street,  one  3-inch  duct. 

Beekman  street,  from  Park  Row  to  Nassau  street,  one  3-inch  duct. 

Fulton  street,  from  Broadway  to  Pearl  street,  one  3-inch  duct. 

Nassau  street,  from  Maiden  Lane  to  Liberty  street,  one  3-inch  duct. 

William  street,  from  Maiden  Lane  to  Liberty  street,  one  3-inch  duct. 

Maiden  Lane,  from  Broadway  to  Pearl  street,  one  3-inch  duct. 

Liberty  street,  from  William  street  to  Maiden  Lane,  one  3-inch  duct. 

Ann  street,  from  Broadway  to  Nassau  street,  one  3-inch  duct.' 

Theatre  alley,  from  Ann  to  Beekman  street,  one  3-inch  duct. 

Trusting  the  above  will  meet  with  your  favorable  consideration  and  approval. 

We  remain,  gentlemen,  very  truly  }murs, 

THE  NEW  YORK  HEAT,  LIGHT  AND  POWER  COMPANY, 

C.  L.  HEINS,  Treasurer. 

Postal  Telegraph  Cable  Company, 

Office  of  General  Superintendent,  No.  253  Broadway, 

New  York,  April  4,  1894. 

To  the  Honorable  Board  of  Electrical  Control,  No.  1264  Broadway,  New  York  City: 

Gentlemen  : — Replying  further  to  your  circular  letter  of  March  i,  I beg  to  say  that 
the  Postal  Company  has  made  application  to  the  Empire  City  Subway  Company  (Lim- 
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ited)  for  space  in  subway,  from  Broadway  and  Dey  street,  through  John  and  Front 
streets,  to  the  south  side  of  Wall  street,  and  that  this  involves  the  construction  of  a 
subway  in  Front  street,  from  Pine  to  Wall  street,  270  feet. 

Yours  respectfully, 

POSTAL  TELEGRAPH  CABLE  COMPANY, 

By  J.  H.  EMERICK,  General  Superintendent. 

The  Mount  Morris  Electric-light  Company, 

April  4,  1894. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control,  Hon.  Theo. 
Moss,  Secretary,  No.  1262  Broadway,  New  York  City: 

Dear  Sir: — We  beg  to  submit  herewith,  for  your  approval  and  authorization,  a 
statement  of  these  extensions  of  subway  facilities,  for  the  construction  of  which  in  the 
usual  manner  for  a distributing  system  this  is  our  application,  and  for  which  we  ask 
your  favorable  consideration : 

Broome  street,  from  Wooster  street  to  South  Eifth  avenue,  one  duct,  north  side. 
Pearl  street,  from  Whitehall  street  to  Hanover  square,  one  duct,.- south  side. 
Eranklin  street,  from  West  Broadway  to  Greenwich  ^street,  one  duct,  for  north  and 
south  sides. 

Broadway,  from  Bleecker  to  Fourteenth  street,  one  duct,  east  side. 

Eighth  avenue,  from  Thirteenth  to  Fourteenth  street,  one  duct,  west  side. 

Reade  street,  from  Hudson  to  Washington  street,  one  duct,  south  side. 
Christopher  street,  from  Greenwich  to'  West  street,  one  duct,  south  side. 

Carmine  street,  from  Bleecker  street  to  Minetta  Lane,  one  duct,  south  side. 

Sixth  avenue,  from  Minetta  Lane  to  West  Third  street,  one  duct,  east  side. 

West  Third  street,  from  Sixth  avenue  to  South  Fifth  avenue,  one  duct,  south  side. 

p.  S.— Duct  to  be  built  on  Franklin  street  is  to  be  built  on  the  south  side  of  the 
street,  from  West  Broadway  to  Varick  street,  crossing  Franklin  street  to  the  northwest 
corner  of  Varick  street,  then  on  north  side  of  Franklin  to  Greenwich  street. 

Yours  respectfully, 

THE  MOUNT  MORRIS  ELECTRIC-LIGHT  COMPANY, 

EDWARD  MAY,  President. 

• General  Office  of 

The  Metropolitan  Telephone  and  Telegraph  Company, 

No.  18  CORTLANDT  STREET, 

New  York,  April  5,  1894. 

The  Board  of  Electrical  Control,  Hon.  Theo.  Moss,  Secretary,  No.  1264  Broadway, 
New  York  City: 

Dear  Sir: — Responding  to  your  favor  of  the  3d  inst.,  we  beg  to  make  application 
for  the  construction  of  subways  as  follows : 
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Columbus  avenue,  from  Eighty-sixth  to  Ninety-sixth  street,  eight  3-inch  trunk 
ducts. 

Columbus  avenue,  from  Ninety-sixth  to  One  Hundredth  street,  six  3-inch  trunk 
ducts. 

Sixty-ninth  street,  from  Columbus  to  West  End  avenue,  one  3-inch  distributing 
duct. 

Seventy-second  street,  from  Central  Park,  West,  to  West  End  avenue,  one  3-inch 
distributing  duct. 

Seventy-fifth  street,  from  Columbus  to  West  End  avenue,  one  3-inch  distributing 
duct. 

Seventy-seventh  street,  from  Columbus  to  West  End  avenue,  one  3-inch  distributing 
duct. 

Eighty-sixth  street,  from  Columbus  to  West  End  avenue,  one  3-inch  distributing 
duct. 

Ninetieth  street,  from  Columbus  to  West  End  avenue,  one  3-inch  distributing  duct. 

Hudson  street,  from  Spring  to  Christopher  street,  six  3-inch  trunk  ducts. 

Thirty-second  street,  from  Third  to  Second  avenue,  six  3-inch  trunk  ducts. 

Thirty-second  street,  from  Second  to  First  avenue,  two  3-inch  trunk  ducts. 

Madison  avenue  (east  side),  from  Sixty-sixth  to  Seventy-first  street,  one  3-inch 
distributing  duct. 

Sixty-fifth  street,  from  Madison  to  Fifth  avenue,  one  3-inch  distributing  duct. 

Sixty-seventh  street,  from  Madison  to  Fifth  avenue,  one  3-inch  distributing  duct. 

Sixty-ninth  street,  from  Madison  to  Fifth  avenue,  one  3-inch  distributing  duct. 

Amsterdam  avenue,  from  One  Hundred  and  Twenty-fourth  to  Manhattan  street, 
ten  3-inch  trunk  ducts. 

Manhattan  street,  from  Amsterdam  to  Twelfth  avenue,  one  3-inch  distributing 
duct. 

Yours  truly, 

UNION  N.  BETHELL,  Acting  General  Manager. 

FORM  OF  APPLICATION  TO  BOARD  OF  ELECTRICAL  CONTROL  FOR 

CONSTRUCTION  OF  SUBWAYS. 

The  Edison  Electric  Illuminating  Company,  of  New  York,  by  this  application,  re- 
spectfully shows  that  it  is  a corporation  duly  organized  under  the  Laws  of  the  State 
■of  New  York,  having  lawful  power  to  manufacture,  use  and  supply  electricity,  and  to 
operate  electrical  conductors  in  the  streets,  avenues  and  highways  of  the  City  of  New 
York  hereinafter  mentioned. 

That  said  company  requires  for  the  accommodation  of  its  electrical  conductors  in 
said  streets,  avenues  and  highways,  spaces  in  the  electrical  subways  as  follows : 

From  East  intersection  of  New  Bowery  and  New  Chambers  street,  running  east 
400  feet,  to  Nos.  18-20  Oak  street. 

The  said  company  further  shows  that  there  are  at  present  no  spaces  in  subways 
in  said  streets,  avenues  and  highways,  available  for  such  accommodation  of  electrical 
conductors  of  said  company. 

The  said  company  therefore  requests  that  a sufficient  construction  of  subways  be 
made  in  said  streets,  avenues  and  highways  for  the  accommodation  of  its  electrical  con- 
ductors, in  accordance  with  the  above  statement  of  its  requirements. 

The  said  company  agrees  to  comply  with  all  the  rules  and  regulations  of  the  Board 
of  Electrical  Control  in  and  for  the  City  of  New  York  governing  the  occupancy  of  the 
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subways,  and  to  furnish  security  for  the  occupation  of  the  subways  which  shall  be 
constructed  at  its  request,  and  the  payments  of  the  established  rental  therefor  as  re- 
quired by  the  provisions  of  Chapter  263  of  the  Laws  of  1892. 

THE  EDISON  ELECTRIC  ILLUMINATING  COMPANY  OF  NEW  YORK, 

R.  R.  BOWKER,  First  Vice-President. 

New  York,  April  5,  1894.  ^ 

FORM  OF  APPLICATION  TO  BOARD  OF  ELECTRICAL  CONTROL  FOR 

CONSTRUCTION  OF-  SUBWAYS. 

The  Edison  Electric  Illuminating  Company,  of  New  York,  by  this  application  re- 
spectfully shows  that  it  is  a corporation  duly  organized  under  the  Laws  of  the  State 
of  New  York,  having  lawful  power  to  manufacture,  use  and  supply  electricity,  and  to 
operate  electrical  conductors  in  the  streets,  avenues  and  highways  of  the  City  of  New 
York  hereinafter  mentioned. 

That  said  company  requires,  for  the  accommodation  of  its  electrical  conductors  in 
said  streets,  avenues  and  highways,  spaces  for  the  electrical  subways,  as  follows ; 

From  east  side  of  Broadway,  running  east  260  feet  to  No.  38  East  Nineteenth 
street;  length, of  block  500  feet. 

The  said  company  further  shows  that  there  are  at  present  no  spaces  in  subways  in 
said  streets,  avenues  and  highways  available  for  such  accommodation  of  electrical  con- 
ductors of  said  company. 

The  said  company  therefore  requests  that  a sufficient  construction  of  subways  be 
made  in  said  streets,  avenues  and  highways  for  the  accommodation  of  its  electrical  con- 
ductors, in  accordance  with  the  above  statement  of  its  requirements. 

The  said  company  agrees  to  comply  with  all  the  rules  and  regulations  of  the  Board 
of  Electrical  Control  in  and  for  the  City  of  New  York  governing  the  occupancy  of  the 
subways,  and  to  furnish  security  for  the  occupation  of  the  subways  which  shall  be 
constructed  at  its  request,  and  the  payment  of  the  established  rentals  therefor,  as  re- 
quired by  the  provisions  of  Chapter  263  of  the  Laws  of  1892. 

THE  EDISON  ELECTRIC  ILLUMINATING  COMPANY  OF  NEW  YORK, 

By  R.  R.  BOWKER,  First  Vice-President. 

New  York,  April  5,  1894. 

FORM  OF  APPLICATION  TO  BOARD  OF  ELECTRICAL  CONTROL  FOR 

CONSTRUCTION  OF  SUBWAYS. 

The  Edison  Electric  Illuminating  Company,  of  New  York,  by  this  its  application  re- 
spectfully shows  that  it  is  a corporation  duly  organized  under  the  Laws  of  the  State 
of  New  York,  having  lawful  power  to  manufacture,  use  and  supply  electricity,  and  to 
operate  electrical  conductors  in  the  streets,  avenues  and  highways  of  the  City  of  New 
York  hereinafter  mentioned. 

That  said  company  requires  for  the  accommodation  of  its  electrical  conductors  in 
said  streets,  avenues  and  highways,  spaces  in  the  electrical  subways  as  follows : 

Nassau  street,  east  side,  from  south  side  of  Maiden  Lane  to  south  side  of  Beek- 
man  street. 

The  said  company  further  shows  that  there  are  at  present  no  spaces  in  subways 
in  said  streets,  avenues  and  highways  available  for  such  accommodation  of  electrical 
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conductors  of  said  company,  except  its  old  “two  wire”  tubing,  which  it  is  desired  to 
replace. 

The  said  company  therefore  requests  that  a sufficient  construction  of  subways  be 
made  in  said  streets,  avenues  and  highways  for  the  accommodation  of  its  electrical 
conductors  in  accordance  with  the  above  statement  of  its  requirements. 

The  said  company  agrees  to  comply  with  all  the  rules  and  regulations  of  the  Board 
of  Electrical  Control  in  and  for  the  City  of  New  York  governing  the  occupancy  of  the 
subways,  and  to  furnish  security  for  the  occupation  of  the  subways  which  shall  be  con- 
structed at  its  request,  and  the  payment  of  the  established  rentals  therefor  as  required 
by  the  provision  of  Chapter  263  of  the  Laws  of  1892. 

THE  EDISON  ELECTRIC  ILLUMINATING  COMPANY  OE  NEW  YORK, 

By  R.  R.  BOWKER,  First  Vice-President. 

New  York,  April  10,  1894. 

The- United  Electric-light  and  Power  Company, 
Nassau  and  Beekman  Streets, 

New  York,  April  9,  1894. 

Hon.  Theo.  Moss,  Secretary,  Board  of  Electrical  Corltrol,  No.  1266  Broadway,  New 
York : 

Dear  Sir: — We  wish  to  amend  our  communication  of  the  2d  instant,  as  to  sub- 
ways, to  read  “Nassau  street,  from  Fulton  street  to  south  side  of  Wall  street,  to  con- 
nect with  subways  in  Broad  street;”  and  to  add  “Subway  in  Fourth  street,  from  Sec- 
ond avenue  to  Avenue  B.” 

Very  truly  yours, 

THE  UNITED  ELECTRIC-LIGHT  AND  POWER  COMPANY, 

Per  WM.  H.  BROWNE,  General  Manager. 

• Postal  Telegraph -Cable  Company, 

Office  of  General  Superintendent,  No.  253  Broadway, 

New  York,  April  9,  1894. 

To  the  Honorable  Board  of  Electrical  Control,  No.  1264  Broadway,  New  York  City: 

Gentlemen  : — I am  informed  by  the  Empire  City  Subway  Company  (Limited)  that 
there  is  no  subway  on  Pearl  street,  between  Fletcher  street  and  Maiden  Lane.  I de- 
sire, therefore,  to  amend  the  application  of  the  Postal  Telegraph-Cable  Company,  dated 
April  4,  and  to  ask  for  facilities  on  Pearl  street,  between  Fletcher  street  and  Maiden 
Lane,  in  addition  to  the  facilities  applied  for  between  Pine  and  Wall  streets. 

Yours  respectfully, 

POSTAL  TELEGRAPH-CABLE  COMPANY, 


By  J.  H.  EMERICK,  General  Superintendent. 
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The  Board  considered  the  foregoing  report  and-  applications,  directed  them  to  be 
filed  and  spread  at  length  on  the  minutes,  and  adopted  the  following  resolutions : 

Resolved,  That  the  application  of  the  United  Electric  Light  and  Power  Company 
for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors, 
dated  April  2,  1894,  as  to  the  streets  named  in  the  following  resolution,  be  and  is 
hereby  granted,  and  as  to  the  other  streets,  be  and  is  hereby  laid  over. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation 
of  high-tension  electrical  conductors  in  the  following  localities : 

Fourteenth  street,  from  First  avenue  to  Avenue  B. 

First  avenue,  from  Houston  to  Twenty-ninth  street. 

Grand  street,  from  Goerck  to  east  side  of  East  street. 

Astor  place,  from  Third  avenue  to  Broadway. 

Avenue  A,  from  Houston  to  Seventh  street. 

Nassau  street,  from  Fulton  to  Maiden  Lane. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security  for 
the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892.  And  it  being  understood  that  none  of  the 
localities  above  named  are  streets  where  new  pavements  have  been  laid  since  1890. 

Resolved,  That  the  application  of  the  New  York  Heat,  Light  and  Power  Company 
for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors, 
dated  April  4,  1894,  as  to  the  streets  named  in  the  following  resolution,  be  and  is 
hereby  granted,  and  as  to  the  other  streets,  be  and  is  hereby  laid  over. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation 
of  high-tension  electrical  conductors  in  the  following  localities : 

Nassau  street,  from  Liberty  to  Spruce  street. 

Ann  street,  from  Broadway  to  Nassau  street. 

Theatre  alley,  from  Ann  to  Beekman  street. 

Beekman  street,  from  Nassau  street  to  Park  Row. 

Frankfort  street,  from  Pearl  to  Gold  street. 

Gold  street,  from  Frankfort  to  Spruce  street. 

Pearl  street,  from  Frankfort  to  Dover  street. 

Dover  street,  from  Pearl  to  Water  street. 

Water  street,  from  Fulton  to  Dover  street. 

Maiden  Lane,  from  Broadway  to  Pearl  street. 

Liberty  street,  from  William  street  to  Maiden  Lane.  . 

Dey  street,  from  Broadway  to  Church  street.  _ , 
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Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  applications  for  the  construction  of  said  subways  shall  have 
first  furnished  to  said  Consolidated  Telegraph  and  Klectrical  Subway  Company  security 
for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as 
provided  by  Chapter  263  of  the  Laws  of  1892.  And  it  being  understood  that  none  of 
the  localities  above  named  are  streets  where  new  pavements  have  been  laid  since  1890, 
except  Nassau  street,  which  will  soon  be  disturbed  by  the  East  River  Gas  Company  to 
lay  gas  pipe. 

Resolved,  That  the  application  of  the  Mount  Morris  Electric-light  Company  for 
the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors,  as  to 
the  streets  named  in  the  following  resolution,  be  and  is  hereby  granted,  and  as  to  the 
other  streets,  be  and  is  hereby  laid  over. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation 
of  high-tension  electrical  conductors  in  the  following  localities : 

Broome  street,  from  Wooster  street  to  South  Fifth  avenue. 

Pearl  street,  from  Whitehall  street  to  Hanover  square. 

Christopher  street,  from  Greenwich  to  West  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security  for 
the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as 
provided  by  Chapter  263  of  the  Laws  of  1892.  And  it  being  understood  that  none  of 
the  localities  above  named  are  streets  where  new  pavements  have  been  laid  since  1890. 

Resolved,  That  the  application  of  the  Postal  Telegraph-Cable  Company  for  the 
construction  of  subways  for  the  accommodation  of  its  electrical  conductors,  dated  April 
4,  1894,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company  be  and  is  hereby  authorized  and 
directed  to  construct  subways  for  the  accommodation  of  low-tension  electrical  con- 
ductors in  Front  street,  from  Fletcher  to  Gouverneur  slip ; provided,  however,  that 
this  resolution  shall  not  take  effect  until  the  corporations  and  individuals  making 
application  for  the  construction  of  said  subways  shall  have  first  furnished  to  said  Em 
pire  City  Subway  Company  security  for  the  occupation  of  said  subways  and  the  pay- 
ment of  rentals  therefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892. 
And  it  being  understood  that  none  of  the  localities  above  named  are  streets  where  new 
pavements  have  been  laid  since  1890. 

Resolved,  That  the  application  of.  the  Edison  Electric  Illuminating  Company,  of 
New  York,  for  the  construction  of  subways  for  the  accommodation  of  its  electrical  con- 
ductors, dated  April  3,  1894,  be  and  is  hereby  granted. 
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Resolved,  That  the  Empire  City  SubAvay  Company  be  and  it  is  hereby  authorized 
and  directed  to  construct  subways  for  the  accommodation  of  low-tension  electrical  con- 
ductors, in 

f 

Nineteenth  street,  from  Broadway  to  Fourth  avenue. 

Nassau  street,  from  Maiden  Lane  to  Beekman  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Empire  City  Subway  Company  security  for  the  occupation  of  said 
subways  and  the  payment  of  rentals  therefor  in  advance,  as  provided  by  Chapter  263 
of  the  Laws  of  1892.  And  it  being  understood  that  none  of  the  localities  above  named 
are  streets  where  new  pavements  have  been  laid  since  1890. 

Resolved,  That  the  application  of  the  Metropolitan  Telephone  and  Telegraph  Com- 
pany for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors, 
dated  April  5,  1894,  as  to  the  streets  named  in  the  resolution  following,  be  and  is  hereby 
granted,  and  as  to  the  other  streets,  be  and  is  hereby  laid  over. 

Resolved,  That  the  Empire  City  Subway  Company  be  and  it  is  hereby  authorized 
and  directed  to  construct  subways  for  the  accommodation  of  low-tension  electrical  con- 
ductors in  the  following  localities  : 

Nineteenth  street,  from  Columbus  avenue  to  Boulevard. 

Thirty-second  street,  from  First  to  Third  avenue. 

Madison  avenue,  from  Sixty-sixth  to  Seventy-first  street. 

Manhattan  street,  from  Amsterdam  to  Twelfth  avenue. 

Columbus  avenue,  from  Eighty-sixth  to  One  Hundredth  street; 

Sixty-ninth  street,  from  Columbus  to  West  End  avenue. 

Seventy-fifth  street,  from  Columbus  to  West  End  avenue. 

Seventy-seventh  street,  from  Columbus  to  West  End  avenue. 

' Eighty-sixth  street,  from  Columbus  to  West  End  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
ffirnished  to  said  Empire  City  Subway  Company  security  for  the  occupation  of  said 
subways  and  the  payment  of  rentals  therefor  in  advance,  as  provided  by  Chapter  263 
of  the  Laws  of  1892.  And  it  being  understood  that  none  of  the  localities  above  named 
are  streets  where  new  pavements  have  been  laid  since  1890. 

/ 

An  application  of  the  North  River  Electric-light  and  Power  Company,  dated 
April  9,  1894,  to  run  one  circuit  on  existing  poles,  on  Lincoln  avenue,  from  Southern 
Boulevard  to  One  Hundred  and  Thirty-eighth  street,  was  referred  to  the  Secretary  of 
the  Board,  with  power  to  grant  same,  if  necessary. 

The  following  application  of  the  Mercantile  Electric  Company  was  read; 
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No.  120  Broadway,  April  7,  1894. 

To  the  Honorable,  the  Board  of  Electrical  Control: 

Gentlemen  : — The  Mercantile  Electric  Company  would’  respectfully  ask  permis- 
sion or  authority  to  have  the  necessary  wires  for  the  proper  carrying  on  of  its  business 
placed  in  the  subways  in  this  city,  and  we  beg  to  hand  you  herewith  a certified  copy 
of  the  Act  of  Incorporation. 

Yours  respectfully, 

THE  MERCANTILE  ELECTRIC  COMPANY, 

By  LYMAN  RHOADES,  Director  and  Acting  Manager. 

On  motion  of  his  Honor  the  Mayor,  it  was 

Resolved,  That  the  application  of  the  Mercantile  Electric  Company,  for  the  pur- 
pose of  placing  wires  in  the  subways  for  the  carrying  on  of  its  business,  be  referred  to 
the  Corporation  Counsel. 

The  Secretary  submitted  the  following  report,  which  was  directed  to  be  filed  and 
spread  at  length  on  the  minutes : 

New  York,  April  10,  1894. 

To  the  Board  of  Electrical  Control: 

Dear  Sirs  : — I beg  to  submit  the  following  report  of  the  private  wires,  and  all 
other  wires,  that  have  been  removed  during  the  past  week  or  so.  You  will  see  from  the 
attached  diagram  the  way  the  wires  were  cut  across  New  street,  Broad  street.  Wall 
street  and  Exchange  place.  In  all,  there  have  been  removed  about  500  private  wires 
that  crossed  streets  at  these  points  without  permits. 

Very  respectfully, 

T.  MOSS,  Secretary. 

The  following  communication  from  the  Fire  Department,  with  accompanying  list, 
was  referred  to  the  Engineer  for  examination  and  report : 

. Headquarters  Fire  Department, 

Nos.  157  and  159  East  Sixty-seventh  Street, 

• ^ New  York,  April  9,  1894. 

The  Honorable  Board  of  Electrical  Control : 

Gentlemen  : — I have  the  honor  to  forward  herewith  the  enclosed  list  of  streets 
wherein  subway  facilities  will  be  required  in  addition  to  the  list  (where  new  pavement 
is  required)  transmitted  to  you  on  the  15th  ultimo,  to  enable  this  Department  to 
remove  the  remainder  of  its  poles  and  overhead  lines  in  that  portion  of  the  city  south , 
of  One  Hundred  and  Twenty-fifth  street. 

Very  respectfully, 

ANTH.  EICKHOFF,  Acting  President. 
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SUBWAYS  REQUIRED  IN  STREETS  OTHER  THAN  THOSE  TO  BE  RE 
PAVED,  TO  FORM  CONNECTIONS  WITH  OTHER  SUBWAYS 
AND  FIRE-ALARM  STATIONS. 

South  of  Houston  Street,  River  to  River. 

Oak  street,  from  Catharine  to  James  street. 

Market  street,  from  Division  street  to  East  Broadway. 

Market  street,  from  Madison  to  Monroe  street. 

Market  street,  from  Water  to  South  street. 

East  Broadway,  from  Market  street  to  Engine  Company  9 (No.  55). 

Pike  street,  from  Cherry  to  Water  street. 

Jefferson  street,  from  Monroe  to  Cherry  street. 

Clinton  street,  from  Division  to  Henry  street. 

Norfolk  street,  from  Grand  to  Hester  street. 

Suffolk  street,  from  Stanton  to  Rivington  street. 

Montgomery  street,  from  Front  to  South  street. 

Gouverneur  street,  from  Grand  to  Monroe  street. 

Henry  street,  from  Gouverneur  street  to  No.  269  (Engine  Company  15). 

Madison  street,  from  Gouverneur  to  Scammel  street. 

Monroe  street,  from  Rutgers  to  Gouverneur  street. 

Front  street,  from  Clinton  to  Montgomery  street. 

Jackson  street,  from  Monroe  to  Water  street. 

Delaney  Slip,  from  East  to  Tompkins  street. 

Attorney  street,  from  Broome  to  Delaney  street. 

Attorney  street,  from  Rivington  to  Stanton  street. 

Rivington  street,  from  Attorney  to  Ridge  street. 

Columbia  street,  from  Broome  to  Delaney  street. 

Cannon  street,  from  Houston  to  Rivington  street. 

Canal  street,  from  Bowery  to  Elizabeth  street. 

Mott  street,  from  Grand  to  Hester  street. 

Macdougal  street,  from  Houston  to  Prince  street. 

Hudson  street,  from  Houston  to  Charlton  street. 

West  street,  from  Houston  to  Spring  street. 

Houston  to  Forty-second  Street,  East  of  Fifth  Avenue  and  South  Fifth  Avenue. 

Second  avenue,  from  Houston  to  Fourth  street. 

Second  avenue,  from  Seventh  to  Eighth  street. 

Second  avenue,  from  Fourteenth  to  Fifteenth  street. 

Second  avenue,  from  Twenty-second  to  Twenty-third  street. 

Second  avenue,  from  Twenty-seventh  to  Twenty-eighth  street. 

First  avenue,  from  Second  to  Forty-second  street. 

Avenue  A,  from  Second  to  Third  street. 

Avenue  A,  from  Seventh  to  Eighth  street.  ' 

Avenue  A,  from  Twenty-first  to  Twenty-fourth  street. 

Avenue  B,  from  Houston  to  Third  street. 

Avenue  B,  from  Sixth  to  Seventh  street. 

Avenue  B,  from  Twelfth  to  Fourteenth  street. 

Avenue  C,  from  Houston  to  Fifth  street. 

Arenue  C,  from  Seventh  to  Ninth  street. 

Avenue  C,  from  Twelfth  to  Eighteenth  street. 

Avenue  D,  from  Ninth  to  Thirteenth  street. 
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Lewis  street,  from  Eiglith  to  Ninth  street. 

Fifth  street,  from  First  to  Second  avenue. 

Fifth  street,  from  Lewis  street  to  Avenue  C. 

Ninth  street,  from  Lewis  street  to  Avenue  D. 

Sixteenth  street,  from  Avenue  C to  Avenue  D. 

Sixteenth  street,  from  First  avenue  to  Avenue  A. 

Eighteenth  street,  -from  Avenue  B to  Avenue  C. 

Twenty-sixth  street,  from  Second  avenue  to  Avenue  A. 

Twenty-ninth  street,  from  Second  to  Eirst  avenue. 

Thirty-third  street,  from  Second  to  First  avenue. 

% 

Forty-second  to  Sixty-eighth  Street,  East  of  Fifth  Avenue. 

First  avenue,  from  Forty-second  street  to  Sixty-eighth  street. 

Fifty-fifth  street,  from  First  avenue  to  Avenue  A. 

Sixty-fifth  street,  from  First  avenue  to  Avenue  A. 

Sixty-eighth  to  One  Hundred  and  Twenty-fifth  Street,  East  of  Fifth  Avenue. 

First  avenue,  from  Sixty-eighth  to  One  Hundred  and  Twenty-fifth  street. 
Seventy-fifth  street,  trom  First  avenue  to  Avenue  A. 

Eighty-first  street,  from  Fourth  to  Madison  avenue. 

Eighty-second  street,  from  First  avenue  to  Avenue  B. 

Eighty-eighth  street,  from  First  avenue  to  Avenue  A. 

Eighty-ninth  street,  from  Second  to  First  avenue. 

Ninety-second  street,  from  First  avenue  to  Avenue  A. 

Ninety-seventh  street,  from  Second  to  First  avenue. 

One  Hundred  and  Fourth  street,  from  Second  to  First  avenue. 

One  Hundred  and  Tenth  street,  from  Second  to  Pleasant  avenue. 

One  Hundred  and  Tenth  street,  from  Fourth  to  Seventh  avenue. 

One  Hundred  and  Eighteenth  street,  from  Second  to  First  avenue. 

One  Hundred  and  Twentieth  street,  from  First  avenue  to  river. 

One  Hundred  and  Twenty-second  street,  from  First  to  Pleasant  avenue. 

Pleasant  avenue,  from  One  Hundred  and  Eighteenth  to  One  Hundred  and  Twen- 
tieth street. 

Ninety-fourth  street,  from  Park  to  Fifth  avenue. 

One  Hundred  and  Fourth  street,  from  Park  to  Madison  avenue. 

One  Hundred  and  Eighth  street,  from  Park  to  Madison  avenue. 

One  Hundred  and  Fourteenth  street,  from  Park  to  Madison  avenue. 

One  Hundred  and  Eighteenth  street,  from  Park  to  Madison  avenue. 

One  Hundred  and  Sixteenth  street,  from  Park  to  Fifth  avenue. 

Madison  avenue,  from  One  Flundred  and  Twenty-fourth  to  One  Hundred  and 
Twenty-third  street. 

Houston  to  Fortyfsecond  street,  West  of  Fifth  Avenue  and  South  Fifth  Avenue. 

Thirteenth  avenue,  from  Thirteenth  to  Fourteenth  street. 

West  street,  from  Bloomfield  to  Houston  street. 

< 

Greenwich  street,  from  Tenth  to  Christopher  street. 

Hudson  street,  from  Fourteenth  to  Gansevoort  street. 

Eleventh  avenue,  from  Forty-second  to  Twenty-first  street. 

Tenth  avenue,  from  Thirteenth  to  Forty-second  street. 

Ninth  avenue,  from  Eighteenth  to  Twentieth  street. 

Seventh  avenue,  from  Fourteenth  to  Thirty-second  street. 
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West  Eleventh  street,  from  West  street  to  river. 

Gansevoort  street,  from  West  to  Washington  street. 

Hewitt  avenue,  from  Lawton  avenue  to  West  street  (West  Washington  Market). 
Twenty-sixth  street,  from  Eleventh  avenue  to  river. 

Twenty-eighth  street,  from  Ninth  to  Tenth  avenue. 

Thirty-first  street,  from  Ninth  to  Tenth  avenue. 

Thirty-first  street,  from  Eleventh  avenue  to  river. 

Fortieth  street,  from  Ninth  to  Tenth  avenue. 

Forty-second  to  Sixty-eighth  Street,  West  of  Fifth  Avenue. 

Eleventh  avenue,  from  Forty-second  to  Fifty-ninth  street. 

Tenth  avenue,  from  Forty-second  to  Sixty-second  street. 

Forty-third  street,  from  Eleventh  avenue  to  river. 

Forty-seventh  street,  from  Ninth  to  Tenth  avenue. 

Fifty-fifth  street,  from  Eighth  to  Ninth  avenue. 

Fifty-fifth  street,  from  Eleventh  avenue  to  river. 

Sixty-eighth  to  One  Hundred  and  Twenty-fifth  Street,  West  of  Fifth  Avenue. 

Boulevard,  from  One  Hundredth  to  One  Hundred  and  Thirteenth  street. 

Columbus  avenue,  from  Eighty-sixth  to  One  Hundred  and  Seventh  street. 

Eighth  avenue,  from  One  Hundred  and  Tenth  to  One  Hundred  and  Twenty-fifth 

set. 

^ Lenox  avenue,  from  One  Flundred  and  Tenth  to  One  Hundred  and  Fifteenth  street. 
Sixty-ninth  street,  from  Amsterdam  to  West  End  avenue. 

One  Hundred  and  Fourth  street,  from  Amsterdam  avenue  to  Boulevard. 

One  Hundred  and  Fifth  street,  from  Columbus  avenue  to  Central  Park,  West. 
One  Hundred  and  Eighth  street,  from.  Amsterdam  avenue  to  Boulevard. 

One  Hundred  and  Tenth  street,  from  Lenox  to  Fifth  avenue. 

One  Hundred  and  Thirteenth  street,  from  Amsterdam  avenue  to  Boulevard. 

One  Hundred  and  Fifteenth  street,  from  Seventh  to  Lenox  avenue. 

One  Hundred  and  Sixteenth  street,  from  Eighth  to  Columbus  avenue. 

One  Hundred  and  Nineteenth  street,  from  Eighth  to  Manhattan  avenue. 

One  Hundred  and  Twentieth  street,  from  Seventh  to  Lenox  avenue. 

To  Reach  Public  Schools  (Subsidiaries). 

Roosevelt  street,  from  Cherry  street  to  No.  85. 

Duane  street,  from  Centre  street  to  City  Hall  place  to  No.  36. 

Oliver  street,  from  Oak  street  to  No.  73  Oliver  street. 

Monroe  street,  from  Market  street  to  No.  70  Monroe  street. 

Ninety-third  street,  from  Boulevard  to  northwest  corner  Amsterdam  avenue. 

Allen  street,  frdm  Hester  street  to  No.  30  Allen  street. 

Monroe  street,  from  Gouverneur  street  to  No.  200  Monroe  street. 

King  street,  from  Varick  to  No.  29  King  street. 

Baxter  street,  from  Grand  street  to  No.  143  Baxter  .stieet. 

Norfolk  street,  from  Rivington  street  to  No.  25  Norfolk  street. 

Willett  street,  from  Broome  street  to  No.  108  Broome  street. 

Madison  street,  from  Scammel  to  No.  371  Madison  street. 

Cannon  street,  from  Broome  street  to  No.  28  Cannon  street. 

Mott  street,  from  Spring  street  to  No.  222  Mott  street. 

Chrystie  street,  from  Delancey  street  to  No.  160  Chrystie  street. 

Wooster  street,  from  Bleecker  street  to  No.  180  Wooster  street. 
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First  street,  from  Second  avenue  to  No.  38  First  street. 

Sheriff  street,  from  Stanton  sti'eet  to  northeast  corner. 

Tenth  street,  from  Greenwich  street  to  No.  274  West  Tenth  street. 

Hudson  street,  from  West  side  to  northeast  corner  Grove  street. 

Third  street,  from  Third  avenue  to  No.  15  Third  street. 

Fourth  street,  from  Avenue  C to  No.  269  Fourth  street. 

Horatio  street,  from  Hudson  street  to  No.  29  Horatio  street. 

Thirteenth  street,  from  Seventh  avenue  to  No.  208  Thirteenth  street. 

Fourteenth  street,  from  First  avenue  to  No.  344  East  Fourteenth  street. 

Eleventh  street,  from  Third  street  to  No.  206  East  Eleventh  street. 

Twelfth  street,  from  Avenue  B to  No.  536  East  Twelfth  street. 

Ninth  street,  from  Avenue  C to  No.  710  East  Ninth  street. 

Sixteenth  street,  from  First  avenue  to  No.  413  East  Sixteenth  street. 

Eighteenth  street,  from  Ninth  avenue  to  No.  351  West  Eighteenth  street. 

Twentieth  street,  from  Third  avenue  to  No.  211  East  Twentieth  street. 

Twentieth  street,  from  First  avenue  to  No.  322  East  Twentieth  street. 

Nineteenth  street,  from  First  avenue  to  No.  433  East  Nineteenth  street. 
Twenty-fourth  street,  from  Seventh  avenue  to  No.  225  West  Twenty-fourth  street. 
Twenty-second  street,  from  Lexington  avenue  to  New  York  College. 

Twenty-third  street,  from  Lexington  avenue  to  New  York  College. 

Twenty-third  street,  from  Second  avenue  to  No.  225  East  Twenty-third  street. 
Twenty-eighth  street,  from  Ninth  avenue  to  No.  418  West  Twenty-eighth  street. 
Thirty-seventh  street,  from  Tenth  avenue  to  No.  515  West  Thirty-seventh  street. 
Thirty-seventh  street,  from  Second  avenue  to  No.  237  East  Thirty-seventh  street. 
Forty-second  street,  from  Eighth  avenue  to  No.  252  West  Forty-second  street. 
Forty-first  street,  from  Seventh  avenue  to  No.  225  West  Forty-first  street. 
Forty-fourth  street,  from  Tenth  avenue  to  No.  523  West  Forty-fourth  street. 
Forty-seventh  street,  from  Eighth  avenue  to  No.  235  West  Forty-seventh  street. 
Forty-sixth  street,  from  Third  avenue  to  No.  209  East  Forty-sixth  street. 
Fifty-eighth  street,  from  Tenth  avenue  to  No.  462  West  Fifty-eighth  street. 
Fifty-seventh  street,  from  Second  avenue  to  No.  226  East  Fifty-seventh  street. 
Sixty-third  street,  from  Third  avenue  to  220  East  Sixty-third  street. 

Seventieth  street,  from  First  avenue  to  northwest  corner. 

Seventy-ninth  street,  from  Third  avenue  to  No.  207  East  Seventy-ninth  street. 
Eighty-seventh  street,  from  Fourth  avenue  to  No.  113  East  Eighty-seventh  street. 
Eighty-eighth  street,  from  Second  avenue  to  No.  234  East  Eighty-eighth  street. 

One  Llundred  and  'Fourth  street,  from  Boulevard  to  northeast  corner  Amsterdam 
avenue. 

Lexington  avenue,  from  One  Hundred  and  Fifth  street  north  100  feet. 
Ninty-ninth  street,  from  Third  to  Second  avenue. 

One  Hundred  and  Tenth  street,  from  Third  avenue  to  No.  216  East  One  Hundred 
and  Tenth  street. 

One  Hundred  and  Fifteenth  street,  from  Third  avenue  to  No.  176  East  One  Flun- 
dred  and  Fifteenth  street. 

One  Hundred  and  Twenty-fifth  street,  from  Second  avenue  to  No.  235  East  One 
Hundred  and  Twenty-fifth  street. 

Fiftieth  street,  from  Tenth  avenue  to  No.  430  West  Fiftieth  street. 
Seventy-seventh  street,  from  Boulevard  to  northeast  corner  Amsterdam 
avenue. 

One  Hundred  and  Twenty-fourth  street,  from  Eighth  avenue  to  No.  263  West 
One  Hundred  and  Twenty-fourth  street. 

Sixty-eighth  street,  from  east  side  of  Amsterdam  avenue  to  northwest  corner. 
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The  following  communications  from  the  Manhattan  Electric-light  Company, 
the  Postal  Telegraph-Cable  Company  and  the  Metropolitan  Telephone  and  Tele- 
graph Company,  giving  statistics  of  removals  of  poles  and  wires  during  the  month 
of  March, ^ were  read,  and  ordered  to  be  filed  and  spread  on  the  minutes: 

Manhattan  Electric  Light  Company  (Limited), 

Office  and  Station,  Eightieth  Street  and  East  End  Avenue, 

New  York,  April  4,  1894. 

Hon.  Theodore  Moss,  Secretary,  Board  of  Electrical  Control,  No.  1266  Broadway, 
City ; 

Dear  Sir: — We  beg  to  advise  you  that  during  the  month  of  March  this  company 
removed  overhead  wire  as  follows: 

On  Eightieth  street,  from  station  to  First  avenue 5,328  feet 

On  First  avenue.  Eightieth  to  Fifty-ninth  street 11,190 

On  First  avenue,  Eightieth  to  Forty-second  street 20,196 

Total  36,714  feet  =6.95  miles. 

MANHATTAN  ELECTRIC-LIGHT  COMPANY  (LIMITED), 

E.  A.  LESLIE,  Vice-President. 

P.  S. — In  our  next  communication  on  this  subject  we  hope  to  report  the 
removal  of  every  foot  of  overhead  wire  now  operated  by  this  company. 

L. 

Postal  Telegraph-Cable  Company, 

Office  of  Superintendent,  187  Broadway, 

New  York,  April  4,  1894. 

To  the  Board  of  Electrical  Control,  No.  1266  Broadway,  New  York: 

Gentlemen  : — During  the  month  of  March  we  removed  about  three  and  one-half 
miles  of  overhead  wire  between  Bowling  Green  and  Twenty-third  street  on 
Broadway  and  adjoining  streets. 

Very  respectfully, 

POSTAL  TELEGRAPH-CABLE  CO., 

E.  G.  COCHRANE,  Superintendent. 

General  Offices  of  The  Metropolitan  Telephone  and  Telegraph  Co., 

No.  18  CORTLANDT  STREET, 

New  York,  April  7,  1894. 

Board  of  Electrical  Control,  No.  1266  Broadway,  New  York,  N.  Y.,  Mr.  Theo.  Moss, 
Secretary : 

Dear  Sir  : — I beg  to  advise  you  that  this  company  has  removed  during  the  month 
of  March,  1894,  the  following  poles  and  wires: 
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On  Avenue  A,  between  Houston  and  Third  streets,  two  poles,  1%  miles  wire. 

On  Avenue  B,  between  Fifteenth  and  Nineteenth  streets,  three  poles,  i mile 
Avire. 

On  Avenue  B,  between  Sixteenth  and  Nineteenth  streets,  three  poles. 

On  Avenue  C,  between  Fifteenth  and  Sixteenth  streets,  i mile  wire. 

On  Avenue  D,  between  Tenth  and  Houston  streets,  eleven  poles,  5 miles 
wire. 

On  Avenue  D,  between  Thirteenth  and  Fifteenth  streets,  two  poles,  2 miles 
wire. 

On  Avenue  D,  southeast  corner  of  Fifteenth  street,  two  poles. 

Avenue  D and  Manhattan  street,  three  poles. 

On  Bleecker  street,  between  Bowery  and  Elizabeth  street,  one  pole,  V2  mile 
wire. 

On  Bowery,  corner  of  Chrystie  street,  i mile  wire. 

On  Catharine  street,  between  East  Broadway  and  Cherry  street,  seven  poles, 
V2  mile  wire. 

On  Chrystie  street,  between  Delancey  and  Houston  streets,  14  miles  wire. 

On  Chrystie  street,  corner  of  Delancey  street,  one  pole. 

On  Chrystie  street,  corner  of  Stanton  street,  one  pole. 

On  Delancey  street,  between  Mangin  and  Pitt  streets,  seven  poles. 

On  Delancey  street,  between  Chrystie  and  Tompkins  streets,  12  miles  wire. 

On  Division  street,  between  Hester  and  Gouverneur  streets,  two  poles,  4 
miles  wire. 

On  Elizabeth  street,  between  Bleecker  and  Bayard  streets,  one  pole,  2%  miles 
wire. 

On  Elizabeth  street,  corner  Bleecker  street,  one  pole,  V2  mile  wire. 

On  Elizabeth  street,  between  Bayard  and  Prince  streets,  six  poles. 

On  Elizabeth  street,  between  Bleecker  and  Houston  streets,  one  pole. 

On  Essex  street,  between  Houston  street  and  East  Broadway,  thirteen  poles, 
SV2  miles  wire. 

On  Forsyth  street,  between  Division  and  Canal  streets,  two  poles,  V2  mile 
wire. 

On  Gouverneur  street,  between  Division  and  Cherry  streets,  six  poles. 

On  Houston  street,  between  Avenue  D and  Tompkins  street,  4 miles  wire. 

On  Lewis  street,  between  Stanton  and  Eighth  streets,  one  pole,  % mile  wire. 

On  Madison  street,  between  Oliver  and  Rutgers  streets,  eight  poles,  5^4  miles 
wire. 

On  Mangin  street,  between  Delancey  and  Stanton  streets,  4 miles  wire. 

On  Orchard  street  and  First  avenue,  one  pole. 

On  Orchard  street  and  Second  avenue,  one  pole. 

On  Orchard  street,  between  Houston  and  Hester  streets,  ten  poles,  4 miles 
Avire. 

On  Pitt  street,  between  Grand  and  Delancey  streets,  three  poles,  5 miles 
wire. 

On  Rutgers  street,  between  Madison  street  and  East  Broadway,  one  pole,  1V2 
miles  wire. 

On  Stanton  street,  between  Tompkins  and  Lewis  streets,  i mile  wire. 

On  Tompkins  street,  between  Stanton  and  Delancey  streets,  V2  mile  wire. 

On  First  avenue,  between  Flouston  and  Third  streets,  one  pole,  5 miles  wire. 

On  First  avenue,  between  Thirteenth  and  Fourteenth  streets,  i mile  wire. 

On  First  avenue,  between  Thirteenth  and  Seventeenth  streets,  3 miles  wire. 
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On  First  avenue,  between  Seventeenth  and  Twentieth  streets,  4 miles  wire. 

On  First  avenue,  between  Eighty-second  and  Seventy-ninth  streets,  5 miles 
wire. 

On  First  avenue,  between  Eighty-second  and  Eighty-fifth  streets,  3 miles 
wire. 

On  First  avenue,  between  One  Hundred  and  Second  and  One  Hundred  and 
Sixth  streets,  one  pole,  5 miles  wire. 

On  First  avenue,  between  Ninety-second  and  One  Hundred  and  Second 
streets,  6 miles  wire. 

.On  Fourth  street,  between  West  Eleventh  and  Fourteenth  streets,  214  miles 
wire. 

On  Eighth  street,  between  Avenue  D and  Lewis  street,  three  poles,  V2  mile 
wire. 

On  Eleventh  street,  between  Fourth  and  West  streets,  5 miles  wire. 

On  Thirteenth  street,  between  Fourth  and  Tenth  avenue,  i mile  wire. 

On  Thirteenth  street,  between  Avenue  B and  Third  avenue,  2 miles  wire. 

On  Thirteenth  street,  between  Avenues  B and  D,  i mile  wire. 

On  Fifteenth  street,  between  Avenue  A and  Second  avenue,  four  p,oles,  2 miles 
wire. 

On  Fifteenth  street,  between  Avenues  B and  D,  five  poles,  2 miles  wire. 

On  Fifteenth  street,  between  Avenues  A and  B,  five  poles,  i mile  wire. 

On  Fifteenth  street  and  First  avenue,  four  poles. 

On  Eighteenth  street,  between  Avenues  A and  B,  i mile  wire. 

On  Nineteenth  street,  between  First  avenue  and  Avenue  A,  four  poles,  i mile 
wire. 

On  Nineteenth  street,  southeast  corner  First  avenue,  one  pole. 

On  Twenty-second  street,  between  First  avenue  and  East  River,  three  poles, 
2 miles  wire. 

On  Twenty-second  street,  between  First  and  Second  avenues,  two  poles,  i 
mile  wire. 

On  Forty-fourth  street,  between  First  and  Third  avenues,  6 miles  wire. 

On  One  Flundred  and  Sixth  street,  between  First  and  Third  avenues,  nine 
poles,  V2  mile  wire. 

Total,  142  poles  and  136  miles  of  wire. 

Yours  very  truly, 

E.  W.  CARRITT,  General  Superintendent. 

On  motion  of  his  Flonor,  the  Mayor,  it  was 

Resolved,  That  the  district  from  Fifty-ninth  street  to  Battery,  and  from  First 
avenue  to  Eleventh  avenue,  be  cleared  of  poles  and  overhead  wires  within  ninety 
days  from  this  date,  and  that  notice  to  this  effect  be  sent  to  all  electrical  com- 
panies owning  or  operating  conductors  in  said  district. 

Whereupon  the  Board  adjourned. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Mayor,  in  the  City  of  New  York,  on  Thursday,  June  7,  1894,  at  ii 
o’clock  A.  M. 

\ 

Present:  Mayor  Thomas  F.  Gilroy,  President;  Commissioners  Jacob  Hess, 
Theodore  Moss  and  Walton  Storm. 

The  minutes  of  the  last  meeting  were  read. 

On  motion  of  his  Honor  the  Mayor,  these  minutes  were  corrected  by  making 
the  resolution  at  the  end  thereof  to  read  as  follows; 

Resolved,  That  the  district  from  Fifty-ninth  street  to  Battery,  and  from  First 
avenue  to  Eleventh  avenue,  be  cleared  of  poles  within  ninety  days  from  this  date, 
and  that  notice  to  this  effect  be  sent  to  all  electrical  companies,  owning  or  operat- 
ing conductors  in  said  district,  it  being  understood  that  the  so-called  east  and 
west  side  Long-distance  Telephone  pole  lines  are  exempt  from  this  resolution. 

The  minutes,  as  amended,  were  approved. 

The  Engineer  submitted  the  following  report  and  accompanying  applications: 

New  York,  June  5,  1894. 

To  the  Flonorable,  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — Since  the  last  meeting  of  the  Board  I have  received  other  commu- 
nications from  the  different  electrical  companies  requesting  subwaj'-s  to  be  built 
in  various  streets,  which  I herewith  submit. 

Metropolitan  Telephone  and  Telegraph  Company  (May  10). 

United  Electric-light  and  Power  Company  (May  19,  June  s). 

Commercial  Cable  Company. 

Edison  Electric  Illuminating  Company  of  New  York  (April  18,  26,  May  3,  7, 
Junes). 

Thomson-Houston  Electric  Company  of  New  York  (May  8). 

In  these  applications  are  many  streets  that  have  been  paved  under  the  new 
appropriation  (since  1890),  so  I submit  them  for  the  Board’s  consideration,  and 
recommend  only  those  applications  for  streets  where  the  old  paving  remains,  or 
where  the  new  paving  is  the  asphalt  paving,  it  being  decided  by  the  Department 
of  Public  Works  that  it  is  possible  to  relay  the  asphalt  paving  satisfactorily. 

The  letter  of  the  Metropolitan  Telephone  and  Telegraph  Company  renews  the 
application  for  streets  that  were  not  recommended  in  my  last  report,  solely  for 
the  reason  that  they  were  streets  paved  under  the  new  appropriation,  and  gives 
reasons  why  the  Board  should  grant  its  request.  Under  certain  restrictions  that 
the  Board  may  see  fit  to  impose  in  regard  to  relaying  this  paving,  I would  recom- 
mend that  the  Board  grant  this  request,  with  similar  requests  from  other  com- 
panies that  are  equally  urgent,  in  streets  that  have  been  paved  with  asphalt,  in 
accordance  with  the  above. 
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I recommend  that  subways  be  ordered  built  as  follows: 

For  Metropolitan  Telephone  and  Telegraph  Company. 

Manhattan  street,  from  One  Hundred  and  Twenty-fourth  street  to  Amster- 
dam avenue. 

Sixty-fifth  street,  from  Madison  to  Fifth  avenue. 

Sixty-seventh  street,  from  Madison  to  Fifth  avenue. 

Sixty-ninth  street,  from  Madison  to  Fifth  avenue. 

Seventy-second  street,  from  Central  Park,  Wedt,  to  West  End  avenue. 
Ninetieth  street,  from  Columbus  to  West  End  avenue. 

For  United  Electric  Light  and  Power  Company. 

Nassau  street,  from  Maiden  Lane  to  south  side  of  Wall  street. 

Houston  street,  from  First  avenue  to  Ludlow  street. 

Second  avenue,  from  Houston  to  Fourteenth  street. 

Fourth  street,  from  Second  avenue  to  Avenue  B. 

East  side  of  Avenue  A,  from  Houston  to  Seventh  street. 

For  Edison  Electric  Illuminating  Company  of  New  York. 

Lexington  avenue,  from  northeast  corner  of  Lexington  avenue  and  Twenty- 
sixth  street,  south  325  feet. 

Twenty-fifth  street,  south  side,  from  west  side  of  Third  avenue  to  the  east 

side  of  Lexington  avenue. 

Warren  street,  from  Broadway  to  Church  street. 

West  Houston  street,  from  Sullivan  street  to  South  Fifth  avenue. 

For  Thomson-Houston  Electric  Company  of  New  York. 

Fourteenth  street,  from  First  avenue  to  Avenue  B. 

Thirty-fourth  street,  from  Third  avenue  to  First  avenue. 

First  avenue,  from  Houston  to  Twenty-third  street. 

Avenue  A,  from  Houston  to  Twenty-fourth  street. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 

The  Metropolitan  Telephone  and  Telegraph  Company, 

No.  18  CoRTLANDT  StREET, 

New  York,  May  10,  1894. 

Board  of  Electrical  Control,  Hon.  Theodore  Moss,  Secretary,  No.  1264  Broadway, 
New  York: 

Dear  Sir  : — We  beg  to  renew  our  request,  presented  at  the  meeting  of  j^our  Honor- 
able Board  on  April  10,  for  the  construction  of  subways  in  the  streets  named  in  a 
formal  application  herewith. 

We  desire  to  withdraw  the  request  for  a subway  on  Amsterdam  avenue,  and 
have  substituted  therefor  in  a formal  application  Manhattan  street,  from  One 
Hundred  and  Twenty-fourth  street  to  Amsterdam  avenue,  thus  avoiding  the  ne- 
cessity of  interfering  with  the  pavement  on  Amsterdam  avenue. 

The  subways  on  Sixty-fifth,  Sixty-seventh,  Sixty-ninth,  Seventy-second  and 
Ninetieth  streets  are  for  the  purpose  of  making  direct  connection  between  the 
subways  and  the  adjacent  buildings. 
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The  subway  on  Hudson  street  from  Spring  to  Christopher  street  is  desired  in 
order  to  avoid  the  necessity  for  unusually  long  overhead  lines  to  reach  available 
points  in  the  present  subway  system.  The  granting  of  this  application  will 
greatly  facilitate  the  work  of  improvement  involving  the  removal  of  poles  and 
overhead  lines  now  being  done  under  your  orders.  It  will  also  provide  employ- 
ment, directly  and  indirectly,  for  a considerable  number  of  men. 

Very  truly  yours, 

N.  N.  BETHEL'L,  General  Manager. 

The  Metropolitan  Telephone  and  Telegraph  Company  by  this  its  application 
respectfully  shows  that  it  is  a corporation  duly  organized  under  the  laws  of  the 
State  of  New  York,  having  lawful  power  to  manufacture,  use  and  supply  elec- 
tricity, and  to  operate  electrical  conductors  in  the  streets,  avenues  and  highways 
of  the  City  of  New  York  hereinafter  mentioned. 

That  said  company  rec[uires  for  the  accommodation  of  its  electrical  con- 
ductors in  said  streets,  avenues  and  highways  spaces  in  the  electrical  subways  as 
follows : 

On  Manhattan  street,  from  One  Hundred  and  Twenty-fourth  street  to  Am- 
sterdam avenue. 

On  Sixty-fifth  street,  from  Madison  to  Fifth  avenue. 

On  Sixty-seventh  street,  from  Madison  to  Fifth  avenue. 

On  Sixty-ninth  street,  from  Madison  to  Fifth  avenue. 

On  Seventy-second  street,  from  Central  Park,  West,  to  West  End  avenue. 

On  Ninetieth  street,  from  Columbus  to  West  End  avenue. 

On  Hudson  street,  from  Spring  to  Christopher  street. 

The  said  company  further  shows  that  there  are  at  present  no  spaces  in 
subways  in  said  streets,  avenues  and  highways  available  for  such  accommodation 
of  electrical  conductors  of  said  company. 

The  said  company  therefore  requests  that  a sufficient  construction  of  subways 
be  made  in  said  streets,  avenues  and  highways  for  the  accommodation  of  its  elec- 
trical conductors,  in  accordance  with  the  above  statement  of  its  requirements. 

The  said  company  agree.?  to  comply  with  all  the  rules  and  regulations  of  the 
Board  of  Electrical  Control  in  and  for  the  City  of  New  York  governing  the  oc- 
cupany  of  the  subways,  and  to  furnish  security  for  the  occupation  of  the  subways 
which  shall  be  constructed  at  its  request,  and  the  payment  of  the  established 
rentals  therefor  as  required  by  the  provisions  of  chapter  263  of  the  Laws  of  1892. 

THE  METROPOLITAN  TELEPHONE  AND  TELEGRAPH  COMPANY, 

By  N.  N.  BETFIELL,  General  Manager. 

New  York,  May  10,  1894. 

The  United  Electric-light  and  Power  Company  by  this  its  application  re- 
spectfully shows  that  it  is  a corporation  duly  organized  under  the  laws  of  the 
State  of  New  York,  having  lawful  power  to  manufacture,  use  and  supply  elec- 
tricity, and  to  operate  electrical  conductors  in  the  streets,  avenues  and  highways 
of  the  City  of  New  York  hereinafter  mentioned. 

That  said  company  requires  for  the  accommodation  of  its  electrical  conductors  in 
said  streets,  avenues  and  highways  spaces  in  the  electrical  subways  as  follows: 

Houston  street,  from  First  avenue  to  Avenue  B. 
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The  said  company  further  shows  that  there  are  at  present  no  spaces  in  subways 
in  said  streets,  avenues  and  highways  available  for  such  accommodation  of  electrical 
conductors  of  said  company. 

The  said  company  therefore  requests  that  a sufficient  construction  of  subways 
be  made  in  said  streets,  avenues  and  highways  for  the  accommodation  of  its  elec- 
trical conductors  in  accordance  with  the  above  statement  of  its  requirements. 

The  said  company  agrees  to  comply  with  all  the  rules  and  regulations  of  the 
Board  of  Electrical  Control  in  and  for  the  City  of  New  York  governing  the  occupancy 
of  the  subways,  and  to  furnish  security  for  the  occupation  of  the  subways  which  shall 
be  constructed  at  its  request,  and  the  payment  of  the  established  rentals  therefor  as 
required  by  the  provisions  of  chapter  263  of  the  Laws  of  1892. 

THE  UNITED  ELECTRIC-LIGHT  AND  POWER  COMPANY, 


WM.  H.  BROWNE,  General  Manager. 


New  York,  May  19,  1894. 


The  United  Electric-light  and  Power  Company  by  this  its  application  respect- 
fully shows  that  it  is  a corporation  duly  organized  under  the  Laws  of  the  State  of 
New  York,  having  lawful  power  to  manufacture,  use  and  supply  electricity,  and  to 
operate  electrical  conductors  in  the  streets,  avenues  and  highways  of  the  City  of 
New  York  hereinafter  mentioned. 

That  said  company  requires  for  the  accommodation  of  its  electrical  conductors 
in  said  streets,  avenues  and  highways,  spaces  in  the  electrical  subways  as  follows: 

Second  avenue,  from  Houston  to  Fourteenth  street. 

The  said  company  further  shows  that  there  are  at  present  no  spaces  in  subways  in 
said  streets,  avenues  and  highways  available  for  such  accommodation  of  electrical 
conductors  of  said  company. 

The  said  company  therefore  requests  that  a sufficient  construction  of  subways  be 
made  in  said  streets,  avenues  and  highways  for  the  accommodation  of  its  electrical 
conductors,  in  accordance  with  the  above  statement  of  its  requirements.  ^ 

The  said  company  agrees  to  comply  with  all  the  rules  and  regulations  of  the 
Board  of  Electrical  Control  in  and  for  the  City  of  New  York  governing  the  occu- 
pancy of  the  subways,  and  to  furnish  security  for  the  occupation  of  the  subways 
which  shall  be  constructed  at  its  request,  and  the  payment  of  the  established  lentals 
therefor,  as  required  by  the  provisions  of  chapter  263  of  the  Laws  of  1892. 


THE  UNITED  ELECTRIC-LIGHT  AND  POWER  COMPANY, 


WM.  H.  BROWNE,  General  Manager. 


New  York,  May  19,  1894- 


The  United  Electric-light  and  Power  Company  by  this  its  application  respect- 
fully shows  that  it  is  a corporation  duly  organized  under  the  Laws  of  the  State  of 
New  York,  having  lawful  power  to  manufacture,  use  and  supply  electricity,  and  to 
operate  electrical  conductors  in  the  streets,  avenues  and  highways  of  the  City  of 
New  York  hereinafter  mentioned. 

That  said  company  requires  for  the  accommodation  of  its  electrical  conductors 
in  said  streets,  avenues  and  highways,  spaces  in  the  electrical  subways  as  follows: 
East  side  of  Avenue  A,  from  northeast  corner  of  Houston  to  northeast  corner  of 

Seventh  street. 
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The  said  company  further  shows  that  there  are  at  present  no  spaces  in  subways  in 
said  streets,  avenues  and  highways  available  for  such  accommodation  of  electrical 
conductors  of  said  company. 

The  said  company  therefore  requests  that  a sufficient  construction  of  subways  be 
made  in  said  streets,  avenues  and  highways  for  the  accommodation  of  its  electrical 
conductors,  in  accordance  with  the  above  statement  of  its  requirements. 

The  said  company  agrees  tO'  comply  with  all  the  rules  and  regulations  of  the 
Board  of  Electrical  Control  in  and  for  the  City  of  New  York _ governing  the  occu- 
pancy of  the  subways,  and  to  furnish  security  for  the  occupation  of  the  subways 
which  shall  be  constructed  at  its  request,  and  the  payment  of  the  established  rentals 
therefor,  as  required  by  the  provisions  of  chapter  263  of  the  Laws  of  1892. 

THE  UNITED  ELECTRIC-LIGHT  AND  POWER  COMPANY, 

WM.  H.  BROWNE,  General  Manager. 

New  York,  June  5,  1894. 

The  United  Electric-light  and  Power  Company  by  this  its  application  respect- 
fully shows  that  it  is  a corporation  duly  organized  under  the  Laws  of  the  State  of 
New  York,  having  lawful  pow§r  to  manufacture,  use  and  supply  electricity,  and  to 
operate  electrical  conductors  in  the  streets,  avenues  and  highways  of  the  City  of 
New  York  hereinafter  mentioned. 

That  said  company  requires  for  the  accommodation  of  its  electrical  conductors 
in  said  streets,  avenues  and  highways,  spaces  in  the  electrical  subways  as  follows: 

Broome  street,  from  Greene  to  Wooster  street,  south  side. 

Fourth  street,  from  Second  avenue  to  Avenue  B. 

The  said  company  further  shows  that  there  are  at  present  no  spaces  in  subways  in 
said  streets,  avenues  and  highways  available  for  such  accommodation  of  electrical 
conductors  of  said  company. 

The  said  company  therefore  requests  that  a sufficient  construction  of  subways  be 
made  in  said  streets,  avenues  and  highways  for  the  accommodation  of  its  electrical 
conductors,  in  accordance  with  the  above  statement  of  its  requirements. 

The  said  company  agrees  to  comply  with  all  the  rules  and  regulations  of  the 
Board  of  Electrical  Gontrol  in  and  for  the  City  of  New  York  governing  the  occu- 
pancy of  the  subways,  and  to  furnish  security  for  the  occupation  of  the  subways 
which  shall  be  constructed  at  its  request,  and  the  payment  of  the  established  rentals 
therefor,  as  required  by  the  provisions  of  chapter  263  of  the  Laws  of  1892. 

THE  UNITED  ELECTRIC-LIGHT  AND  POWER  COMPANY, 

WM.  H.  BROWNE,  General  Manager. 

New  York,  May  19,  1894. 

I 

The  United  Electric-light  and  Power  Company  by  this  its  application  respect- 
fully shows  that  it  is  a corporation  duly  organized  under  the  Laws  of  the  State  of 
New  York,  having  lawful  power  to  .manufacture,  use  and  supply  electricity,  and  to 
operate  electrical  conductors  in  the  streets,  avenues  and  highways  of  the  City  of 
New  York  hereinafter  mentioned. 

That  said  company  requires  for  the  accommodation  of  its  electrical  conductors 
in  said  streets,  avenues  and  highways,  spaces  in  the  electrical  subways  as  follows; 

Nassau  street,  from  Maiden  lane  to  Wall  street. 
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The  said  company  further  shows  that  there  are  at  present  no  spaces  in  subways  in. 
said  streets,  avenues  and  higdiways  available  for  such  accommodation  of  electrical 
conductors  of  said  company. 

The  said  company  therefore  requests  that  a sufficient  construction  of  subways  be 
made  in  said  streets,  avenues  and  highways  for  the  accommodation  of  its  electrical 
conductors,  in  accordance  with  the  above  statement  of  its  requirements. 

The  said  company  agrees  to  comply  with  all  the  rules  and  regulations  of  the 
Board  of  Electrical  Control  in  and  for  the  City  of  New  York  governing  the  occu- 
pancy of  the  subways,  and  to  furnish  security  for  the  occupation  of  the  subways 
which  shall  be  constructed  at  its  request,  and  the  payment  of  the  established  rentals 
therefor,  as  required  by  the  provisions  of  chapter  263  of  the  Laws  of  1892. 

THE  UNITED  ELECTRIC-LIGHT  AND  POWER  COMPANY, 

WM.  H.  BROWNE,  General  Manager. 

New  York,  May  19,  1894. 

The  Commercial  Cable  Company  by  this  its  application  respectfully  shows  that  it 
is  a corporation  duly  organized  under  the  Laws  of  the  State  of  New  York,  having  law- 
ful power  to  manufacture,  use  and  supply  electricity,  and  to  operate  electrical  conductors 
in  the  streets,  avenues  and  highways  of  the  City  of  New  York  hereinafter  mentioned. 

The  said  company  requires  for  the  accommodation  of  its  electrical  conductors  in 
said  streets,  avenues  and  highways,  spaces  in  the  electrical  subways  as  follows: 

One  2^-inch  duct,  from  corner  Greenwich  street  and  Battery  place  to  south  side 
of  Battery  place;  thence  west  to  Pier  A. 

The  said  company  further  shows  that  there  are  at  present  no  spaces  in  subways 
in  said  streets,  avenues  and  highways,  available  for  such  accommodation  of  electrical 
conductors  of  said  company. 

The  said  company  therefore  requests  that  a sufficient  construction  of  subways  be 
made  in  said  streets,  avenues  and  highways,  for  the  accommodation  of  its  electrical 
conductors  in  accordance  with  the  above  statement  of  its  requirements. 

The  said  company  agrees  to  comply  with  all  the  rules  and  regulations  of  the 
Board  of  Electrical  Control  in  and  for  the  City  of  New  York  governing  the  occu- 
pancy of  the  subways,  and  to  furnish  security  for  the  occupation  of  the  subways  which 
shall  be  constructed  at  its  request,  and  the  payment  of  the  established  rentals  therefor 
as  required  by  the  provisions  of  chapter  263  of  the  Laws  of  1892. 

GEO.  G.  WARD,  Vice-President  and  General  Manager. 

New  York,  , 1894.  1 

The  Edison  Electric  Illuminating  Company,  of  New  York,  by  this  its  applica- 
tion respectfully  shows  that  it  is  a corporation  duly  organized  under  the  Laws  of  the 
State  of  New  York,  having  lawful  power  to  manufacture,  use  and  supply  electricity, 
and  to  operate  electrical  conductors  in  the  streets,  pvenues  and  highways  of  the  City 
of  New  York  hereinafter  mentioned. 

The  said  company  requires  for  the  accommodation  of  its  electrical  conductors  in 
said  streets,  avenues  and  highways,  spaces  in  the  electrical  subways  as  follows: 

From  east  intersection  of  Crosby  and  Broome  streets,  running  east  145  feet  to 
Nos.  419  to  421  Broome  street.  (Block  200  feet.) 

The  said  company  further  shows  that'  there  are  at  present  no  space  in'  subways  in 
said  streets,  avenues  and  highways,  available  for  such  accommodation  of  electrical  con- 
ductors of  said  company. 
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The  said  company  therefore  requests  that  a sufficient  construction  of  subways 
be  made  in  said  streets,  avenues  and  highwa3"S,  tor  the  accommodation  of  its  electrical 
conductors  in  accordance  with  the  above  statement  of  its  requirements. 

The  said  company  agrees  to  comply  with  all  the  rules  and  regulations  of  the 
Board  of  Electrical  Control  in  and  for  the  City  of  New  York  governing  the  occu- 
pancy of  the  subways,  and  to  furnish  security  for  the  occupation  of  the_subways  which 
shall  be  constructed  at  its  request,  and  the  payment  of  the  established  rentals  therefor 
as  required  by  the  provisions  of  chapter  263  of  the  Laws  of  1892. 

THE  EDISON  ELECTRIC  ILLUMINATING  COMPANY,  OF  NEW  YORK. 

By  R.  R.  BAWKER,  First  Vice-President. 

New  York,  April  18,  1894. 

The  Edison  Electric  Illuminating  Company,  of  New  York,  by  this  its  application 
respectfully  shows  that  it  is  a corporation  duly  organized  under  the  Laws  of  the  State 
of  New  York,  having  lawful  power  to  manufacture,  use  and  supply  electricity,  and  to 
operate  electrical  conductors  in  the  streets,  avenues  and  highways  of  the  City  of  New 
York  hereinafter  mentioned. 

That  said  company  requires  for  the  accommodation  of  its  electrical  conductors  in 
said  streets,  avenues  and  highways,  spaces  in  the  electrical  subways  as  follows: 

Lexington  avenue,  east  side,  from  northeast  corner  Lexington  avenue  and 
Twenty-sixth  street,  running  south  325  feet  to  Nos.  57  and  59  Lexington  avenue. 
(Block  197  feet  6 inches.) 

The  said  company  further  shows  that  there  are  at  present  no  spaces  in  subways  in 
said  streets,  avenues  and  highways,  available  for  such  accommodation  of  electrical  con- 
ductors of  said  company. 

The  said  company  therefore  requests  that  a sufficient  construction  of  subways 
be  made  in  said  streets,  avenues  and  highways,  for  the  accommodation  of  its  electrical 
conductors  in  accordance  with  the  above  statement  of  its  requirements. 

The  said  company  agrees  to  comply  with  all  the  rules  and  regulations  of  the 
Board  of  Electrical  Control  in  and  for  the  City  of  New  York  governing  the  occu- 
pancy of  the  subways,  and  to  furnish  security  for  the  occupation  of  the  subways  which 
shall  be  constructed  at  its  request,  and  the  payment  of  the  established  rentals  therefor 
as  recjuired  by  the  provisions  of  chapter  263  of  the  Laws  of  1892. 

THE  EDISON  ELECTRIC  ILLUMINATING  COMPANY,  OF  NEW  YORK, 

R.  R.  BAWKER,  First  Vice-President. 

New  York,  May  3,  1894. 

The  Edison  Electric  Illuminating  Company,  of  New  York,  by  this  its  application 
respectfully  shows  that  it  is  a corporation  duly  organized  under  the  Laws  of  the  State 
,of  New  York,  having  lawful  power  to  manufacture,  use  and  snpply  electricity,  and  to 
operate  electrical  conductors  in  the  streets,  avenues  and  highways  of  the  City  of  New 
York  hereinafter  mentioired. 

That  said  company  requires  for  the  accommodation  of  its  electrical  conductors  in 
said  streets,  avenues  and  highways,  spaces  in  the  electrical  subways  as  follows. 

West  Houston  street,  south  side,  from  western  intersection  South  Fifth  avenue 
and  West  Houston  street,  running  westward  450  feet  to  No.  127  West  Houston 
street.  (Blocks  i75  and  19S  feet.) 
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The  said  company  further  shows  that  there  are  at  present  no  spaces  in  subways  in 
said  streets,  avenues  and  highways,  available  for  such  accommodation  of  electrical  con- 
ductors of  said  company. 

The  said  company  therefore  requests  that  a sufficient  construction  of  subways 
be  made  in  said  streets,  avenues  and  highways,  for  the  accommodation  of  its  electrical 
conductors  in  accordance  with  the  above  statement  of  its  requirements. 

The  said  company  agrees  to  comply  with  all  the  rules  and  regulations  of  the 
Board  of  Electrical  Control  in  and  for  the  City  of  New  York  governing  the.  occu- 
pancy of  the  subways,  and  to  furnish  security  for  the  occupation  of  the  subways  which 
shall  be  constructed  at  its  request,  and  the  payment  of  the  established  rentals  therefor 
as  required  by  the  provisions  of  chapter  263  of  the  Laws  of  1892. 

THE  EDISON  ELECTRIC  ILLUMINATING  COMPANY,  OF  NEW  YORK,. 

R.  R.  BAWKER,  First  Vice-President. 

New  York,  June  6,  1894. 

The  Edison  Electric  Illuminating  Company,  of  New  York,  by  this  its  application 
respectfully  shows  that  it  is  a corporation  duly  organized  under  the  Laws  of  the  State 
of  New  York,  having  lawful  power  to  manufacture,  use  and  supply  electricity,  and  to 
operate  electrical  conductors  in  the  streets,  avenues  and  highways  of  the  City  of  New 
York  hereinafter  mentioned. 

That  said  company  requires  for  the  accommodation  of  its  electrical  conductors  in 
said  streets,  avenues  and  highways,  spaces  in  the  electrical  subways  as  follows: 

East  Twenty-fifth  street,  south-  side,  from  west  side  Third  avenue  to  east  side 
Lexington  avenue. 

The  said  company  further  shows  that  there  are  at  present  no  spaces  in  subways  in 
said  streets,  avenues  and  highways,  available  for  such  accommodation  of  electrical  con- 
ductors of  said  company. 

The  said  company  therefore  requests  that  a sufficient  construction  of  subways 
be  made  in  said  streets,  avenues  and  highways,  for  the  accommodation  of  its  electrical 
conductors  in  accordance  with  the  above  statement  of  its  requirements. 

The  said  company  agrees  to  comply  with  all  the  rules  and  regulations  of  the 
Board  of  Electrical  Control  in  and  for  the  City  of  New  York  governing  the  occu- 
pancy of  the  subways,  and  to  furnish  security  for  the  occupation  of  the  subways  which 
shall  be  constructed  at  its  request,  and  the  payment  of  the  established  rentals  therefor 
as  required  by  the  provisions  of  chapter  263  of  the  Laws  of  1892. 

THE  EDISON  ELECTRIC  ILLUMINATING  COMPANY,  OF  NEW  YORK, 

R.  R.  BAWKER,  First  Vice-President. 

New  York,  May  7,  1894. 

The  Edison  Electric  Illuminating  Company,  of  New  York,  by  this  its  application 
respectfully  shows  that  it  is  a corporation  duly  organized  under  the  Laws  of  the  State 
of  New  York,  having  lawful  power  to  manufacture,  use  and  supply  electricity,  and  to 
operate  electrical  conductors  in  the  streets,  avenues  and  highways  of  the  City  of  New 
York  hereinafter  mentioned. 

That  said  company  requires  for  the  accommodation  of  its  electrical  conductors  in 
said  streets,  avenues  and  highways,  spaces  in  the  electrical  subways  as  follows: 

Warren  street,  north  side,  from  west  side  Broadway  to  east  side  Church  street. 
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The  said  company  further  shows  that  there  are  at  present  no  spaces  in  subways  in 
said  streets,  avenues  and  highways,  available  for  such  accommodation  of  electrical  con- 
ductors of  said  company. 

The  said  company  therefore  requests  that  a sufficient  construction  of  subways 
be  made  in  said  streets,  avenues  and  highways,  for  the  accommodation  of  its  electrical 
conductors  in  accordance  with  the  above  statement  of  its  requirements. 

The  said  company  agrees  to  comply  with  all  the  rules  and  regulations  of  the 
Board  of  Electrical  Control  in  and  for  the  City  of  New  York  governing  the  occu- 
pancy of  the  subways,  and  to  furnish  security  for  the  occupation  of  the  subways  which 
shall  be  constructed  at  its  request,  and  the  payment  of  the  established  rentals  therefor 
as  required  by  the  provisions  of  chapter  263  of  the  Laws  of  1892. 

' THE  EDISON  ELECTRIC  ILLUMINATING  COMPANY,  OF  NEW  YORK. 

R.  R.  BAWKER,  First  Vice-President. 

New  York,  April  26,  1894. 


The  Board  considered  the  foregoing  report  and  applications,  also  in  connection 
therewith  the  following  communication  from  Stevenson  Towle,  Consulting  Engineer 
of  the  Department  of  Public  Works: 

Department  of  Public  Works — Water  Purveyor^  Office^ 

No.  31  Chambers  Street,  Room  i. 

New  York,  June  6,  1894. 

Henry  S.  Kearny,  Engineer,  Board  of  Electrical  Control : 

Dear  Sir: — In  reply  to  your  inquiry,  I would  state  that  the  asphalt  pavements  are 
now  completely  and  satisfactorily  restored  over  openings  made  for  sub-pavement  con- 
struction. 

Where  such  openings  are  made  it  will  be  necessary  for  the  party  obtaining  the 
permit  to  open  the  street,  to  assume  all  the  obligation  of  the  contractors  to  main- 
tain their  pavement  for  the  specified  period,  and  also  to  obtain  the  consent  of  such 
contractors  before  the  pavement  can  be  disturbed. 

Very  respectfully, 

STEVENSON  TOWLE,  Consulting  Engineer. 

Whereupon,  on  motion  of  his  Honor  the  Mayor,  the  Board  unanimously  adopted 
the  following  resolutions: 

Resolved,  That  the  application  of  the  Metropolitan  Telephone  and  Telegraph 
Company,  dated  May  10,  1894,  be  and  is  hereby  granted,  except  for  Hudson  street, 
from  Spring  to  Christopher  street,  which  has  been  repaved  since  1890. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  it  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low  tension 
electrical  conductors  in  the  following  localities: 

Manhattan  street,  from  One  Hundred  and  Twenty-fourth  street  to  Amsterdam 


avenue. 
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Sixty-fifth  street,  from  Madison  to  Fifth  avenue. 

Sixty-seventh  street,  from  Madison  to  Fifth  avenue. 

Sixty-ninth  street,  from  Madison  to  Fifth  avenue. 

Seventy-second  street,  from  Central  Park,  West,  to  West  End  avenue. 

Ninetieth  street,  from  Columbus  to  West  End  avenue. 

On  condition  that  said  company  relay  the  pavement  of  such  of  said  streets  as- 
have  asphalt  pavements,  under  the  direction  of  the  Department  of  Public  Works,  and 
as  much  or  the  street  from  curb  to  curb  as  said  Department  may  deem  necessary,  and  on 
condition,  as  to  Seventy-second  street  (being  a park  street),  that  permission  first  be 
obtained  from  the  Park  Department. 

» 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have 
first  furnshed  to  said  Empire  City  Subway  Company  security  for  the  occupation  of  said 
subways  and  the  payment  of  rentals  therefor  in  advance,  as  provided  by  chapter  263  of 
the  Laws  of  1892. 

Resolved,  That  the  applications  of  the  United  Electric  Light  and  Power  Company 
for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors,, 
dated  May  19  and  June  5,  1894,  be  and  are  hereby  granted,  except  the  application  for 
Lfouston  street,  which  is  granted  as  stated  in  the  resolution  following: 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  Subways  for  the  accommodation 
of  high  tension  electrical  conductors  in  the  following  localities: 

Nassau  street,  from  Maiden  lane  to  south  side  of  Wall  street. 

Houston  street,  from  First  avenue  to  Ludlow  street. 

Second  avenue,  from  Houston  to  Fourteenth  street. 

Fourth  street,  from  Second  avenue  to  Avenue  B. 

Avenue  A,  from  Houston  to  Seventh  street. 

Broome  street,  from  Greene  to  Wooster  street. 

On  condition  that  said  company  relay  the  pavement  of  such  of  said  streets  as 
have  asphalt  pavements,  under  the  direction  of  the  Department  of  Public  Works,  and 
as  much  of  the  street  from  curb  to  curb  as  said  Department  may  deem  necessary. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations- 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have- 
first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security 
for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as- 
provided  by  chapter  263  of  the  Laws  of  1892. 

Resolved,  That  the  applications  of  the  Edison  Electric  Illuminating  Company, 
of  New  York,  for  the  construction  of  subways  for  the  accommodation  of  its  electrical 
conductors,  dated  April  26,  May  3 and  7,  and  June  6,  be  and  are  hereby  granted. 
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Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  it  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low  tension 
electrical  -conductors  in  the  following  localities: 

Lexington  avenue,  from  northeast  corner  of  Twenty-sixth  street  south  325  feet. 

Twenty-fifth  street,  south  side,  from  west  side  of  Third  avenue  to  the  east  side  of 
Lexington  avenue. 

Warren  street,  from  Broadway  to  Church  street. 

West  Houston  street,  from  Sullivan  street  to  South  Fifth  avenue. 

On  condition  that  said  company  relay  the  pavement  of  such  of  said  streets  as 
have  asphalt  pavements,  under  the  direction  of  the  Department  of  Public  Works,  and 
as  much  of  the  street  from  curb  to  curb  as  said  Department  may  deem  necessary. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have 
first  furnished  to  said  Empire  City  Subway  Company  (Limited)  security  for  the  oc- 
cupation of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  provided 
by  chapter  263  of  the  Laws  of  1892. 

Resolved,  That  the  applications  of  the  Thomson-Houston  Electric  Company,  of 
New  York,  for  the  construction  of  subways  for  the  accommodation  of  its  electrical 
conductors,  dated  May  8,  1894,  be  and  is  hereby  granted,  except  for  that  part  of 
Thirty-fourth  street  between  First  avenue  and  the  East  River. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation 
of  high  tension  electrical  conductors  in  the  following  localities: 

Fourteenth  street,  from  First  avenue  to  Avenue  B. 

Thirty-fourth  street,  from  Third  to  First  avenue. 

First  avenue,  from  Houston  to  Twenty-third  street. 

Avenue  A,  from  Houston  to  Twenty-fourth  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have 
first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security 
for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as 
provided  by  chapter  263  of  the  Laws  of  1892.  And  it  being  understood  that  none  of  the 
localities  above  named  are  streets  where  new  pavements  have  been  laid  since  1890. 

The  following  report  was  directed  to  be  filed  and  spread  at  length  on  the  minutes: 
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REPORTS  OF  INSPECTORS  OF  THE  BOARD  OF  ELECTRICAL  CONTROL 
DURING  MAY,  1894,  OF  THE  REMOVAL  OF  OVERHEAD  WIRES. 


Location. 

No.  2668  Eighth  avenue D.  W. 

No.  2408  Eighth  avenue 

No.  2320  Eighth  avenue 

No.  2157  Seventh  avenue 

No.  324  West  One  Hundred  and  Twenty-fifth  street “ .. 

No.  2557  Eighth  avenue 

No.  363  West  One  Hundred  and  Thirty-sixth  street “ . 

Hotel  Waldorf,  Thirty-second  street  and  FTfth  avenue Cable  , 

No.  52  White  street P-  W. 

Franklin  Alley ,• 

Nos.  50  to  55  White  street D.  W. 

No.  2197  Eighth  avenue 

No.  2338  Eighth  avenue 

. <( 
No.  2452  Eighth  avenue 

No.  230  West  One  Hundred  and  Twenty-sixth  street “ . 

No.  252  West  One  Hundred  and  Twenty-fifth  street " . 

No.  15  Manhattan  street 

No.  247  West  One  Hundred  and  Twenty-fourth  street “ . 

No.  2097  Eighth  avenue 

No.  2435  Eighth  avenue 

No.  2538  Eighth  avenue 

No.  228  West  One  Hundred  and  Twenty-sixth  street “ . 

Pearl  street,  from  State  to  Broad  street Raid  . 

Stone  street,  from  Pearl  to  Water  street “ • 

Bridge  street,  between  Whitehall  and  State  streets “ . 

Water  street,  from  Whitehall  to  Broad  street “ . 

Whitehall  street,  between  Water  and  Front  streets “ . 

Front  street,  between  Whitehall  and  Broad  streets “ . 

Pearl  street,  betwepi  Hanover  Square  and  Coenties  Slip.  ..  “ . 

Broad  street,  between  Broad  street  and  Coenties  Slip “ . 

Water  street,  between  Old  Slip  and  Coenties  Slip ' ■ 

Water  street,  between  Broad  street  and  Coenties  Slip “ . 

Coenties  Slip  and  Water  street “ • 

Front  street,  between  Coenties  Slip  and  Old  Slip.. “ . 

Front  street,  between  Coenties  Slip  and  Broad  street “ . 

Broad  street,  between  Stone  and  South  streets “ . 

Wall  street,  from  Water  to  Front  street “ . 

Pine  street,  from  Broadway  to  Nassau  street “ . 

Pine  street,  from  Broadway  to  Nassau  street “ . 

Nassau  street,  between  Pine  and  Cedar  streets “ . 

Pine  street,  between  Nassau  and  William  streets “ . 

Nassau  street,  between  Pine  and  Water  streets “ . 

First  avenue  and  Thirty-ninth  street  to  Thirty-seventh 

street  and  Third  avenue D.  W. 

Thirty-ninth  street  to  Thirty-fourth  street  and  Third  ave- 

<e 

nue  


40] 
12  { 
5 

10 

5f 
30 1 

^sl 

20  I 
35  I 
10^ 

5| 
20  I 
S| 

42] 
18  ^ 
96 
5l 
4l! 
35  f 
4| 


Feet. 

250 

175 

200 

300 

150 

250 

300 

1,000 

225 

150 

1,000 

100 

150 

100 

200 

250 

75 

450 

300 

200 

150 

350 

10,000 


8,500 


15,000 


10,000 

8,000 

8.000 

3.000 
1,500 
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Location. 

Thirty-fourth  street  and  Third  avenue  to  Thirty-fourth 
street  and  Fourth  avenue  to  Thirty-second  street  and 

Third  avenue  to  Thirtieth  street  and  Third  avenue. ...  D.  W 

Thirtieth  street,  from  Twenty-third  street  and  Second  ave- 
nue   “ 

Twenty-third  to  Fifteenth  street,  and  Lexington  avenue  to 

Fifteenth  street  and  Irving  place “ 

Twenty-third  street  to  Fifteenth  street  and  Irving  place.  ..  “ 

Fifteenth  street  and  Irving  place “ 

Forty-first  street  and  Lexington  avenue  to  Factory  on 
First  avenue,  between  Thirty-eighth  and  Thirty-ninth 

streets  Automatic 

Pine  street,  from  Nassau  to  Pearl  street Raid  84^ 

William  street,  from  Pine  to  Wall  street “ 10^ 

Pine  street,  crossing  William  street Postal  6] 

Pine  street,  crossing  William  street Automatic  ..  2^ 

William  street  to  Pearl  street Raid 15'] 

Pearl  street  to  Water  street “ 10  I 

Water  street,  from  Pine  to  Wall  street “ y 

Pine  street,  between  Water  and  Front  streets “ 

Pine  street,  from  Front  to  South  street D.  W 5' 

15 

15 

10 

8 

60 

3 

20 

5 

10 

10 

10 

20 

30 1 

^S| 

......  Si 

1' 

20  [■ 

51 

47] 




32 

loj 


Front  street,  from  Wall  to  Pine  street. 

Pearl  street,  from  Wall  to  Pine  street “ 

Cedar  street,  from  Broadway  to  Nassau  street “ 

Nassau  street,  from  Cedar  to  Pine  street “ 

Cedar  street,  from  Nassau  to  William  street “ 

Cedar  street,  from  Nassau  to  William  street “ 

Cedar  street,  from  William  to  Pearl  street “ 

Pearl  street,  from  Maiden  Lane  to  Cedar  street “ 

William  street,  between  Liberty  and  Cedar  streets “ 

Maiden  Lane,  from  Pearl  to  Gold  street “ 

Liberty  street,  from  Gold  to  William  street “ 

William  street,  from  Liberty  street  to  Maiden  Lane “ 

Liberty  street,  from  William  to  Broadway “ 

Nassau  street,  between  Cedar  and  Liberty  streets “ 

Liberty  street,  from  Nassau  street  to  Broadway.... “ 

Maiden  Lane,  from  Nassau  street  to  Broadway “ 

Maiden  Lane,  from  Nassau  to  William,  street “ 

Nassau  street,  from  Maiden  Lane  to  Liberty  street “ 

Maiden  Lane,  from  Nassau  to  Gold  street “ 

Pearl  street,  crossing  Maiden  Lane “ 

From  No.  28  Ferry  street  to  No.  72  Gold  street “ 

From  No.  28  Ferry  street  to  No.  28  Spruce  street “ 

From  No.  28  Ferry  street  to  No.  55  Frankfort  street “ 

From  Nos.  28  to  20  Ferry  street “ 

From  No.  28  Ferry  street  to  No.  iii  Cliff  street “ 

From  Nos.  28  to  18  Ferry  street “ 

From  No.  28  Ferry  street  to  No.  88  Gold  street “ 

From' Nos.  28  to  14  Ferry  street “ 


r 


Feet. 


2,500 


3.500 

3.500 


3.500 


4.000  ' 

8.000 

300 


5,000 


7.500 


7,000 


7.250 


5.000 

S.500 

500 

1.000 
500 

2.000 
500 
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Location. 

Maiden  Lane,  from  Pearl  to  Water  street Raid  . 

Maiden  Lane,  from  Front  to  Water  street “ . 

Maiden  Lane,  from  Front  to  South  street “ . 

De  Peyster  street,  from  Front  to  South  street “ . 

Water  street,  from  Maiden  Lane  to  De  Peyster  street “ 

Fifteenth  street  and  Irving  place  to  Eighth  street  and 

Fourth  avenue D.  W. 

Forty-first  street  and  Lexington  avenue  to  Thirty-eighth 

street  and  Fifth  avenue ' “ . 

Eighth  street.  Fourth  avenue,  Bleecker  and  Elizabeth 


••1 
10  1 

20  I 

4l 


Th. 


streets  

Burling  Slip,  South  and  Front  streets “ .. 

South  street,  between  Burling  Slip  and  Fletcher  street “ .. 

Front  street,  between  Burling  Slip  and  Fletcher  street.....  “ 

Water  street,  between  Burling  Slip  and  Fletcher  street 

Pearl  street,  between  Burling  Slip  and  Fletcher  street “ 

Dover  street,  from  Pearl  street  to  East  River P.W.  . 

0 

John  street,  from  Pearl  to  Cliff  street Raid  . 

Platt  street,  from  Pearl  to  Cliff  street 

John  street,  from  Cliff  to  Gold  Street “ 

John  street,  from  William  to  Gold  street “ . 

Gold  street,  from  John  to  Platt  street . “ . 

William  street,  from  John  to  Platt  street “ . 

Platt  street,  from  Gold  to  William  street “ . 

No.  149  East  One  Hundred  and  Thirty-eighth  street D.  W. 

John  street,  from  William  to  Nassau  street Raid  . 

Nassau  street,  from  John  street  to  Maiden  Lane “ . 

John  street,  from  Nassau  street  to  Broadway “ . 

Fulton  street,  from  Nassau  street  to  Broadway “ . 

Fulton  street,  from  Nassau  street  to  Broadway “ . 

Fulton  street,  from  Nassau  to  John  street “ . 

No.  lOi  West  Thirty-seventh  street D.  W. 

No.  30  West  Twenty-eighth  street “ 

No.  96  West  Thirty-first  street “ . 

No.  220  West  Fifty-third  street “ . 

Northeast  corner  of  Broadway  and  Forty-fifth  street “ . 

No.  469  Seventh  avenue “ 

No.  341  Tenth  avenue “ 

Southeast  corner  of  Broadway  and  Forty-fifth  street “ . 

No.  743  Sixth  avenue “ • 

Sixth  avenue  Elevated  Railroad  and  Forty-third  street....  “ . 

No.  782  Eighth  avenue “ • 

No.  300  West  Thirtieth  street “ . 

No.  59  West  Fifty-third  street “ . 

No.  14  West  Fifty-third  street “ 

No.  100  West  Thirty-seventh  street “ 

No.  745  Sixth  avenue “ 

No.  169  West  Forty-fifth  street “ 

No.  76  West  Fiftieth  street 

No.  107  West  Forty-fourth  street 


10 

5 

S 

10 

12 

B.&O. 

21  ^ 

10  ) 


sol 

15  I 


Feet. 

6.000 

3.000 
2,200 
2,500 

5.000 

I 

3,000 

3,000 


4^ 

6,500 

7 1 

1 

SJ 

1,500 

20] 

c 

3,000 

io( 

20], 

4,000 

10  ( 

13] 

3,000 

300 

200 

300 

250 

800 

600 

500 

800 

400 

200 

600 

400 

300 

700 

200 

400 

200 

250 

300 
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Location. 

No.  149  West  Forty-ninth  street D. 

No.  no  West  Thirty-third  street 


Feet. 


W. 


No.  200  West  Forty-sixth  street “ 

No.  301  West  Twenty-eighth  street “ 

No.  100  West  Fifty-fourth  street “ 

No.  681  Eighth  avenue “ 

No.  20  West  Twenty-fourth  street “ 

Forty-second  street  and  Seventh  avenue “ 


Fulton  street,  from  Dutch  to  William  street “ 

Dutch  street,  from  Fulton  to  John  street “ 

William  street,  from  Fulton  to  John  street “ 

Fulton  street,  from  William  to  Gold  street.... “ 

Gold  street,  from  Fulton  to  John  street “ 

Fulton  street,  from  Gold  to  Cliff  street “ 

Fulton  street,  from  Cliff  to  Pearl  street “ 

Fulton  street,  from  Pearl  to  Water  street “ 

Cliff  street,  from  Fukon  to  John  street “ 5 

Pearl  street,  from  Fulton  to  John  street “ 

No.  236  Third  avenue D.  W 

No.  145  Lexington  avenue “ 

Southwest  corner  of  Twenty-fourth  street  and  Lexington 

avenue  * “ 

No.  215  East  Thirty-ninth  street “ 

No.  715  Second  avenue '. “ 

No.  49  East  Twenty-fourth  street “ 


Total 


300 

. . 

250 

800 

200 

. . 

1,600 

400 

250 

1,200 

12' 

15 

s 

5,000 

7 

10 

8 

4,500 

13 

10 

8 

S 

5,000 

10 

400 

200 

300 

150 

200 

250 

204,975 

An  application  of  the  North  River  Electric  Light  and  Power  Company,  dated 
May  14,  1894,  to  erect  a line  of  poles  and  run  one  circuit  on  same,  on  Vandercliff  ave- 
nue, from  Highbridge  to- Aqueduct  avenue,  etc.,  was  referred  to  the  Engineer. 


The  following  communications  from  the  Police  Department,  Brush  Electric  Il- 
luminating Company,  Manhattan  Electric  Light  Company,  Harlem  Lighting  Com- 
pany, Metropolitan  Telephone  and  Telegraph  Company,  and  Western  Union  Tele- 
graph Company,  relative  to  the  removal  of  poles  and  wires  by  the  Department  and 
the  several  companies,  were  read,  and  ordered  to  be  fded  and  spread  at  length  on 
the  minutes: 


Police  Department  of  the  City  of  New  York, 

f 

No.  300  Mulberry  Street, 

New  York,  April  17,  1894. 

To  the  Honorable  the  Board  of  Electrical  Control: 

Gentlemen  : — The  Board  of  Police  have  directed  me  to  acknowledge  the  receipt 
of  your  favor  of  the  13th  instant  requesting  removal  of  police  wires  and  poles  from 


V 
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the  district,  viz.:  Fifty-ninth  street  to  Battery  and  First  to  Eleventh  avenues,  and  in 
reply  to  state  that  the  matter  has  been  referred  to  the  Chairman  of  the  Committee 
on  Repairs  and  Supplies. 

Very  respectfully, 

WILLAM  H.  KIPP,  Chief  Clerk. 


The  Brush  Electric  Illuminating  Company  of  New  York, 

Nos.  204  TO  210  Elizabeth  Street, 

New  York,  May  i,  1894. 

The  Board  of  Electrical  Control,  No.  1264  Broadway,  New  York  City: 

Gentlemen  : — For  your  information  and  records  we  beg  to  advise  you  that  during 
the  month  of  April  (ult.)  this  company  removed  3,920  feet  of  wire  and  33  poles. 

Respectfully  yours, 

BRUSH  ELECTRIC  ILLUMINATING  COMPANY, 

By  CHAS.  W.  SPEAR,  General  Manager. 


Manhattan  Electric  Light  Company  (Limited), 
Office  and  Station,  Eightieth  Street  and  East  End  Avenue, 

New  York,  May  3,  1894. 

Hon.  Theodore  Moss,  Secretary,  Board  of  Electrical  Control,  No.  1266  Broadway, 
City. 

Dear  Sir: — -We  beg  to  report  that  during  the  month  of  April,  1894,  we  removed 


overhead  wires  and  poles  as  follows: 

Wire.  Poles. 

First  avenue.  Forty-second  to  Eightieth  street 72,870  feet.  76 

First  avenue.  Eightieth  to  Ninety-fourth  street 14,896  “ 28 

Eightieth  street.  Station  to  Eirst  avenue : i7>966  “ 12 


Total  105,732  feet,  116 


or  20.02  miles. 

Yours  respectfully, 

MANHATTAN  ELECTRIC  LIGHT  COMPANY  (LIMITED), 

E.  A.  LESLIE,  Vice-President. 

P.  S. — The  remaining  poles  and  wires,  between  Ninety-third  and  One  Hundred 
and  Twehty-fifth  streets,  are  now  being  removed  and  will  be  out  of  the  way  by 
Saturday  evening  next. 


I ■ 


M.  E.  L.  CO. 


1367 


[June  7,  1894. 


The  Harlem  Lighting  Company, 

Office  and  Station,  Eightieth  Street  and  East  End  Avenue, 

New  York,  June  4,  1894. 

Hon.  Theodore  Moss,  Secretary,  Board  of  Electrical  Control,  No.  1266  Broadway, 
City; 

Dear  Sir: — During  the  month  of  May,  1894,  this  company  removed  32,988  feet 
of  overhead  wire,  between  Ninety-fourth  and  One  Hundred  and  Twenty-fifth  streets 
on  Eirst  avenue,  and  62  poles.  The  avenue  is  now  clear  of  electric  light  poles  and 
wires  from  Twenty-fifth  to  One  Hundred  and  Twenty-fifth  street. 

Yours  respectfully,  1 

THE  HARLEM  LIGHTING  COMPANY, 

E.  A.  LESLIE,  General  Manager. 

The  Metropolitan  Telephone  and  Telegraph  Company, 

No.  18  Cortlandt  Street, 

New  York,  May  5,  1894. 

The  Board  of  Electrical  Control,  No.  1266  Broadway,  New  York,  N.  Y.,  Theo.  Moss, 
Esq.,  Secretary : 

Dear  Sir  : — I beg  to  advise  you  that  this  company  has  removed,  during  the  month 


of  April,  1894,  the  following  poles  and  wires: 

Miles 

OF 

Poles.  Wire. 

Pleasant  avenue,  corner  One  Hundred  and  Fifteenth  street i . ..  . 

Avenue  D,  between  Tenth  and  Thirteenth  streets 3% 

First  avenue,  between  Houston  and  Thirty-first  streets 37  . . . . 

First  avenue,  between  Houston  and  Seventy-ninth  streets , . 49 

Third  avenue,  between  Fifty-eighth  and  Seventy-ninth  streets 41  .... 

Third  avenue,  between  Fifty-eighth  and  Eighty-sixth  streets . . 45 

Tenth  avenue,  between  Bloomfield  and  Seventeenth  streets. ...  2 . . . . 

Thirteenth  avenue,  between  Thirteenth  and  Twenty-fifth  streets 2 . . . . 

Hester  street,  Suffolk  to  Essex  street 8 . . . . 

Hester  street,  Division  to  Essex  street 3 

Essex  street.  Grand  to  Houston  street 5 3 

Elizabeth  street,  Houston  to  Bleecker  street 2 3 

Division  street,  Clinton  to  Montgomery  street 3 . ..  . 

Orchard  street,  Hester  to  Houston  street 10  6 

Delancey  street,  Chrystie  to  Clinton  street 9!/^ 

Water  street,  James  Slip  to  Market  street i 

Cherry  street,  James  Slip  to  Corlears  street ^ 8 

East  Thirteenth  street.  Third  avenue  to  Avenue  D 20 

East  Thirteenth  street.  Avenue  A to  Avenue  C 12  . . . . 

East  Thirty-third  street.  Second  to  Third  avenue 4 1% 

East  Forty- fourth  street.  First  to  Third  avenue 10 
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Poles. 

East  P’ifty-eighth  street,  Second  to  Third  avenue 

East  One  Hundred  and  Fifteenth  street,  First  to  Pleasant  avenue 6 

West  Thirteenth  street.  West  Fourth  street  to  Eleventh  avenue 2 


Miles 

OF 

Wire. 

14 

1V2 

1% 


Total 


135  179% 


* Yours  very  truly, 

E.  W.  CARRITT,  General  Superintendent. 


The  Metropolitan  Telephone  and  Telegraph  Company, 

No.  18  Cortlandt  Street, 


New  York,  June  6,  1894. 

Boaid  of  Electrical  Control,  No.  1266  Broadway,  New  York,  N.  Y.,  Theo.  Moss,  Sec. 

Dear  Sir.  I beg  to  advise  you  that  this  company  has  removed,  during  the  month 
of  Alay,  1894,  the  following  poles  and  wires: 


Third  avenue.  Seventy-eighth  to  Eighty-seventh  street 
West  Fourth  stteet.  Sixth  avenue  to  Thirteenth  street 

West  Eleventh  street.  West  Fourth  to  West  street 

West  Thirteenth  street.  Eighth  to  Tenth  avenue 

West  Fourteenth  street.  Ninth  to  Eleventh  avenue 

Corlears  street.  Grand  to  Cherry  street 

Tompkins  street,  Stanton  to  Grand  street.  

Pitt  street,  Houston  to  Broome  street 

Houston  street,  Mangin  to  Lewis  street 

Jackson  street.  Cherry  to  Front  street 

Front  street,  Jackson  street  to  East  River 

Water  street,  Jackson  to  Pike  street 

Clinton  street,  Monroe  to  Houston  street 

Chrystie  street,  Bayard  to  Houston  street 

Horatio  street.  Thirteenth  to"  West  street 

Gouverneur  street.  Cherry  to  Water  street 

Delancey  street.  Bowery  to  Tompkins  street 

Stanton  street,  Lewis  to  Tompkins  street 

Lewis  street,  Stanton  to  Grand  street 

Mangin  street,  Delancey  to  Grand  street 

Cherry  street,  Catherine  to  Grand  street 

James  Slip,  Cherry  to  Water  street 


Miles 

OF 

Poles.  Wire. 

• • 13  5 

. . 23  17 

. . . . II 

' • I 3 

...  4 

2 

. ..  7 

. II  2 

. ..  7 

• ••  3' 

2 

. . . 14 

2 

5% 

• 5 3 

I 

•37  • . . . 

. 6 .... 

. 10  .... 

. 7 .... 

.29  .... 

. ..  4 


Total 


142  92% 


Yours  very  truly, 

E.  W.  CARRITT,  General  Superintendent. 
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Western  Union  Telegraph  Company, 
Superintendent’s  Office,  No.  195  Broadway, 

New  York,  June  6,  1894. 

Theodore  Moss,  Secretary,  Board  of  Electrical  Control,  Nos.  1262  and  1264  Broadway, 
City. 

Dear  Sir: — For  your  information,  I beg  to  say  that  the  Gold  and  Stock  Telegraph 
Company  took  down,  during  the  months  of  March  and  April,  1894,  8,970  feet  of  wire, 
and  2,104  [eet  of  cable  conductors. 

Very  respectfully, 

W.  C.  HUMSTONE,  Superintendent. 

The  following  communication  from  Mr.  Lyman  Rhoades  was  read: 

New  York,  May  29,  1894. 

Theodore  Moss,  Esq.,  Secretary  the  Board  of  Electrical  Control,  New  York: 

My  Dear  Sir  : — I have  been  endeavoring  for  some  time  past,  by  telephoning  to  the 
office  of  the  Board  of  Electrical  Control,  to  learn  of  your  presence  there  at  a time 
when  you  could  afford  me  a few  moments’  interview,  but  your  time  has  been  so  oc- 
cupied that  thus  far  I have  been  unable  to  call  upon  you  in  relation  to  what  we  need 
in  the  way  of  temporary  wires  pending  a decision  in  our  application  for  entrance  to 
the  subway. 

We  recjuire  one  cable  of  10  wires  across  Pine  street,  between  Broadway  and  Nas- 
sau street;  one  cable  of  5 wires  diagonally  across  from  Nassau  and  Wall  to  Broad 
.street  and  Wall;  one  cable  of  15  wires  across  Nassau  street  to  the  Sub-Treasury,  and 
one  cable  of  5 wires  from  Gallatin  Bank  to  the  United  States  Trust  Company,  No.  45 
Wall  street. 

If  it  would  be  entirely  convenient  for  you  to  do  so,  will  you  kindly  have  your 
clerk  notify  me  of  some  time  when  you  could  spare  me  a few  moments,  that  I might 
present  to  you  the  details  of  what  we  need. 

Yours  respectfully, 

LYMAN  RHOADES,  President. 


The  Board,  after  hearing  Mr.  Rhoades,  who  stated  that  he  represented  the  Mer- 
cantile Electric  Company,  informed  him  that  the  company’s  application  for  a fran- 
chise had  been  referred  to  the  Corporation  Counsel,  who  had  not  yet  given  his  opin- 
ion, and  that  the  permission  reciuested  could  not  be  granted  in  the  absence  of  a fran- 
chise. 

The  Board  considered  the  following  communication  from  Bangs,  Stetson,  Tracy 
& MacVeagh: 
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Stetson,  Tracy,  Jennings  and  Russell,  Attorneys  and  Counselors-at-Law, 

Mills  Building,  No.  15  Broad  Street, 

New  York,  May  26,  1894. 

Board  of  Electrical  Control,  City: 

Dear  Sirs:  We  have  been  informed  by  Mr.  Henry  Winthrop  Gray,  Receiver  of 
the  Thomson-Houston  Electric  Company,  of  New  York,  that  he  has  been  notified  by 
the  Brush  Illuminating'  Company,  of  this  city,  that  your  Board  has  formally  notified 
said  Brush  Illuminating  Company  of  your  intention  to  cut  the  wires  of  said  com- 
pany used  to  carry  electricity  for  the  purpose  of  furnishing  electric  lights  on  Four- 
teenth street,  from  Eighth  avenue.  West,  to  the  North  River,  in  this  city. 

We  hereby  notify  you  that  the  Thomson-Houston  Electric  Company,  of  New 
York,  of  which  said  Gray  is  Receiver,  has  a contract  with  the  Mayor,  Aldermen  and 
Commonalty  of  the  City  of  New  York  to  furnish  electric  lights  on  Fourteenth  street, 
from  Eighth  avenue.  West,  to  the  North  River,  and  that  the  said  Thomson-Houston 
Electric  Company,  of  New  York, .and  its  Receiver  secures,  under  contract,  its  power 
for  furnishing'  said  light  to  the  City  from  the  said  Brush  Illuminating  Company. 

Fiom  the  foregoing  it  will  be  apparent  to  you  that  in  case  you  cut  the  wires,  or 
cause  the  same  to  be  cut,  on  the  street  above-mentioned,  the  Brush  Illuminating  Com- 
pany will  be  unable  to  fulfill  its  contract  with  the  Thomson-Houston  Electric  Com- 
pany of  New  York  and  its  Receiver,  and  the  said  Thomson-Houston  Electric  Com- 
pany of  New  York  and  its  Receiver  will  be  unable  to  fulfill  the  contract  of  the  said 
Thomson-Houston  Electric  Company  with  the  City  of  New  York  to  supply  electric 
lights  on  said  street,  to  wit.:  Fourteenth  street,  from  Eighth  avenue.  West,  to  the 
North  River. 

We  herewith  serve  upon  you  a copy  of  the  order  of  the  Supreme  Court  in  and  for 
the  City  of  New  York  appointing  Henry  Winthrop  Gray  Receiver  of  the  Thomson- 
Houston  Electric  Company  of  New  York,  and  hereby  call  3'our  attention  to  the  terms 
of  said  order. 

Very  truly  yours, 

BANGS,  STETSON,  TRACY,  MacVEAGH, 

Counsel  for  Henry  Winthrop  Gray,  Receiver  of  the 
Thomson-Houston  Electric  Company  of  New  York. 

And,  after  hearing  a representative  of  Bangs,  Stetson,  Tracy  & MacVeagh,  on 
behalf  of  the  Receiver  of  the  1 homson-Houston  Company,  Mr.  Spear,  of  the  Brush 
Electric  Illuminating  Company,  and  Mr.  Ridgway,  Vice-President  of  the  Consoli- 
dated Telegraph  and  Electrical  Subway  Company,  on  motion  of  his  Honor  the 
Mayor,  it  was 

Resolved.  That  thirty  days’  extension  of  time  be  granted  to  the  Thomson-Hous- 
ton Electric  Company,  of  New  York,  to  occupy  the  subway  in  Eourteenth  street,  be- 
tween Eighth  avenue  and  the  North  River,  and  to  comply  with  the  ninety  days’  notice 
for  such  locality  heretofore  given  by  this  Board,  and,  in  default  of  such  compliance,  its 
poles  and  wires  there  will  be  removed  without  further  notice,  with  the  privilege,  how- 
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€ver,  of  a further  extension  of  time  on  showing  evidence  of  good  faith  in  obeying  said 
notice. 

Commissioner  Moss  offered  the  following  preambles  and  lesolutions. 

Whereas,  This  Board  has  been  informed  of  the  placing  of  electrical  conductors 
within  underground  pipes  or  ducts  in  the  streets  of  this  city,  built  without  authoiity 
from  this  Board;  and 

Whereas,  The  placing  of  electrical  conductors  under  the  surface  of  the  streets 
elsewhere  than  in  the  subways  built  under  the  authoritj'-  of  this  Board,  or  its  prede- 
cessor, the  Board  of  Commissioners  of  Electrical  Subways,  is  contrary,  to  law,  and  it 
is  the  duty  of  this  Board  to  use  all  lawful  means  within  its  power  to  prevent  such  vio- 
lation of  law,  and  to  compel  all  authorized  persons  or  companies  using  electrical  con- 
ductors to  comply  with  the  provisions  of  law,  and  to  place  their  conductois  in  the 
subways,  conduits  and  ducts  built  under  the  authority  of  this  Board,  or  its  said  prede- 
cessor; therefore 

Resolved,  That  all  persons  or  corporations  maintaining  electrical  conductors  so 
unlawfully  laid  be,  and  they  hereby  are,  requested  to  desist  and  refrain  from  placing 
electrical  conductors  within  such  unauthorized  pipes  or  ducts,  and  to  forthwith  re- 
move therefrom  any  electrical  conductor  which  may  have  been  already  placed 

therein. 

Resolved,  That  the  Secretary  of  this  Board  be  directed  to  transmit  to  the  per- 
sons or  corporations  owning  or  maintaining  such  electrical  conductors  a copy  of 
these  resolutions,  and  also  to  inform  such  persons  or  corporations  that,  upon  proper 
application,  suitable  subway  facilities  will  be  furnished  for  any  electrical  conductors 
which  they  may  be  legally  authorized  to  maintain  in  the  streets. 

His  Honor  the  Mayor,  moved  to  amend  by  adding  the  following  resolution: 

Resolved,  That  a copy  of  these  resolutions  be  furnished  to  the  Commissioner  of 
Public  Works,  with  request  that  he  cause  to  be  taken  up  all  electrical  conductors  laid 
in  defiance  of  the  provisions  of  law. 

The  resolutions,  so  amended,  were  adopted. 

His  Honor  the  Mayor,  stated  that  he  desired  to  present  to  the  Board,  in  con- 
nection with  the  matter  of  these  resolutions,  a diagram  which  he  had  received  from  a 
most  reliable  source,  showing,  by  red  lines,  where  electrical  conductors,  running 
through  gas  pipes  across  the  street,  and  connecting  with  a very  large  building  down- 
town, have  been  laid  without  consent;  and  he  asked  that  careful  inspection  be  made, 
suggesting  that  some  of  the  most  competent  of  the  inspectors  be  detailed  to  act  with 
the  Department  of  Public  Works,  with  a view  to  the  removal  of  his  unauthorized 

construction. 
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On  motion,  which  was  duly  seconded,  it  was 

Resolved,  That  the  salary  of  John  W.  Totten,  Permit  Clerk,  be  increased  from 
($1,200)  twelve  hundred  dollars  to  ($1,400)  fourteen  hundred  dollars  per  annum,  to 
take  effect  from  June  i,  1894.  Carried. 

Whereupon  the  Board  adjourned. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Friday,  June  22,  1894,  at  ii  o’clock,  A.  M. 

Piesent:  Mayor  Ihomas  F.  Gilroy,  President;  Commissioners  Jacob  Hess, 
Theodore  Moss,  Walton  Storm. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  application  of  the  Commercial  Cable  Company,  dated  June  19,  1894,  asking 
for  the  construction  of  a subway  in  Battery  place,  from  the  present  terminus  of  sub- 
way at  northeast  corner  Battery  place  and  Greenwich  street  to  Pier  A,  North  River, 
was  read. 

After  hearing  a representative  of  the  Commercial  Cable  Company,  giving  rea- 
sons why  they  should  be  allowed  to  disturb  the  new  paving  for  the  construction  of  a 
subway,  etc.,  along  Battery  place  to  Pier  A,  North  River,  the  President  of  the  Empire 
City  Subway  Company,  the  Commissioner  of  Public  Works,  the  President  of  the 
Dock  Department,  and  the  President  of  Department  of  Public  Parks,  on  motion  of 
his  Honor  the  Mayor,  it  was 

Resoked,  That  the  application  of  the  Commercial  Cable  Company  for  the  con-, 
stiuction  of  a subway  for  the  accommodation  of  its  electrical  conductors,  dated  June 
19,  1894,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  it  is  hereby 
authorized  and  directed  to  construct  a subway  for  the  accommodation  of  low-tension 
electrical  conductors  in  Battery  place,  from  the  northeast  corner  of  Battery  place  and 
Greenwich  street  to  the  southeast  corner  of  Battery  place  and  West  street,  as  indi- 
cated by  the  dotted  red  lines  on  the  diagram  of  the  application  of  the  Commercial 
Cable  Company. 

Provided  that  said  Empire  City  Subway  Company  will  enter  into  a stipulation 
with  the  Commissioner  of  Public  Works  to  repave  any  portion,  or  the  whole  of  that 
street,  in  order  to  restore  the  new  pavement  to  its  proper  condition. 

Provided,  also  that  this  lesolution  shall  not  take  effect  until  the  corporations  and 
individuals  making  application  for  the  construction  of  said  subway  shall  have  first 
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furnished  to  said  Empire  City  Subway  Company  security  for  the  occupation  of  said 
subway  and  the  payment  of  rentals  therefor  in  advance,  as  provided  by  chapter  263 
of  the  Laws  of  1892. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  it  is  hereby 
authorized  and  directed  to  construct  a subsidiary,  for  the  accommodation  of  the 
Commercial  Cable  Company,  from  the  southeast  corner  of  Battery  place  and  West 
street  westerly  across  West  street  to  Pier  “A,”  as  indicated  by  the  dotted  red  lines 
on  the  diagram  of  the  application  of  said  last-mentioned  company. 

Provided  that  the  consent  of  the  Dock  Department  shall  be  first  obtained;  and 
provided,  also,  that  said  Empire  City  Subway  Company  will  stipulate  with  the  Com- 
missioner of  Public  Works  to  repave  so  much  of  said  street  over  and  along  the  route 
of  said  subsidiary  as  may  be  necessary  to  restore  the  new  pavement  to  its  proper 
condition. 

The  following  communications  from  the  Provident  Loan  Society  and  the  Holmes 
Electric  Protective  Company  were  read;  and  the  request  of  the  society  that  the 
Holmes  Company  be  permitted  to  connect  the  society’s  office  at  Fourth  avenue  and 
Twenty-second  street  with  over-head  wires  run  from  Holmes  subway  terminal  at 
Twentieth  street  and  Fourth  avenue  was  denied,  on  the  ground  that  there  is  a sub- 
way in  Fourth  avenue: 

The  Provident  Loan  Society  of  New  York, 
United  Charities  Building, 

New  York,  June  20,  1894. 

Hon.  Thomas  F.  Gilroy,  Mayor,  Etc.,  City  Hall,  City: 

Dear  Sir  : — The  inclosed  letter  to  me,  dated  the  i8th  inst.,  from  the  Holmes  Elec- 
tric Protective  Company,  shows  that  that  company  cannot  protect  the  office  of  the 
Provident  Loan  Society  at  the  corner  of  Twenty-second  street  and  Fourth  avenue, 
unless  it  can  run  wires  for  that  purpose  from  its  underground  terminal  at  Twentieth 
street  and  Fourth  avenue,  about  two  blocks.  The  Holmes  Company  informs  me  that 
the  Board  of  Electrical  Control  in  refusing  it  a permit  to  do  this  suggested  that  it 
might  apply  to  you  for  an  expression  of  your  views  on  the  subject. 

As  the  Provident  Loan  Society  is  a quasi-public  corporation,  it  would  be  glad  to 
have  you  consider  whether  its  philanthropic  work  would  not  justify  the  stringing  of  a 
wire  for  these  two  blocks,  at  least  on  some  temporary  permit. 

If  you  will  kindly  advise  me  as  to  your  views  on  the  matter  you  will  greatly 
oblige. 

Yours,  respectfully, 

ALFRED  BISHOP  MASON,  Chairman  Organization  Committee. 


June  22,  1894.] 
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Executive  Offices  Holmes  Electric  Protective  Company^ 

New  York,  June  18,  1894. 

Mr.  a.  B.  Mason,  No.  10  Wall  Street: 

Dear  Sir  : — The  Board  of  Electrical  Control  have  refused  to  grant  us  a permit 
to  run  an  overhead  wire  from  our  underground  terminal  on  Twentieth  street  near 
Fourth  avenue  to  the  office  of  the  Provident  Loan  Society.  As  we  cannot  put  up  a 
wire  without  the-  authority  of  the  Board,  we  regret  to  say  that  we  will  not  be  able  to 
furnish  the  society  our  system  of  protection  and  service.  There  are  underground  con- 
duits on  Fourth  avenue  that  we  could  rent,  but  the  business  that  we  might  secure  east 
of  Fourth  avenue  would  not  warrant  us  in  assuming  the  rental  of  a duct. 

Yours,  truly, 

JAMES  TOMNEY,  Treasurer. 

Three  applications  of  the  Metropoltian  Telephone  and  Telegraph  Company  were 
laid  over. 

The  Engineer  reported  on  an  application  of  the  North  River  Electric  Light  and 
Power  Company,  as  follows: 

New  York,  June  21,  1894. 

To  the  Board  of  Electrical  Control: 

Gentlemen: — Reporting  on  the  annexed  application  of  the  North  River  Electric 
Light  and  Power  Company  to  erect  poles  and  string  wires,  referred  to  me  at  the  last 
meeting,  I beg  to  state  that  the  construction  for  which  permission  is  requested  is  for 
city  lighting,  and  I therefore  recommend  that  the  application  be  granted. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 

On  motion,  the  foregoing  report  of  the  Engineer  was  adopted,  and  the  Secretary 
was  directed  to  issue  a permit  to  the  company  on  its  application. 

The  Engineer  also  reported  as  follows: 

New  York,  June  22,  1894. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — Since  the  last  meeting  of  the  Board  I have  received  the  following 
applications  for  subway  construction,  which  are  herewith  submitted: 

From  the  New  York  Heat,  Light  and  Power  Company  (dated  June  7). 

From  the  United  Electric  Light  and  Power  Company  (dated  June  19). 

From  the  Mount  Morris  Electric  Light  Company  (dated  June  21). 

Following  the  former  rule  of  the  Board,  I recommend  that  the  application  of  the 
New  York  Heat,  Light  and  Power  Company  for  the  construction  of  a subway  in 
Gold  street,  from  John  street  to  Maiden  Lane,  be  granted,  the.  same  being  through  a 
street  where  old  paving  exists. 
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The  application  of  the  United  Electric  Light  and  Power  Company,  asking  that 
their  request  for  subway  on  Second  avenue,  from  Houston  to  Fourteenth  street,  for- 
merly granted  for  one  side,  be  considered  for  both  sides,  I recommend. 

The  application  of  the  Mount  Morris  Electric  Light  Company  for  construction  of 
a subway  in  Duane  street,  where  the  street  has  been  paved  with  granite  blocks  since 
1890,  I cannot  recommend,  and  so  report  for  such  action  as  the  Board  may  see  fit. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 

The  Board,  after  consideration  of  the  foregoing  report  and  accompanying  appli- 
cations, on  motion  of  his  Honor,  the  Mayor,  adopted  the  following  resolutions: 

Resolved,  That  the  application  of  the  New  York  Heat,  Light  and  Power  Com- 
pany for  the  construction  of  a subway  for  the  accommodation  of  its  electrical  con- 
ductors, dated  June  7,  1894,  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accommoda- 
tion of  high-tension  electrical  conductors  in  Gold  street,  from  John  street  to  Maiden 

Lane. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subway  shall  have 
first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  se- 
curity for  the  occupation  of  said  subway  and  the  payment  of  rentals  therefor  111  ad- 
vance, as  provided  by  chapter  203  of  the  Laws  of  1892. 

Resolved,  That  the  application  of  the  United  Electric  Light  and  Power  Company 
for  the  construction  of  a subway  for  the  accommodation  of  its  electrical  conductors, 
dated  June  19,  1894,  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accommoda- 
tion of  high-tension  electrical  conductors  in  Second  avenue,  both  sides,  from  Hous- 
ton to  Fourteenth  street. 

On  condition  that  said  company  relay  the  asphalt  pavement  of  said  street,  undei 
the  direction  of  the  Department  of  Public  Works,  and  as  much  of  the  street  from 
curb  to  curb  as  said  Department  may  deem  necessary. 

Provided,  however,  that  this  resolution  shall  not  take  effect  untd  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subway  shall  have 
first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  se- 
curity for  the  occupation  of  said  subway  and  the  payment  of  rentals  therefor  in  ad- 
vance, as  provided  by  chapter  263  of  the  Laws  of  1892. 

Resolved,  That  the  recommendation  of  the  Engineer  with  regard  to  the  applica- 
tion of  the  Mount  Morris  Electric  Light  Company  for  the  construction  of  a subway 
in  Duane  street  be  adopted,  and  that  said  application  be  denied. 
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On  motion,  it  was 

» 

Resolved,  That  the  application  of  the  North  River  Electric  Light  and  Power 
Company,  dated  June  16,  1894,  to  string  one  circuit  on  existing  poles,  on  One  Hun- 
dred and  Thirty-fifth  street,  from  Willis  avenue  to  Brook  avenue,  be  granted,  and  that 
the  Secretary  be  directed  to  issue  a permit  therefor. 

The  following  communication  from  the  Fire  Department  was  read  and  ordered 
to  be  filed  and -spread  at  length  on  the  minutes: 

• Fire  Department, 

Bureau  of  Fire  Alarm  Telegraph  and  Electrical  Appliances, 
Nos.  157  AND  159  East  Sixty-seventh  Street; 

New  York,  June  7,  1894. 

To  the  .Honorable  Board  of  Electrical  Control,  New  York  City: 

Gentlemen  : — About  three  years  ago  the  line  of  telegraph  poles  on  First  avenue 
north  of  Houston  street,  belonging  to  this  department,  were  taken  down  and  the 
wires  transferred  to  the  poles  of  the  Metropolitan  Telephone  Company,  in  compliance 
with  the  report  of  the  Board  of  Electrical  Control,  that  but  one  line  of  poles  for  the 
same  class  of  service  should  be  maintained  upon  that  avenue. 

The  change  was  made  after  a full  discussion  and  with  the  understanding  that  the 
poles  should  remain  until  other  provision  had  been  provided  for  the  fire  alarm  service. 

The  Metropolitan  Company  having  removed  their  wires,  have  also  removed  a 
large  number  of  the  poles,  leaving  barely  sufficient  for  the  temporary  support  of  the 
fire  wires. 

It  has  now  become  necessary  for  the  maintenance  of  the  fire  alarm  system  that 
other  facilities  be  provided,  especially  between  Houston  street  and  Forty-second  street, 
and  as  no  subway  facilities  are  available  there  appears  two  courses  open  for  us,  to 
wit  : 


The  reconstruction  of  the  present  line,  under  the  sanction  of  your  Honorable 
Board,  or  the  construction  of  a new  and  independent  line  by  this  department,  and  I 
am  instructed  to  request  your  Honorable  Board  to  take  such  action  in  the  matter  as 
may  be  deemed  necessary,,  to  the  end  that  our  service  may  be  put  in  such  condition 
as  its  importance  demands. 

Very  respectfully, 

J.  ELLIOT  SMITH,  Superintendent. 

The  matter  of  the  foregoing  communication  was  referred  to  the  Engineer  for  ex- 
amination and  report. 

The  following  communication  from  the  Fire  Department  was  read  and  ordered 
to  be  filed  and  spread  on  the. minutes: 
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Fire  Department, 

Bureau  of  Fire  Alarm  Telegraph  and  Electrical  Appliances, 
Nos.  157  AND  159  East  Sixty-seventh  Street, 

New  York,  June  21,  1894. 

Hon.  Theodore  Moss,  Commissioner  and  Secretary,  Board  of  Electrical  Control,  No. 

1266  Broadway,  N.  Y.  City ; 

Dear  Sir: — Referring  to  a recent  conversation  with  your  Mr.  Brown  in  relation 
to  the  removal  of  poles  from  the  lower  east  side  of  the  city,  I beg  to  inform  you  that 
the  work  of  connecting  fire  alarm  stations  in  that  section  by  means  of  short  loops 
from  nearest  subways,  where  possible,  is  now  progressing,  so  that  I think  that  four- 
fifths  of  the  poles  now  occupied  by  this  department  south  of  Houston  street  may  be 
removed  within  the  next  sixty  days. 

For  your  information  I would  state  that  the  Fire  Commissioners  have  at  pres- 
ent an  application  before  the  Board  of  Apportionment  for  funds  for  subway  purposes, 
under  provisions  of  an  act  of  the  last  Legislature,  which,  if  provided,  will  aid  ma- 
terially in  the  future  work  of  getting  the  fire  alarm  system  underground. 

Very  respectfully, 

J.  ELLIOT  SMITH,  Superintendent. 


The  Board  considered  the  following  communication  of  the  Fire  Department  in 
support  of  an  application  of  the  Mount  Morris  Electric  Light  Company  in  behalf  of 
that  department,  and  denied  the  application,  on  the  ground  that  it  is.  for  an  overhead 
wire : 


Fire  Department, 

Bureau  of  Fire  Alarm  Telegraph  and  Electrical  Appliances, 


' Nos.  157  AND  159  East  Sixty-seventh  Street, 

New  York,  June  21,  1894. 

Hon.  Theodore  Moss,  Commissioner  and  Secretary,  Board  of  Electrical  Control,  No. 
1266  Broadway,  N.  Y.  City: 

Dear  Sir: — d'his  department  is  very  anxious  to  have  its  Repair  Shops  in  West 
Third  street,  near  Sixth  avenue,  supplied  with  electric  light  service,  and  to  that  end 
has  made  application  to  the  Mount  Morris  Company  to  furnish  it. 

It  is  stated  by  the  Mount  Morris  Company  that  the  approval  of  their  application 
by  your  Honorable  Board  is  withheld,  and  subject  to  your  future  action. 

The  wants  of  this  department  are  respectfully  submitted  to  you  for  whatever 
bearing  it  may  have  in  the  action  of  your  Board  in  this  case. 

I have  the  honor  to  be 

Vei'y  respectfully, 

J.  ELLIOT  SMITH,  Superintendent. 


/UNE  22,  1894.] 
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The  Board  directed  the  following  communication  from  the  Fire  Department  to 
be  placed  on  file  and  spread  on  the  minutes: 

Fire  Department, 

Bureau  of  Fire  Alarm  Telegraph  and  Electrical  Appliances, 
Nos.  157  AND  159  East  Sixty-seventh  Street, 

New  York,  June  21,  1894. 

Hon.  Theodore  Moss,  Commissioner  and  Secretary,  Board  of  Electrical  Control,  No. 

1266  Broadway,  N.  Y.  City : 

Dear  Sir: — I have  the  honor  to  inform  you  that  this  department  has  taken  down, 
during  the  month  of  May,  1894,  three  and  one  half  (3^2)  miles  of  wire  and  thirty-two 
(32)  poles. 

Very  respectfully, 

J.  ELLIOT  SMITH,  Superintendent. 

The  following  communication  from  the  Automatic  Fire  Alarm  and  Extinguisher 
Company  was  read: 

The  Automatic  Eire  Alarm  and  Extinguisher  Company  (Limited), 

No.  413  Broadway,  New  York,  June  18,  1894. 

Theodore  Moss,  Esq.,  Secretary  the  Board  of  Electrical  Control,  New  York: 

Dear  Sir: — Your  notice  of  June  ii,  wherein  you  call  our  attention  to  the  action 
of  your  Board  on  the  7th  instant  in  reference  to  “unauthorized  subway  accommoda- 
tions,” was  duly  received,  and  in  reply  I would  say,  that  this  company  makes  use  of 
no  such  unauthorized  conduits  or  subways;  and,  so  far  as  our  wires  have  been  placed 
underground,  they  are  all  in  the  ducts  provided  by  the  Empire  City  Subway  Company. 

I wish  further  to  say  that  you  have  kindly  extended  our  time  for  getting  our 
wires  underground,  and,  as  I previously  reported  to  you,  we  have  taken  a duct  along 
Broadway,  from  Chambers  to  Cortlandt  street,  through  Maiden  Lane  to  Nassau 
street,  down  Nassau  to  Wall  street.  Our  cable  has  been  ordered  from  the  Standard 
Underground  Cable  Company,  and  they  have  it  made  and  already  laid  in  the  sub- 
way, and  it  is  now  ready  to  be  connected  at  the  manholes. 

That  involves  our  obtaining  permits  along  the  line  to  enter  the  basements  in  the 
different  blocks  which  we  are  now  at  work  upon.  One  or  more  men  in  the  employ  of 
this  company  are  giving  their  entire  time  to  arranging  the  circuits  and  obtaining  per- 
mits for  connections  by.  subsidiaries  from  the  subways  to  the  basements  of  the  build- 
ings. It  seems  to  me  that  this  is  slow  work,  and  we  are  not  yet  ready  to  have  the  lines 
connected  up  through  the  subway,  but  hope  to  be  before  long.  Meantime,  I ask  your 
patient  treatment  and  such  extension  of  our  time  as  may  be  absolutely  necessary. 

We  are  also  working  on  the  line  between  Bleecker  street  and  Twelfth  street, 
where  our  cable  is  also  in  the  subway,  and  arrangements  are  being  made  to  con- 
nect through  the  basements  to  our  circuits.  Eurtheimore,  I have  lately  applied  to 
the  Empire  City  Subway  Company  for  a duct  along  Broadway,  from  Twelfth  street  to 
Twenty-third  street.  Mr.  Jamison  informs  me  that  between  Fifteenth  street  and 
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Twentieth  street  the  ducts  are  at  present  all  taken,  but  he  will  see,  and  if  possible  have 
one  of  them  cleared  for  us.  I notice  in  your  favor  of  the  nth  that  you  say,  “suitable 
subway  facilities  will  be  furnished,”  and  I may  be  obliged  to  apply  to  you  for  relief 
if  the  Empire  City  Subway  Company  do  not  assign  us  this  duct  along  Broadway  be- 
tween Twelfth  street  and  Twenty-third  street. 

Yours  respectfully, 

ELIJAH  S.  COWLES,  President. 

The  foregoing  communication  was  directed  to  be  filed  and  spread  on  the  min- 
utes, and  the  matter  of  extending  the  time  to  go  in  the  subways  was  referred  to  the 
Secretary,  with  power. 

The  Board  hereupon  adjourned. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Mayor,  in  the  City  of  New  York,  on  Friday,  June  29,  1894,  II-30 

o’clock  A.  M. 

Present:  Mayor  Thomas  F.  Gilroy,  President;  Commissioners  Jacob  Hess, 
Theodore  Moss,  Walton  Storm. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  Engineer  submitted  the  following  report; 

New  York,  June  29,  1894. 

To  the  Honorable  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — Since  the  last  meeting  I have  only  one  application  for  subway  con- 
struction (from  New  York  Heat,  Light  and  Power  Company)  which  is  herewith 
submitted,  asking  for  construction  of  electric  light  and  power  subway,  on 

Water  street,  from  Fulton  street  to  Old  Slip,  west  side. 

John  street,  from  Pearl  to  Water  street,  south  side. 

The  above  are  in  streets  where  the  Department  of  Public  Works  is  about  to 
begin  repaving,  and  I recommend  that  the  application  be  granted. 

HENRY  S.  KEARNY,  Engineer. 

The  foregoing  report  of  the  Engineer  and  the  accompanying  application  were 
considered  by  the  Board,  and  on  motion  of  his  Honor  the  Mayor,  it  was 

Resolved,  That  the  application  of  the  New  York  Heat,  Light  and  Power 
Company  for  the  construction  of  subways  for  the  accommodation  of  its  electrical 
conductors,  dated  June  26,  1894,  be  and  is  hereby  granted. 
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Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommo- 
dation of  high  tension  electrical  conductors  in  the  following  localities: 

Water  street,  from  Fulton  street  to  Old  Slip,  west  side. 

John  street,  from  Pearl  to  Water  street,  south  side. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways  shall 
have  first  furnished  security  for  the  occupation  of  said  subways  and  the  payment 
of  rentals  therefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892. 

The  opinion  of  the  Counsel  to  the  Corporation,  as  follows,  upon  the  applica- 
tion of  the  Mercantile  Electric  Company  for  a franchise,  was  read: 

New  York,  June  22,  1894. 

Hon.  Theodore  Moss,  Secretary  Board  of  Electrical  Contiol. 

Sir:— I have  received  your  letter  of  nth  instant,  transmitting  the  application  of 
the  Mercantile  Electric  Company  for  permission  to  place  wires  for  the  purpose 
of  conductiiag  electric  currents  for  telegraphic  and  telephonic  purposes  in  the  sub- 
ways in  the  City  of  New  York,  and  requesting  my  opinion  as  to  the  form  m which 
the  application  should  be  granted,  in  case  the  company  is  entitled  to  the  privileges 

sought. 

By  the  copy  of  the  certificate  of  incorporation  transmitted  with  your  letter 
it  appears  that  the  company  in  question  has  been  incorporated  for  the  purposes 
indicated,  and  I do  not  understand  that  any  question  is  raised  in  relation  to  the 
right  of  the  company  to  prosecute  such  business. 

Section  7 of  the  Subway  Act,  chapter  716,  Laws  of  1887,  provides  that  the 
Subway  Company  shall  furnish  just  and  equal  facilities  to  any  and  all  coipora- 
tions  lawfully  competent  to  manufacture,  use  or  supply  electricity. 

It  is  therefore  the  duty  of  the  Subway  Company  to  permit  the  corporation 
named  to  occupy  space  in  the  subways  for  the  purpose  of  its  business  upon  the 
same  terms  and  conditions  which  are  imposed  upon  other  corporations  using  the 

subways. 

By  section  4 of  chapter  499  of  the  Laws  of  1885,  it  is  made  the  duty  of  the 
Commissioners  of  Electric  Subways  to  investigate  all  methods  proposed  by  any 
company  operating  or  intending  to  operate  electrical  conductors  for  electric  light- 
ing or  electric  communication,  along  or  across  any  street,  avenue  01  other 
highway,  in  the  City  of  New  York;  and,  before  approving  of  any  such  method,  to 
require  that  so  far  as  practicable  all  such  conductors  when  constructed  shall  be 
under  ground. 

The  duty  thus  defined  was  transferred  to  the  Commissioners  of  the  Board  of 
Electrical  Control  by  section  i,  chapter  716  of  the  Laws  of  1887. 

It  is  therefore  the  duty  of  your  Board  to  investigate  the  method  of  opeiation 
proposed  by  the  company  named  and  approve  such  method,  requiring  in  such  ap- 
proval that  the  conductors  when  constructed  shall  be  placed  in  the  subways. 
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I,  therefore,  in  accordance  vrith  your  request,  recommend  the  following  reso- 
lution to  be  adopted  if,  upon  investigation,  your  Board  approve  the  method  pro- 
posed by  the  company: 

Resolved,  That  Mercantile  Electric  Company,  incorporated  under  the  laws  of 
the  State  of  New  York,  is  hereby  authorized  and  empowered  to  lay  and  construct 
suitable  wires  or  other  conductors  in  subways  under  streets,  avenues  and  public 
parks  and  places  of  the  City  of  New  York,  for  'conducting  and  distributing  elec- 
tricity, for  telegraphic  and  telephonic  purposes,  under  the  direction  of  the  Board 
of  Electrical  Control,  subject  to  all  existing  rules  applicable  thereto  and  to  all 
regulations  which  this  Board  may  hereafter  impose  by  resolution  or  otherwise. 

Provided  always,  and  this  consent  is  given  upon  that  express  condition,  and 
not  otherwise,  that  until  the  further  order  and  resolution  of  this  Board  the  elec- 
trical conductors  of  the  said  company  shall  be  laid  or  constructed,  and  the  priv- 
ileges above  granted  shall  be  exercised  only,  in  and  through  subways  constructed 
by  the  Empire  City  Subway  Company  (Limited),  under  and  in  pursuance  of  the 
supervision  of  this  Board. 

I remain,  yours  respectfully, 

WM.  H.  CLARK,  Counsel  to  the  Corporation. 

And,  on  motion  of  his  Honor  the  Mayor,  the  Board  adopted  the  following 
resolution : 

Resolved,  That  Mercantile  Electric  Company,  incorporated  under  the  laws  of 
the  State  of  New  York,  is  hereby  authorized  and  empowered  to  lay  and  construct 
suitable  wires  or  other  conductors  in  subways  under  streets,  avenues  and  public 
parks  and  places  of  the  City  of  New  York,  for  conducting  and  distributing  elec- 
tricity, for  telegraphic  and  telephonic  purposes,  under  the  direction  of  the  Board 
of  Electrical  Control,  subject  to  all  existing  rules  applicable  thereto  and  to  all 
regulations  which  this  Board  may  hereafter  impose  by  resolution  or  otherwise. 

Provided  always,  and  this  consent  is  given  upon  that  express  condition,  and 
not  otherwise,  that  until  the  further  order  and  resolution  of  this  Board  the  elec- 
trical conductors  of  the  said  company  shall  be  laid  or  constructed,  and  the  priv- 
ileges above  granted  shall  be  exercised  only,  in  and  through  subways  constructed 
by  the  Empire  City  Subway  Company  (Limited),  under  and  in  pursuance  of  the 
supervision  of  this  Board. 


The  following  communication  from  Colonel  S.  V.  R.  Cruger,  Comptroller  of 
the  Corporation  of  Trinity  Church,  was  read  and  directed  to  be  filed  and  spread 
at  length  on  the  minutes,  and  the  Secretary  was  directed  to  reply  thereto  and  in- 
form Colonel  Cruger  that  a subway  will  be  built  in  Ninetieth  street  for  the  ac- 
commodation of  the  wires  in  Ninety-second  street: 
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Office  of  the  Corporation  of  Trinity  Church^ 

No.  187  Fulton  Street,  corner  of  Church  Street,  New  York, 

June  25,  1894. 


Hon.  Thomas  F.  Gilroy,  City  Hall: 


Dear  Sir  : — I have  the  honor  to  suggest  the  desirability  of  having  the  electric-light 
wires  now  on  poles  in  Ninety-second  street,  between  Columbus  and  Amsterdam 
avenues,  removed  and  placed  underground  in  Ninety-first  street,  between  the  same 
avenues. 


As  Ninety-first  street  is  about  to  be  paved  with  asphalt  for  the  first  time, 
it  seems  an  opportune  time  to  make  the  removal.  I believe  the  Board  of  Electrical 
Control  can  order  this  done. 


Hoping  that  you  will  approve  of  the  suggestion,  I am. 

Very  truly  yours, 

S.  V.  R.  CRUGER,  Comptroller. 


The  following  communication  from  the  Commercial  Cable  Company  was 
read: 

New  York,  June  27,  1894. 

Theodore  Moss,  Esq.,  Secretary  the  Board  of  Electrical  Control,  New  York: 

Dear  Sir  : — I beg  to  acknowledge  the  receipt  of  your  favor  of  the  25th  instant. 

This  company  accepts  the  provisions  of  the  resolutions  granting  its  applica- 
tion for  the  construction  of  a subway  in  Battery  place  and  Greenwich  street,  and 
agrees  to  the  stipulation  to  repave  so  much  of  the  street  over  and  along  the  route 
of  the  subsidiary  as  may  be  really  necessary  to  restore  the  new  pavement  to  its 
proper  condition. 

Yours  very  truly, 

GEORGE  G.  WARD,  Vice-President  and  General  Manager. 

The  Board  directed  the  Secretary  to  request  the  company  to  give  a stipulation 
based  upon  and  meeting  all  the  requirements  of  the  resolutions  passed  at  the  last 
meeting  of  the  Board. 


Whereupon  the  Board  adjourned. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Mayor,  in  the  City  of  New  York,  on  Wednesday,  August  i,  1894,  at  li 
o’clock  A.  M. 

Present:  Mayor  Thomas  F.  Gilroy,  President;  Commissioners  Jacob  Hess, 
Theodore  Moss  and  Walton  Storm. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

The  Engineer  submitted  the  following  report,  which  was  directed  to  be  placed 
on  file  and  spread  at  length  on  the  minutes: 

New  York,  July  31,  1894. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — I have  to  submit  application  of  the  Postal  Telegraph- Cable  Com- 
pany of  July  18,  for  subway  construction  from  corner  of  Front  street  and  Burling 
Slip,  north  on  Front  to  and  across  Fulton  to  northwest  corner  of  Fulton  and 
Pront,  and  recommend  that  the  same  be  granted;  also  an  application  of  the  Edison 
Electric  Illuminating  Company  for  a subway  on  Mercer  street,  both  sides,  from 
the  north  side  of  West  Third  to  the  north  side  of  Eighth  street,  and  recommend 
that  the  same  be  granted. 

These  include  all  the  applications  for  subway  construction  that  have  reached 
me  since  the  last  meeting  of  the  Board. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 

On  motion  of  his  Honor  the  Mayor,  it  was 

Resolved,  That  the  application  of  the  Postal  Telegraph-Cable  Company  for 
the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors,- 
dated  July  18,  1894,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  it  i.s 
hereby  authorized  and  directed  to  construct  subways  for  the  accommodation  of 
low-tension  electrical  conductors  as  follows:  From  corner  of  Front  street  and 
Burling  Slip  north  on  Front  to  and  across  Fulton  street  to  northwest  corner  of 
Fulton  and  Front. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  cor- 
porations and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnished  to  said  Empire  City  Subway  Company  (Limited)  security 
for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  ad- 
vance, as  provided  by  chapter  263  of  the  Laws  of  1892. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company 
of  New  York  for  the  construction  of  subways  for  the  accommodation  of  its  elec- 
trical conductors,  dated  July  27,  1894,  be  and  is  hereby  granted. 


August  i,  1894.] 


1384 


Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  it  is 
hereby  authorized  and  directed  to  construct  subwaj'^s  for  the  accommodation  of 
iow-tension  electrical  conductors,  in  Mercer  street,  both  sides,  from  the  north  side 
of  West  Third  street  to  the  north  side  of  Eighth  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  cor- 
porations and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnished  to  said  Empire  City  Subway  Company  (Limited)  secuiits'' 
for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  ad- 
vance, as  provided  by  chapter  263  of  the  Laws  of  1892. 

The  Secretary  reports  that  during  the  month  of  June  there  was  removed  by 
the  Inspectors  of  the  Board  of  Electrical  Control  23y2  miles  of  overhead  wire, 
and  during  the  month  of  July  22  miles  of  same,  without  any  expense  to  the  City. 


The  following  communications  of  Metropolitan  Telephone  and  Telegraph 
Company,  Western  Union  Telegraph  Company,  American  District  Telegraph 
Company,  Thomson-Houston  Electric  Company  of  New  York,  Harlem  Lighting 
Company,  Manhattan  Electric  Light  Company,  and  Police  Department,  relating 
to  the  removal  of  poles  and  wires,  were  directed  to  be  placed  on  file  and  spiead  on 
the  minutes: 

General  Offices  of  The  Metropolitan  Telephone  and  Telegraph  Co., 

No.  18  Cortlandt  Street, 

New  York,  July  6,  1894. 


The  Board  of  Electrical  Control,  No.  1264  Broadway,  New  York,  N.  Y.,  Theo.  Moss, 
Esq.,  Secretary : 

Dear  Sir  : — I beg  to  advise  you  that  this  company  has  removed  during  the  month 
of  June,  1894,  the  following  poles  and  wires; 


On  Beach  street,  Washington  to  Hudson  street 

On  Cherry  street,  James  slip  to  Jefferson  street 

On  Chrystie  street.  Eightieth  to  Ninety-fourth  St.. 

On  Hester  street,  Ludlow  and  East  streets 

On  Houston  street,  Clinton  to  Maugin  street 

On  James  slip,  Water  to  South  street 

On  King  street,  Washington  to  Greenwich  street... 

On  Mangin  street,  Houston  to  Delancey  street. 

On  South  street,  James  slip  to  Jefferson  street 

On  Washington  street,  corner  King  street 

On  Washington  street,  Morton  to  Dey  streets 

On  Water  street,  Jackson  street  to  James  slip 

On  Avenue  C,  Houston  to  Eighth  street 

On  Second  avenue.  Eleventh  to  Twenty-sixth  street. 
On  Tenth  avenue,  Forty-second  to  Forty-eighth  St. . 

On  Tenth  street,  Washington  to  West  street 

On  Eleventh  street.  West  Fourth  to  West  street 
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On  Twelfth  street,  Tenth  to  Thirteenth  avenue.... 
On  Fourteenth  street,  Eleventh  to  Eighth  avenue.  . . . 
On  Twenty-fourth  St.,  Eighth  to  Thirteenth  avenue 
On  Twenty-fifth  street.  Eighth  to  Thirteenth  avenue. 
On  Twenty-sixth  street.  Second  avenue  to  East  River 


On  Twenty-sixth  street.  Eighth  to  Eleventh  avenue.  . 

On  Twenty-seventh  St.,  Eighth  to  Eleventh  avenue.  14 
On  Thirty-second  street,  Tenth  to  Eleventh  avenue. . . . 

On  Eorty-fourth  street,  Eirst  to  Third  avenue i . 

On  Twenty-sixth  street,  Eighth  to  Tenth  avenue 

On  Forty-ninth  street.  First  avenue  to  East  River.  . 6 

On  One  Hundred  and  Twenty-fourth  street,  between 

Pleasant  and  First  avenues 3 

On  Pleasant  avenue,  between  One  Hundred  and  Fif- 
teenth and  One  Hundred  and  Twenty-fourth 

streets  7 

On  Third  avenue,  between  Seventy-ninth  and  One 

Flundred  and  Thirty-first  streets 70 


poles. 


(C 


2 miles  of  wire^. 


7 

7 

6 

3 

4 
24 

2 

21/2 

5^2 

5 


<( 


u 


(C 

(( 


6 


12 


C( 


132 


(< 


Total 


138  poles,  292%  miles  of  wire 


Yours  very  truly, 

E.  W.  CARRITS,  General  Superintendent. 


General  Offices  of  The  Metropolitan  Telephone  and  Telegraph  Co., 

No.  18  CoRTLANDT  StREET, 

New  York,  July  18,  1894. 

Board  of  Electrical  Control,  Hon.  Theodore  Moss,  Secretary,  No.  1264  Broadway,  New 
York : 

Dear  Sir  : I beg  to  advise  you  that  pursuant  to  the  requirements  of  a resolution 
adopted  by  your  Flonorable  Body  April  10,  1894,  amended  June  7,  1894,  this 
company  has  removed  all  of  its  poles  south  of  Fifty-ninth  street,  except  355  which 
it  has  been  unable  to  remove  because  of  the  occupancy  thereof  by  the  Fire  De- 
partment’s wires.  A schedule  showing  the  location  of  the  poles  carrying  such 
wires  has  been  forwarded  to  the  Fire  Department  with  a request  that  we  be  ad- 
vised upon  the  removal  of  the  wires  that  we  may  proceed  with  the  work  of  taking 
down  the  poles.  All  such  poles  can  be  removed  within  thirty  days  after  we  are 
advised  of  the  removal  of  the  Fire  Department’s  wires.  Since  August  i,  1893,. 
this  company  has  removed  from  the  streets  of  the  city  899  poles. 

Very  respectfully. 


U.  N.  BETHELL,  General  Manager. 
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General  Offices  of  The  Metropolitan  Telephone  and  Telegraph  Co., 

No.  18  CoRTLANDT  StREET, 

New  York,  July  13,  1894. 

Board  of  Electrical  Control,  Hon.  Theodore  Moss,  Secretary,  No.  1264  Broadway,  New 
York : 

Dear  Sir:— I beg  to  advise  you  that  this  company  will  remove  its  pole  lines  from 
the  streets  named  below  if  arrangement  can  be  made  by  the  Fire  Departrnent 
to  remove  its  wires  therefrom.  Information  to  this  effect  has  been  forwarded  to 
the  Fire  Department  this  day.  Streets  above  referred  to  are: 

Avenue  B,  from  Twelfth  to  Fourteenth  street. 

Fourteenth  street,  from  Avenue  B to  Second  avenue. 

Second  avenue,' from  Fourteenth  to  Seventy-ninth  street. 

West  Ninety-second  street,  from  Columbus  to  Amsterdam  avenue. 

Eleventh  avenue,  from  Fifty-ninth  to  Sixty-sixth  street. 

Sixty-sixth  street,  from  Tenth  to  Eleventh  avenue. 

Tenth  avenue,  from  Sixty-sixth  to  Seventieth  street. 

Third  avenue,  at  Seventy-ninth  and  Eighty-ninth  streets. 

First  avenue,  from  Fifty-ninth  to  One  Hundred  and  Fifteenth  street. 

Yours  very  truly, 

U.  N.  BETHELL,  General  Manager. 

Western  Union  Telegraph  Company, 
Superintendent's  Office.  No.  195  Broadway, 

New  York,  July  23,  1894.  , 

Mr.  Theodore  Moss,  Secretary,  Nos.  1262,  1264  Broadway,  City: 

Dear  Sir: — Replying  to  your  favor  of  the  17th  instant,  I have  to  say  that,  pur- 
suant to  the  order  of  April  loth  last,  we  have  removed  all  Western  Union  poles 
and  wires  on  West  street,  from  Cortlandt  street  to  Battery  place,  and  all  wires  on 
Morton  street  fire  line,  also  cable  from  Vandam  street  fire  line  and  Hudson  street 

housetops. 

We  have  also  arranged  to  remove  the  following  housetop  wires  within  that 
territory: 

Two  wires,  Everett  House  to  Belvidere. 

Two  wires,  No.  854  Broadway  to  Union  Square  Hotel. 

Five-wire  cable,  Everett  House  to  Westminster  Hotel. 

Two  wires.  Continental  Hotel  to  Hotel  New  Amsterdam. 

Two  wires.  Third  avenue  to  Park  Avenue  Hotel. 

AYe  now  have  no  poles  or  wires  v/ithin  the  territory  named,  except  on  Grand 
street,  between  the  Bowery  and  Allen  street,  where  we  have  two  working  wires. 

Very  respectfully, 

i W.  C.  HUMSTONE,  Superintendent. 
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Western  Union  Telegraph  Company^ 
Superintendent's  Office.  No.  19S  Broadway, 

New  York,  July  27,  1894. 

Mr.  Theodore  Moss,  Secretary,  Board  of  Electrical  Control,  Nos.  1262,  1264  Broad- 
way, City : 

Dear  Sir  : — Replying  to  your  favor  of  the  25th  instant,  I beg  to  report  that  the 
following  lines  therein  referred  to  are  not  the  property  of  this  company,  but,  I 
believe,  of  .the  Fire  Department: 

Forty-third  street,  from  Tenth  avenue  to  the  river. 

Seventeenth  street,  from  Ninth  to  Tenth  avenue. 

Thirty-sixth  street,  from  Ninth  to  Tenth  avenue. 

The  following  lines  have  been  cleared  of  wires,  and  the  poles  will  be  taken 
down  as  soon  as  possible: 

Thirtieth  street,  from  Eighth  to  Eleventh  avenue. 

Forty-sixth  street,  from  Eighth  to  Eleventh  avenue. 

Forty-first  street.  From  Tenth  to  Eleventh  avenue. 

Thirty-second  street,  from  Tenth  to  Eleventh  avenue. 

The  lines  in  the  following  localities  are  not  understood  by  us  to  be  in  the 
limit  contemplated  in  the  notice  of  April  loth: 

Forty-second  street,  from  Eleventh  avenue  to  North  River. 

Grand  street,  from  Allen  street  to  East  River. 

On  Grand  street,  between  Bowery  and  Allen,  we  have  two  (2)  working  wires, 
as  mentioned  in  my  previous  correspondence,  which  I expect  to  be  able  to  provide 
for  in  the  near  future. 

Very  respectfully, 

W.  C.  HUMSTONE,  Superintendent. 

. Western  Union  Telegraph  Company, 

Superintendent's  Office.  No.  195  Broadway, 

New  York,  July  30,  1894. 

Mr.  Theodore  Moss,  Secretary,  Board  of  Electrical  Control,  Nos.  1262,  1264  Broad- 
way, City : 

Dear  Sir  : — Reporting  further  in  respect  of  your  circular  letter  of  the  loth  and 
my  letter  of  the  22d  inst.,  I beg  to  say  that  all  poles  and  wires  on  Thirtieth  street, 
between  Eighth  and  Eleventh  avenues,  have  been  taken  down. 

On  Thirty-second  street,  between  Tenth  and  Eleventh  avenues,  there  are  five 
Western  Union  poles,  on  which  there  are  two  fire  and  two  telephone,  but  no  West- 
ern Union  wires. 

On  Forty-first  street,  between  Tenth  and  Eleventh  avenues,  we  have  three 
poles,  on  which  there  are  two  fire  wires,  but  none  of  this  company. 

On  Forty-sixth  street,  between  Tenth  and  Eleventh  avenues,  we  have  six 
poles,  on  which  there  are  two  fire  wires,  but  none  of  this  company. 
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On  Forty-sixth  street,  between  Ninth  and  Tenth  avenues,  we  have  seven 
poles,  on  which  there  is  a telephone  cable,  two  telephone  wires,  four  fire  wires, 
hut  no  Western  Union  wires. 

On  Forty-sixth  street,  between  Eighth  and  Ninth  avenues,  we  have  six  poles, 
■on  where  there  is  a telephone  cable,  two  telephone  and  two  dead  Western  Union 
wires. 

Very  truly  yours, 

W.  C.  FIUMSTONE.  Superintendent. 


Western  Union  Telegraph  Company, 
Superintendent's  Office.  No.  195  Broadway, 

New  York,  July  30,  1894. 

Mr.  Theodore  Moss,  Secretary,  Board  of  Electrical  Control,  Nos.  1262,  1264  Broad- 
wa39  City: 

Dear  Sir  : — For  your  information  I beg  to  state  that,  in  accordance  with  your 
order  of  April  10,  the  Gold  and  Stock  Telegraph  Company  has  taken  down  wires 
as  follows: 

From  No.  126  to  No.  127  Pearl  street,  230  feet. 

From  No.  48  Wall  street  to  No.  68  Pine  street,  800  feet. 

From  No.  139  Broadway  to  No.  21  Cortlandt  street,  900  feet. 

From  No.  261  to  No.  273  Broadway,  400  feet  4-conductor  cable. 

At  No.  237  Fifth  avenue,  520  feet  4-conductor  cable. 

Very  respectfully,  '- 

W.  C.  FIUMSTONE,  Superintendent. 


American  District  Telegraph  Company^, 
Superintendent's  Office,  No.  8 Dey^  Street, 

New  York,  July  2,  1894. 

Mr.  Theodore  Moss,  Esq.,  Secretary  Board  of  Electrical  Control : 

Dear  Sir: — During  the  month  of  June,  1894,  underground  cable  was  laid  at  the 
following  locations: 

One  25-wire  cable  from  man-hole  corner  Reade  street  and  Broadway;  thence 
north  to  man-hole  corner  Walker  street  and  Broadway. 

One  30-wire  cable  across  One  Hundred  and  Twenty-fifth  street  from  No.  104 
to  No.  105  West  One  Hundred  and  Twenty-fifth  street: 

This  enabled  us  to  take  down  overhead  wires  at  locations  given  below: 

One  19-wire  aerial  cable  which  ran  across  One  Hundred  and  Twenty- 

fifth  street^ near  Lexington  ayenue 2,850  feet. 

Six  wires  that  crossed  Reade  street  near  Broadway 700 

Six  wires  that  crossed  Duane  street  near  Broadway 700 

Six  wires  that  crossed  Thomas  street  near  Broadway 600  “ 
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Six  wires  that  crossed  Worth  street  near  Broadway 700  feet 

Six  wires  that  crossed  Leonard  street  near  Broadway 700  “ 

Two  wires  that  crossed  Franklin  street  near  Broadway 300  ‘‘ 

Two  wires  that  crossed  White  street  near  Broadway 300  “ 

Two  wires  that  crossed  Walker  street  near  Broadway 300  “ 

Respectfull}^,  7,iSo  feet. 

G.  V.  B.  FROST,  Superintendent. 

American  District  Telegr.-SlPh  Company, 
Superintendent's  Office,  No.  8 Dey  Street, 

New  York,  July  28,  1894. 

Mr.  Theodore  Moss,  Secretary,  Board  of  Electrical  Control,  No.  1264  Broadway, 
New  York: 

Dear  Sir: — Replying  to  your  letter  of  July  17th,  1894,  in  which  your  honorable 
body  ask  to  be  apprised  of  what  this  company  has  done  toward  taking  down  its 
overhead  wires  between  First  and  Eleventh  avenue  and  Fifty-ninth  street  and  the 
Battery  since  April  10,  1894,  ii"!  accordance  with  resolution  passed  by  your  Board 
on  April  17,  the  following  report  is  respectfully  submitted: 

Underground  Cables  Laid. 

One  30-conductor  cable  from  man-hole  corner  Reade  and  Broadway  to  office 
northwest  corner  Broadway  and  Chambers  street. 

One  30-conductor  cable  from  man-hole  corner  Fifty-eighth  street  and  Fifth 
avenue  to  Plaza  Bank  Building. 

One  25-conductor  cable  from  man-hole  corner  Reade  street  and  Broadway 
northerly  along  Broadway  to  Walker  street. 

One  25-conductor  cable  from  man-hole  corner  University  place  and  Four- 
teenth street  northerly  along  Broadway  to  man-hole  corner  Twentieth  street  and 
Broadway. 

Total  length  of  cable  laid,  5,444  feet. 

Overhead  Wires  taken  down. 

Eight  wires  that  crossed  Broadway  between  Thirty-sixth  and  Thirty-seventh 
streets. 

Ten  wires  that  crossed  Broadway  at  Thirty-eighth  street.  • 

Seven  wires  that  crossed  Seventh  avenue  between  Thirty-seventh  and  Thirty- 
eighth  street. 

Eight  wires  that  crossed  Thirty-seventh  street  near  Sixth  avenue. 

Two  wires  that  crossed  Dey  street  near  Broadway. 

Eight  wires  that  crossed  Thirty-eighth  street  near  Sixth  avenue. 

Fifteen  wires  that  crossed  New  street  between  Wall  street  and  Exchange 
place. 

Between  Broadway  and  Fifth  avenue — 

One  wire  that  crossed  Seventeenth  street. 

Three  wires  that  crossed  Eighteenth  street. 

^ Three  wires  that  crossed  Nineteenth  street. 

Three  wires  that  crossed  Twentieth  street. 
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Between  Fifth  avenue  and  Sixth  avenue — 

Three  wires  that  crossed  Eighteenth  street. 

Two  wires  that  crossed  Nineteenth  street. 

Four  wires  that  crossed  Twentieth  street. 

Four  wires  that  crossed  Twenty-first  street. 

Seven  wires  that  crossed  Twenty-second  street. 

Making  20,720  feet  of  overhead  wires  taken  down  since  April  10,  1894. 

Very  truly, 

G.  V.  B.  FROST,  Superintendent. 

Thomson-Houston  Electric  Co.  of  New  York, 

No.  425  East  Twenty-Fourth  Street, 

New  York,  July  19,  1894. 

Hon.  Theodore  Moss,  Secretary  Board  of  Electrical  Control,  No.  1264  Broadway,  New 
York  City: 

Dear  Sir  : — Replying  to  your  favor  of  July  17,  1894,  in  relation  to  the  removal  of 
poles  and  wires  between  First  and  Eleventh  avenues  and  south  of  Fifty-ninth 
street,  we  would  say  that  we  have  made  application  for  the  construction  of 
various  subways  in  the  district  named  and  for  an  assignment  to  ducts  already 
constructed. 

Yours  respectfully, 

H.  W.  GRAY,  Receiver,  by  A.  B.  TRACY. 

The  Harlem  Lighting  Company, 

Office  and  Station,  Eightieth  Street  and  East  End  Avenue. 

New  York,  July  19,  1894. 

Hon.  Theodore  Moss,  Secretary,  Board  of  Electrical  Control,  No.  1264  Broadway,  City: 

Dear  Sir; — Replying  to  your  favor  of  the  17th  inst.  referring  to  a resolution  of 
the  Board,  passed  at  its  meeting  held  April  10,  1894,  directing  the  removal  of  all 
poles  and  overhead  wires  in  the  district  bounded  by  First  and  Eleventh  avenues 
and  Fifty-ninth  street  to  the  Battery,  we  desire  to  state  that  all  the  poles  and 
overhead  wires  of  this  company  have  been  removed  and  that  its  entire  service  is 
now  being  operated  from  under  ground. 

Yours  respectfully, 

THE  HARLEM  LIGHTING  COMPANY, 

H.  M.  EDWARDS,  Auditor. 

Manhattan  Electric  Company  (Limited), 

Office  and  Station,  Eightieth  Street  and  East  End  Avenue. 

New  York,  July  19,  1894. 

Hon.  Theodore  Moss,  Secretary,  Board  of  Electrical  Control,  No.  1264  Broadway,  City: 

Dear  Sir  : — Replying  to  your  favor  of  the  17th  inst.  referring  to  a resolution  of 
the  Board,  passed  at  its  meeting  held  April  10,  1894,  directing  the  removal  of  all 
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poles  and  overhead  wires  in  the  district  bounded  by  First  and  Eleventh  avenues 
and  Fifty-ninth  street  to  the  Battery,  we  desire  to  state  that  all  the  poles  and 
overhead  wires  of  this  company  have  been  removed  and  that  its  entire  service  is 
now  being  operated  from  under  ground. 

Yours  respectfully, 

MANHATTAN  ELECTRIC-LIGHT  COMPANY  (LIMITED), 

FI.  H.  EDWARDS,  Secretary. 

» 

PoTicE  Department  of  the  City  of  New  York, 

No.  300  Mulberry  Street, 

New  York,  July  25,  1894. 

To  the  Honorable,  the  Board  of  Electrical  Control: 

Gentlemen  : — By  the  direction  of  the  Board  of  Police,  and  in  further  reply  to  your 
favor  of  the  17th  inst.,  requesting  report  of  any  poles  or  overhead  wires  belonging 
to  the  Police  Department  and  not  removed  in  district  below  Fifty-ninth  street, 
between  First  and  Eleventh  avenues,  I inclose  herewith  copy  of  the  report  of 
M.  R.  Brennan,  Superintendent  of  Telegraph,  thereon. 

Very  respectfully, 

WM.  FI.  KIPP,  Chief  Clerk. 

Police  Department  of  the  City  of  New  York, 

Office  of  Superintendent  of  Telegraph, 

New  York,  July  24,  1894. 

To  the  Honorable  Board  of  Police  Commissioners: 

Gentlemen  : — Regarding  the  attached  communication  from  the  Board  of  Electrical 
Control,  dated  July  17th  inst.,  I respectfully  submit  the  following  report: 

Within  the  boundaries  mentioned  (Fifty-ninth  street.  First  and  Eleventh  ave- 
nues) there  are  no  poles  belonging  to  the  Police  Department.  In  all  that  portion 
of  the  City,  south  of  Houston  street,  the  Police  Department  has  provided  for  its 
wires  in  the  subways. 

In  the  district  north  of  Houston  street,  and  up  to  Fifty-ninth  street,  the  police 
wires  are  strung  on  Fire  Department  poles,  also  on  those  of  the  various  telegraph 
and  telephone  companies,  and  on  housetops. 

Work  is  now  in  progress  putting  under  ground  wires  for  the  police  telegraph 
and  telephone  systems  between  Houston  and  One  Hundredth  streets,  and  I hope 
to  be  able  to  report  by  August  15  next  that  within  the  territory  covered  by  these 
boundaries  the  police  wires  have  been  placed  under  ground. 

I inclose  herewith  a list  of  the  locations  of  police  wires,  and  would  ask  that 
the  Board  of  Electrical  Control  be  furnished  with  a copy,  so  that  the  police  tele- 
graph and  telephone  service  may  not  be  interfered  with  until  the  wires  are  pro- 
vided for  under  ground. 

Very  respectfully, 

M.  R.  BRENNAN,  Superintendent  of  Telegraph. 
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Location  of  Police  Wires. 

Houston  street,  Mott  street  to  Avenue  B,  Fire  Telegraph  poles. 

Avenue  B,  Houston  street  to  Fourteenth  street,  Metropolitan  Telegraph  poles. 

Fourteenth  street.  Avenue  B to  Second  avenue.  Metropolitan  Telegraph 
poles. 

Second  avenue.  Fourteenth  street  to  One  Hundred  and  Twenty-fifth  street, 
Metropolitan  Telegraph  poles. 

Forty-fourth  street.  Second  avenue  to  Third  avenue.  Metropolitan  Telegraph 
poles. 

Bleecker  street,  Macdougal  street  to  West  Eleventh  street,  Postal  Telegraph 
poles. 

West  Eleventh  street,  Bleecker  street  to  SeA^enth  aA^enue,  Postal  Telegraph 
poles. 

Seventh  avenue.  West  Eleventh  street  to  Thirtieth  street.  Postal  Telegraph 
poles. 

Thirtieth  street  and  Seventh  avenue  to  Thirty-seventh  street  and  Eleventh 
avenue,  housetops. 

Eleventh  avenue.  Thirty-seventh  street  to  Sixty-first  street.  Metropolitan  Tel- 
egraph poles. 

A list  of  subways  authorized  to  be  built  during  this  year  by  the  Consolidated 
Telegraph  and  Electrical  Subway  Company  and  the  Empire  City  Subway  Com- 
pany, and  not  built,  was,  on  motion  of  his  Honor  the  Mayor,  referred  to  the 
Engineer  for  examination,  and  report  to  this  Board  why  these  subways  have  not 
been  constructed. 

A communication  of  the  Fire  Department,  dated  July  10,  1S94,  stating  the 
necessity  for  the  reconstruction  of  its  overhead  lines  in  Macdougal  and  certain; 
other  mentioned  streets,  unless  subway  accommodations  are  provided  in  the 
subways  already  built  in  those  streets,  was  also  referred  to  the  Engineer  for  exam- 
ination and  report. 

The  Engineer  was  also  directed  to  report  at  the  next  meeting  what  action, 
if  any,  has  been  taken  toward  the  construction  of  a subway  on  Ninetieth  street 
for  the  accommodation  of  wires  now  on  poles  in  Ninety-second  street. 

The  following  communication  of  the  attorneys  for  the  Receiver  of  the  Thom- 
son-Houston  Electric  Company  of  Ncav  York  was  read  and  directed  to  be  placed 
on  file  and  spread  on  the  minutes: 

Stetson,  Tracy,  Jennings  & Russell, 

Attorneys  and  Counsellors  at  Law, 

Mills  Building,  No.  15  Broad  Street, 

New  York,  July  31,  1894. 

Board  of  Electrical  Control,  No.  1264  BroadAvay,  City: 

Dear  Sirs  : — In  the  matter  of  the  Thomson-Houston  Electric  Company,  of  New 
York,  and  particularly  to  the  poles  and  wires  on  Fourteenth  street,  from  Eighth 
avenue  west  to  the  North  River,  we  beg  leave  to  submit  the  following: 
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The  Company  has  been  delayed  in  proceeding  with  this  work  by  two  causes, 
namely: 

1.  The  absence  of  the  Receiver,  who  is  in  Europe,  and 

2.  The  fact  that  the  Receiver  had  not  sufficient  funds  on  hand  to  meet-  the 
expense  of  placing  the  wires  under  ground. 

We  are  now  instructed,  however,  to  inform  you  that  negotiations  have  been 
completed  for  raising  a sufficient  amount  on  Receiver’s  certificates,  and  that,  sub- 
ject  to  your  approval,  the  work  of  placing  the  wires  under  ground  will  be  com- 
menced at  once  and  completed  with  all  possible  speed. 

Trusting  that  this  will  be  satisfactory,  and  thanking  you  for  your  courtesy  in 
the  matter,  we  are. 

Very  truly  yours, 

BANGS,  STETSON,  TRACY  & MacVEAGH, 

Attorneys  for  Receiver. 

The  following  application  of  the  Metropolitan  Telephone  and  Telegraph  Com- 
pany was  read,  and  directed  to  be  placed  on  file  and  spread  on  the  minutes: 

General  Offices  of  The  Metropolitan  Telephone  and  Telegraph  Co., 

No.  18  Cortlandt  Street, 

New  York,  July  13,  1894. 

Board  of  Electrical  Control,  Hon.  Theodore  Moss,  Secretary,  No.  1264  Broadway, 
New  York: 

Dear  Sir: — The  Metropolitan  Telephone  and  Telegraph  Company  respectfully  re- 
quests permission  from  your  Honorable  Body  to  reduce  the  height  of  its  West 
Side  Long  Distance  Pole  Line.  To  accomplish  this  new  wires  must  be  placed 
below  those  now  in  use  in  order  to  prevent  an  interruption  of  traffic.  The  wires 
at  the  top  of  the  poles  now  in  use  will  then  be  removed  and  each  pole  will  be 
reduced  in  height  about  twenty-five  feet  by  cutting  off  the  top.  The  poles  on  Dey 
street  to  West  street  will  be  removed,  and  upon  completion  of  the  work  there  will 
be  approximately  500  miles  of  wire  less  on  said  pole  line  than  it  is  now  carrying. 
This  large  reduction  in  wire  mileage  will  be  due  to  the  removal  from  said  line  of 
wires  heretofore  used  for  local  purposes,  which  have  been  replaced  by  wires  in  the 
subway  system.  The  reduction  in  height  and  the  substitution  of  new  poles  for 
any  that  may  be  defective,  for  which  permission  is  also  requested,  will  add  to  the 
safety  and  general  appearance  of  the  line.  The  Fire  Department  wires  on  said 
line  will  be  provided  for. 

Yours  very  truly, 

* 

U.  N.  BETHELL,  General  Manager. 

On  motion  of  his  Honor  the  Mayor,  it  was 

Resolved,  That  the  requisite  permission  be  granted  to  the  Metropolitan  Tele- 
phone and  Telegraph  Company  to  reduce  the  height  of  its  West  Side  Long  Dis- 
tance Pole  Line,  and  that  the  work  be  done  under  the  direction  of  the  Electrical 
Expert. 

Whereupon  the  Board  adjourned. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Mayor,  in  the  City  of  New  York,  on  Thursday,  October  4,  1894,  at  ii 
o’clock  A.  M. 

Present:  Mayor  Thomas  F.  Gilroy,  President;  Commissioners  Jacob  Hess, 
Theodore  Moss  and  Walton  Storm. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

Commissioner  Moss  reported  that  the  overhead  wires  of  the  Thompson- 
Houston  Electric  Company,  in  Fourteenth  street,  had  been  removed  and  its  wires 
placed  in  the  subway. 

The  Engineer  reported  as  follows: 

Office  of  tfie  Board  of  Electrical  Control, 

No.  1264  Broadway, 

New  York,  October  4,  1894. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — I have  to  report  that  the  construction  of  subways  during  the  sea- 
son of  1894  includes: 

For  Low  Tension  Telephone  and  Telegraph  Service. 

Front  street,  from  Fletcher  street  to  Gouverneur  lane. 

Nassau  street,  from  Spruce  to  Ann  street. 

Madison  avenue,  from  Sixty-sixth  to  Seventy-first  street. 

Ninetieth  street,  from  West  End  to  Columbus  avenue. 

Thirty-second  street,  from  Third  to  First  avenue. 

Sixty-fifth  street,  from  Fifth  to  Madison  avenue. 

Sixty-seventh  street,  from  Fifth  to  Madison  avenue. 

Sixty-ninth  street,  from  Fifth  to  Madison  avenue. 

Battery  place,  from  Greenwich  to  West  street. 

Front  street,  from  Burling  Slip  to  Fulton  street. 

Sixty-ninth  street,  from  Columbus  to  West  End  avenue. 

Seventh-fifth  street,  from  Columbus  to  West  End  avenue. 

Seventy-seventh  street,  from  Columbus  to  West  End  avenue. 

Seventy-second  street,  from  Eighth  to  West  End  avenue. 

Eighty-sixth  street,  from  Columbus  to  West  End  avenue. 

Columbus  avenue,  from  Eighty-sixth  to  One  Hundredth  street. 

Manhattan  street,  from  Twelfth  to  Amsterdam  avenue. 

/ Manhattan  street,  from  Amsterdam  avenue  to  One  Hundred  and  Twenty- 
fourth  street. 

For  High  Tension  Electric  Light  and  Power  Service. 

Fourteenth  street,  from  First  avenue  to  Avenue  B. 

Dey  street,  from  Broadway  to  Church  street. 

Grand  street,  from  Goerck  to  East  street. 

Broome  street,  from  South  Fifth  avenue  to  Wooster  street. 
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Pearl  street,  from  Whitehall  to  William  street. 

Nassau  street,  from  Spruce  street  to  Maiden  lane. 

Nassau  street,  from  Maiden  lane  to  Liberty  street. 

Water  street,  from  Fulton  to  Dover  street. 

Maiden  lane,  from  William  to  Pearl  street. 

Liberty  street,  from  William  street  to  Maiden  lane. 

Dover  street,  from  Pearl  to  Water  street. 

Frankfort  street,  from  Pearl  to  Gold  street. 

Nassau  street,  from  Liberty  to  Wall  street. 

Astor  place,  from  Broadway  to  Third  avenue. 

Theatre  Alley,  from  Ann  to  Beekman  street. 

Gold  street,  from  Frankfort  to  Spruce  street. 

Gold  street,  from  Pearl  to  Water  street. 

John  street,  from  Pearl  to  Water  street. 

Broome  street,  from  Wooster  to  Greene  street. 

Water  street,  from  Fulton  street  to  Old  Slip. 

Christopher  street,  from  West  to  Washington  street. 

Christopher  street,  from  Washington  to  Greenwich  street. 

I suggest  that  the  usual  ninety  days’  notice  for  removal  of  poles  be  sent  to 
all  owning  and  operating  overhead  wires  on  poles  through  those  streets. 

The  remainder  of  the  work  authorized  by  the  Board  for  construction  during 
the  season  of  1894  includes: 

For  High  Tension  Service. 

First  avenue,  from  Houston  to  Twenty-ninth  street. 

Fourth  street,  from  Second  avenue  to  Avenue  B. 

. Second  avenue,  from  Houston  to  Fourteenth  street. 

Avenue  A,  from  Houston  to  Seventh  street. 

Avenue  A,  from  Seventh  to  Twenty-fourth  street. 

Thirty-fourth  street,  from  First  to  Third  avenue. 

— which  will  be  constructed  in  the  near  future. 

The  following  streets: 

Pearl  street,  from  Dover  to  Frankfort  street. 

Beekman  street,  from  Park  row  to  Nassau  street. 

Maiden  lane,  from  Broadway  to  William  street. 

Ann  street,  from  Broadway  to  Nassau  street. 

—were  applied  for  by  the  New  York  Light,  Heat  and  Power  Company,  under  the 
supposition  that  the  subways  in  that  neighborhood  were  filled,  but  as  space  was 
provided  for  by  the  company  there  is  no  longer  any  necessity  for  construction 
there.  a ‘ 

The  application  of  the  United  Electric  Light  and  Power  Company  for  a 
subway  in  Houston  street,  from  First  avenue  to  Avenue  B,  was  authorized  from 
First  avenue  to  Ludlow  street,  on  account  of  the  new  paving  from  Ludlow  street 
to  Avenue  B,  and  unless  the  company  can  have  its  application  for  the  entire 
length  provided  for,  it  does  not  desire  the  construction  as  authorized.  There 
seems  to  be  a necessity  for  this  construction  from  Ludlow  street  to  Avenue  B, 
and  I recommend  that  the  Board  make  an  exception  to  its  rule  and  allow  the  new 
paving  to  be  disturbed  in  this  particular  street. 
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The  work  authorized,  at  the  request  of  the  Edison  Company,  in  Prince  street, 
from  Broadway  to  Marion  street,  and  from  Marion  to  Mulberry  street,  and  in 
Seventy-third  street,  from  Fifth  to  Madison  avenue,  and  from  Madison  to  Park 
avenue,  will  not  be  constructed  this  season,  as  the  business  does  not  warrant  the 
same. 

The  balance  of  the  work  authorized  for  the  accommodation  of  the  Edison 
Company  has  been  completed,  namely: 

Broome  street,  from  Pearl  to  Gold  street. 

Broome  street,  from  Greene  to  Mercer  street. 

Nassau  street,  from  Maiden  lane  to  Beekman  street. 

Pine  street,  from  Pearl  to  Front  street. 

Wall  street,  from  Pearl. to  Water  street. 

West  Broadway,  from  Chambers  to  Duane  street. 

Wooster  street,  from  Bleecker  to  West  Third  street. 

Nineteenth  street,  from  Broadway  to  No.  33  East  Nineteenth  street. 

Twenty-lifth  street,  from  Lexington  to  Third  avenue. 

Warren  street,  from  Broadway  to  Church  street. 

West  Plouston  street,  from  Sullivan  street  to  South  Fifth  avenue. 

Lexington  avenue,  from  Twenty-sixth  street  to  325  feet  south. 

Mercer  street,  from  Third  to  Eighth  street. 

Very  respectfully, 

HENRY  S.  KEARNY,  Engineer. 

The  foregoing  report  was  directed  to  be  filed  and  spread  at  length  on  the 
minutes,  and,  in  connection  therewith,  on  motion  of  his  Honor  the  Mayor,  the 
following  resolutions  were  adopted: 

Resolved,  That  the  ninety  days’  notice  provided  by  the  Statute  be  sent  to  all 
companies  and  persons  operating  overhead  wires  on  the  streets  mentioned  in  the 
first  part  of  the  Engineer’s  report. 

Resolved,  That  the  report  of  the  Engineer,  with  regard  to  the  application  of 
the  United  Electric  Light  and  Power  Company,  for  a subway  in  Houston  street, 
from  Ludlow  street  to  Avenue  B,  be  laid  over. 

The  Engineer  also  submitted  the  following  report: 

Office  of  the  Board  of  Electrical  Control, 

No.  1-264  Broadway, 

New  York,  September  24,  1894. 

To  the  Honorable,  the  Commissioners  of  the  Board  of  Electrical  Control: 

Gentlemen  : — I submit  herewith  original  applications  for  subway  construction, 
and  recommend  that  the  Board  authorize  the  same,  as  they  are  all  through  streets 
where  old  paving  or  asphalt  paving  exists  at  the  present  time. 

For  the  Edison  Electric  Illuminating  Company  of  New  York,  the  construc- 
tion of  subway  in  Twelfth  street,  from  - Sixth  to  Fifth  avenue,  and  from  Fifth 
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avenue  to  University  place,  and  from  University  place  to  No.  42  East , Twelfth 
street;  and  subsidiaries,  in  Forty-sixth  street,  from  Fifth  avenue  west  to  No.  32, 
and  in  Thirty-fourth  street,  from  Third  avenue  east  to  No.  214  East  Thirty-fourth 
street. 

For  the  Mount  Morris  Electric  Light  Company,  a crossing  of  West  Broadway 
on  the  south  side  of  Duane  street. 

For  the  United  Electric  Light  and  Power  Company,  a subway  in  Stanton 
street,  north  side,  from  the  northwest  corner  of  Forsyth  street  to  the  station  of 
the  United  States  Illuminating  Company;  and  in  Forsyth  street,  west  side,  from 
the  Houston  street  subway  to  northwest  corner  of  Stanton  street. 

For  the  Metropolitan  Telephone  and  Telegraph  Company,  a subway  in 
Second  avenue,  east  side,  from  Houston  to  Fourteenth  street,  and  a subway  on  the 
line  of  Third  avenue  (as  near  as  possible),  from  One  Hundred  and  Thirtieth 
street,  north,  to  One  Hundred  and  Thirty-eighth  street,  including  the  crossing 
under  the  Flarlem  River. 

The  above  being  the  only  applications  for  construction  of  subways  received 
since  the  last  meeting  of  the  Board. 

An  application  from  the  Edison  Electric  Company,  dated  October  i,  for  a 
subway  in  New  Chambers  street,  from  New  Bowery  two  hundred  and  twenty-five 
feet  east  to  Oak  street,  is  in  a street  paved  since  1890,  but  I recommend  that  this 
special  case  be  excepted  from  the  general  rule  and  that  it  be  authorized  under  such 
restrictions  as  to  repaving  as  this  Board  may  impose. 

Ver}'-  respectfully, 

HENRY  S.  KEARNY,  Engineer. 

Which  was  also  directed  to  be  filed  and  spread  on  the  minutes,  and. 

On  motion  of  his  Honor  the  Mayor,  it  was 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company 
of  New  York,  dated  September  7,  1894,  for  a subsidiary  in  Forty-sixth  street,  from  • 
Fifth  avenue  west  to  No.  32  West  Forty-sixth  street,  be  denied. 

Resolved,  That  the  application  of  the  United  Electric  Light  and  Power  Com- 
pany, dated  August  23,  1894,  for  a subway  in  Stanton  street,  north  side,  from 
the  northwest  corner  of  Forsyth  street  to  the  station  of  the  United  States  Illum- 
inating Company,  and  in  Forsyth  street,  west  side,  from  the  Houston  street  sub- 
way to  northwest  corner  of  Stanton  street,  be  laid  over. 

Resolved,  That  the  applications  of  the  Edison  Electric  Illuminating  Com- 
pany of  New  York,  dated  Julj^  10  and  September  10,  1894,  for  the  construction  of 
subways  for  the  accommodation  of  its  electrical  conductors,  be  and  are  hereby 
granted. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  it  is 
hereby  authorized  and  directed  to  construct  subways  for  accommodation  of 
low  tension  electrical  conductors  in  the  following  localities: 
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Twelfth  street,  south  side,  from  Sixth  to  Fifth  avenue,  and  from  Fifth  avenue 
to  University  place,  and  from  University  place  to  No.  42  East  Twelfth  street. 

Thirty-fourth  street,  south  side,  from  Third  avenue  east  to  No.  214  East 
Thirty-fourth  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  cor- 
porations and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnished  to  said  Empire  City  Subway  Company  (Limited)  security 
for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  ad- 
vance, as  provided  by  chapter  263  of  the  Laws  of  1892. 

Resolved,  That  .the  application  of  the  Mount  Morris  Electric  Light  Company, 
for  a crossing  of  West  Broadway  at  Duane  street,  dated  June  29,  1894,  be  and  is 
hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct,  for  the  accommodation 
of  the  Mount  Morris  Electric  Light  Company,  a crossing  of  West  Broadway  on 
the  south  side  of  Duane  street. 

Resolved,  That  the  two  applications  of  the  Metropolitan  Telephone  and  Tele- 
graph Company,  dated  respectively  October  i,  1894,  for  the  construction  of  sub- 
ways for  the  accommodation  of  its  electrical  conductors,  be  and  are  hereby 
granted. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  it  is 
hereby  authorized  and  directed  to  construct  subways  for  the  accommodation  of 
low  tension  electrical  conductors  in  the  following  localities: 

Second  avenue,  east  side,  from  Flouston  to  Fourteenth  street. 

From  One  Hundred  and  Thirtieth  street,  under  the  Harlemi  River,  as  nearly 
as  practicable  on  the  line  of  Third  avenue;  thence  on  Third  avenue  to  One  Flun- 
dred  and  Thirty-eighth  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  cor- 
porations and  individuals  making  application  for  the  construction  of  said  subwa}os 
shall  have  first  furnished  to  said  Empire  City  Subway  Company  (Limited)  security 
for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  ad- 
vance, as  provided  by  chapter  263  of  the  Laws  of  1892. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company 
of  New  York,  dated  September  25,  1894,  for  a subway  in  New  Chambers  street, 
north  side,  from  New  Bowery  to  Oak  street,  be  granted,  on  condition  that  an 
arrangement  be  made  by  said  company  with  the  Department  of  Public  Works, 
by  which  the  Department  of  Public  Works  will  relay  the  pavement  and  the  com- 
pany will  pay  the  expense  thereof. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  it  is 
hereby  authorized  and  directed  to  construct  a subway  for  the  accommodation  of 
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low  tension  electrical  conductors  in  New  Chambers  street;  north  side,  from  New 
Bowery  to  Oak  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  cor- 
porations and  individuals  making  application  for  the  construction  of  said  subway 
shall  have  first  furnished  to  said  Empire  City  Subway  Company  (Limited)  security 
for  the  occupation  of  said  subway  and  the  payment  of  rentals  therefor  in  ad- 
vance, as  provided  by  chapter  263  of  the  Laws  of  1892;  and  provided  the  condition 
imposed  on  the  Edison  Electric  Illuminating  Company  shall  first  be  complied 
with. 

Commissioner  Moss  submitted  the  following  report  in  relation  to  the  placing 
by  the  Consolidated  Gas  Company  of  wires  in  its  gas  mains  for  the  purpose  of 
transmitting  electricity,  and  the  following  communication  from  said  company 
replying  to  the  Board’s  letter  on  that  subject. 

Office  of  the  Board  of  Electrical  Control, 

No.  1264  Broadway, 

New  York,  October  4,  1894. 

Hon.  Thomas  Gilroy;  Mayor: 

Dear  Sir  : — I have  the  honor  to  report  that  information  has  reached  me  to  the 
effect  that  the  Consolidated  Gas  Company  of  this  city  has  placed  in  its  gas-mains 
at  various  places,  wires  for  the  purpose  of  transmitting  electricity. 

I notified  that  company  on  the  14th  instant  to  have  these  wires  removed  immedi- 
ately, but  up  to  the  present  they  still  remain. 

I beg  therefore  to  submit  the  matter  to  the  Board  for  such  action  as  may  be 
deemed  proper. 

Very  respectfully, 

THEODORE  MOSS. 

Consolidated  Gas  Company  of  New  York, 

No.  4 Irving  Place, 

New  York,  September  19,  1894. 

Mr.  Theodore  Moss,  Secretary,  Board  of  Electrical  Control,  No.  1264  Broadway,  N.  Y. 
City : 

Sir: — I am  in  receipt  of  your  favor  of  the  14th  inst.,  in  which  you  state  it  has 
come  to  the  knowledge  of  the  Board  of  Electrical  Control  that  this  company  has 
without  authority  of  law  placed  wires  in  its  mains. 

This  company  has  for  nearly  ten  years  had  its  stations  and  works  connected  by 
such  wires,  which  are  used  solely  by  our  own  employees  for  the  purpose  of  signaling 
from  one  station  to  another.  It  is  essential  to  the  proper  conduct  of  our  business 
that  we  should  do  so;  but  we  have  no  occasion  to  use  any  of  the  conduits  laid  in  the 
streets  by  others,  as  the  wires  placed  in  our  mains,  which  were  laid,  it  is  true,  for 
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another  purpose,  is  still  useful  to  accomplish  this  result.  This  has  been  so  from  a 
date  previous  to  the  organization  of  the  Board  of  Electrical  Control. 

We  are  advised  that  rve  are  not  violating  any  law  of  the  State,  and  we  are  cer- 
tainly protected,  and  our  rights  established,  by  the  recent  decision  of  the  Supreme 
Court  in  the  case  of  the  Empire  City  Subway  Company  (Limited)  against  the  Broad- 
way and  Seventh  Avenue  Railroad  Company. 

Yours  truly, 

' A.  E.  GAWTRY,  President. 

On  motion  of  his  Honor  the  Mayor,  it  was 

Resolved,  That  the  communication  of  the  Consolidated  Gas  Company  in  refer- 
ence to  placing  and  maintaining  electrical  wires  in  its  gas  mains  be  referred  to  the 
Counsel  to  the  Corporation,  with  request  that  he  give  an  opinion  to  this  Board  as  to 
whether  or  not  this  company  is  violating  the  law. 

Resolved,  That  the  Secretary  communicate  with  the  Commissioner  of  Public 
Works  and  inform  him  of  the  action  of  this  Board,  and  request  him  to  prohibit  and 
stop  in  every  possible  and  conceivable  way  the  laying  of  any  more  wires  in  those 
pipes  until  this  question  is  decided  by  the  Corporation  Counsel. 

I 

The  following  reports  of  the  Secretary  were  read  and  considered: 

Office  of  the  Board  of  Electrical  Control, 

No.  1264  Broadway, 

New  York,  October  3,  1894. 

The  following  number  of  wires  have  been  removed  that  were  replaced  across  the 
following  streets  by  parties  unknown  since  June,  1894: 

Crossing  New  street  ■ 

“ Broad  street  . . . 

“ William  street  . . 

“ Exchange  place 

“ Stone  street  . . . 

" Wall  street  

“ Beaver  street  ... 

“ Hanover  Square 

“ Pearl  street  .... 

“ Pine  street  

Total  139  Wires. 

Very  respectfully, 

THEODORE  MOSS,  Secretary. 

9 

In  the  following  streets  and  avenues  there  are  electric  light  pole  lines  Avhere  sub- 
ways have  been  completed  and  the  ninety  days’  notice  has  expired: 


33  Wires. 
6 “ 

20  “ 

13  “ 

10  “ 

20  “ 

8 “ 

5 " 

4 “ 

16  “ 
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Third  avenue,  from  Fourteenth  street  to  Bowery,  United  States. 

Sixth  street,  from  Bowery  to  Second  avenue.  Brush. 

Fourth  street,  from  Bowery  to  Second  avenue,  Brush. 

Essex  street,  from  Ffouston  to  Grand  street,  Brush. 

Very  respectfully, 

THEODORE  MOSS,  Secretary. 

Commissioner  Moss,  in  connection  with  last  report,  offered  the  following  resolu- 
tion; 

Resolved,  That  a written  notice  be  sent  by  the  Secretary  to  the  United  States  Il- 
luminating Company  and  the  Brush  Electric  Illuminating  Company,  informing  them 
that  unless  the  poles  and  wires  in  the  streets  mentioned  are  removed  by  them  in  ten 
•days  summary  action  will  be  taken  in  the  premises. 

His  Honor  the  Mayor,  moved  to  amend  the  resolution  by  substituting  the  words 
■“this  Board  will  immediately  proceed  to  remove  the  same’’  in  place  of  the  words 
“summary  action  will  be  taken  in  the  premises.”  Commissioner  AIoss  accepted  the 
-amendment,  and  the  resolution  thus  amended  was  unanimously  adopted. 

The  Secretary  reported  that  during  the  month  of  August  there  was  removed  by 
the  Inspectors  of  the  Board  of  Electrical  Control  about  twenty-one  and  a half  miles 
of  overhead  wire,  and  during  the  month  of  September  about  eleven  miles  of  overhead 
wire,  without  any  expense  to  the  city. 

The  Electrical  Expert  submitted  the  following  reports: 

Office  of  the  Board  of  Electrical  Control, 

No.  1264  Broadway, 

New  York,  September  18,  1894. 

Hon.  Theodore  Moss,  Secretary  of  the  Board  of  Electrical  Control ; 

Dear  Sir:— I have  to  report  that  the  overhead  electric  light  circuit  on  West  Four- 
teenth street,  from  Eighth  avenue  to  the  Hudson  River,  has  been  entirely  removed 
.and  placed  in  the  subway. 

Very  respectfully, 

SCHUYLER  A.  WHEELER,  Electrical  Expert. 

Office  of  the  Board  of  Electrical  Control, 

No.  1264  Broadway, 

New  York,  September  28,  1894. 

Hon.  Theodore  Moss,  Secretary  of  the  Board  of  Electrical  Control: 

Dear  Sir:— I have  to  report  that  overhead  wires  have  recently  been  strung  across 
Broadway,  from  housetop  to  housetop,  in  the  district  some  time  ago  entirely  cleared 
of  all  overhead  wires  by  this  Board. 
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In  each  case  the  wire  used  was  many  times  thinner  than  ordinarily  used  for  over- 
head work,  showing  clearly  the  intenticn  of  making  the  line  invisible  from  the  street, 
and  thus  escaping  detection. 

The  first  wire  discovered  crossed  Broadway  from  No.  67  to  No.  70.  This  wire 
(Exhibit  No.  i)  was  removed  August  17,  and  was  replaced  by  another  wire  (Ex- 
hibit No.  2).  This  was  removed  September  12,  1894,  by  the  inspectors,  who  in  fol- 
lowing the  ends  to  locate  the  people  using  the  wire  found  the  ends  cut  off  on  a roof,, 
so  that  it  was  impossible  tO'  follow  the  wire  any  further. 

Exhibit  No.  3 was  strung  some  time  between  4 .P.  M.  of  September  13,  and  9 
A.  M.  of  September  14,  to  the  best  of  our  knowledge,  as  it  was  discovered  and  re- 
moved September  14.  This  wire  ran  from  the  office  of  Erode  & Co.,  bankers  and 
brokers.  No.  57  Broadway,  Room  30,  across  Exchange  Alley  to  No.  55  Broadway, 
where  it  crossed  Broadway  to  the  Tower  Building,  thence  across  Exchange  place  to 
the  Consolidated  Exchange.  Here  the  inspectors  were  refused  admission  to  the  roof, 
so  the  wire  could  not  be  traced  to  any  office  in  this  building,  although  when  the  in- 
spectors cut  the  wire  across  Exchange  place  somebody  was  on  the  roof  of  the  Ex- 
Lhange  and  drew  the  wire  up  to  the  roof.  Who  did  this  the  inspectors  were  unable  to- 
find  out. 

Exhibit  No.  4 ran  from  the  offices  of  J.  H.  Doyle,  Room  20;  Henry  Harris,  Room 
5,  and  the  Mutual  Stock  and  Produce  Company,  all  in  the  building  No.  51  New 
street,  whence  it  ran  along  the  Tower  Building  and  across  Broadwa-y  to  Aldrich 
Court,  across  Trinity  place,  thence  north  to  Field  Building,  No.  i Broadway.  Here 
the  wire  was  traced  to  the  cellar,  where  it  entered  a flue  and  could  be  followed  no 
farther,  although  every  effort  was  made. 

Exhibit  No.  S,  two  wires  were  strung  across  Broadway  from  No.  53  to  No.  52 
Broadway,  to  No.  61  New  street,  to  the  same  offices  with  which  wires  connected. 
This  wire  was  not  up  Saturday  afternoon,  but  was  found  Monday  morning,  Septem- 
ber 17,  and  removed. 

Exhibit  No.  6,  one  wire  strung  to  same  office  that  wire  No.  3 entered  the  same 
time  No.  5 was  strung,  and  was  removed  September  17,  1894. 

Exhibit  No.  7 was  strung  to  same  office  as  No.  3 and  No.  6,  but  crossed  Broad- 
way at  another  point.  No.  30  to  No.  31,  and  went  to  No.  65  New  street,  and  was  re- 
moved September  27. 

Very  respectfully, 

SCHUYLER  A.  WHEELER,  Electrical  Expert. 

On  motion  of  his  Honor  the  Mayor,  it  was 

Resolved,  That  Commissioner  Storm  be  appointed  a committee  of  one  to  wait 
on  the  District  Attorney  and  secure  such  action  to  be  taken  by  him  as  may  be  re- 
quisite to  punish  the  persons  who  are  engaged  in  violating  the  provisions  of  the  law 
under  which  this  Board  is  acting,  and  to  prevent  further  stringing  of  these  wires- 
without  authority. 

The  following  communication  of  the  United  Electric  Light  and  Power  Company 
was  read; 
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The  United  Electric  Light  and  Power  Company, 

No.  108  Fulton  Street, 

New  York,  September  26,  1894. 

Hon.  Theodore  Moss,  Secretary,  Board  of  Electrical  Control,  No.  1264  Broadway, 
City : 

Dear  Sir  : — We  wish  to  cancel  our  application  of  April  2 for  subway  facility  on 
the  east  side  of  Second  avenue,  from  Houston  street  to  Fourteenth  street,  and  our 
application  of  June  19  for  a similar  «ubway  on  the  west  side  of  said  avenue,  and  in 
place  of  the  foregoing  we  hand  you  herewith  our  application  for  a subway  to  be  con- 
structed on  the  east  side  of  Second  avenue,  from  Houston  street  to  the  south  side  of 
Seventh  street,  and  for  a subway  to  be  constructed  on  the  west  side  of  Second  avenue, 
from  Flouston  street  to  the  north  side  of  Fifth  street. 

As  the  Consolidated  Telegraph  and  Electrical  Subway  Company  have  not  yet 
hegun  the  construction  of  the  subways,  as  originally  proposed,  we  trust  you  will 
grant  our  request  for  countermanding  of  the  original  and  substitution  of  the  revised 
application. 

Very  truly  yours, 

THE  UNITED  ELECTRIC  LIGHT  AND  POWER  COMPANY, 

Per  C.  H.  JACKSON,  Vice-President  and  Manager. 

The  Board  referred  the  matter  to  the  Engineer  to  take  such  steps  as  may  be 
necessary  or  practicable. 

The  following  communications  from  the  Metropolitan  Telephone  Company  and 
the  Fire  Department  relative  to  the  removal  of  certain  poles  and  wires  were  read: 

General  Offices  of  The  Metropolitan  Telephone  and  Telegraph  Co., 

No.  18  Cortlandt  Street, 

New  York,  September  28,  1894. 

Hon.  Theodore.  Moss,  Secretary,  Board  of  Electrical  Control,  No.  1264  Broadway, 
New  York  City: 

Dear  Sir  : — I beg  to  refer  again  to  your  esteemed  favor  of  August  10,  1894,  in 
which  you  state  that  the  Fire  Department  expresses  a hope  that  its  wires  will  be 
removed  before  the  end  of  the  month  (August)  from  the  following  streets: 

Chrystie  street,  from  Bayard  to  Houston  street. 

East  Broadway,  from  Catharine  street  to  Market  street. 

, Hester  street,  from  Ludlow  to  Mott  street. 

Madison  street,  from  Catharine  to  Rutgers  street. 

Orchard  street,  from  Canal  to  Grand  street. 

Thirteenth  street,  from  Third  avenue  to  Avenue  A. 

Nineteenth  street,  from  First  avenue  to  Avenue  B. 

Twenty-second  street,  from  Second  avenue  to  Avenue  A. 

Forty-fourth  street,  from  First  avenue  to  Third  avenue. 

First  avenue,  from  Houston  to  Fifty-ninth  street. 
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Avenue  A,  from  Thirteenth  street  to  Twenty-third  street. 

Fifty-sixth  street,  from  First  avenue  to  East  river. 

Thirteenth  street,  from  Eighth  avenue  to  Eleventh  avenue. 

Will  you  be  kind  enough  to  advise  us  whether  or  not  we  may  proceed  with  the 
removal  of  the  poles  from  the  streets  named. 

Yours,  very  truly, 

U.  N.  BETH  ELL,  General  Manager. 

Fire  Department, 

Bureau  of  Fire  Alarm,  Telegraph  and  Electrical  Appliances, 

Office  of  Superintendent,  Nos.  157  and  159  East  Sixty-seventh  Street, 

New  York,  October  2,  1894. 

Hon.  Theodore  Moss,  Commissioner,  and  Secretary  Board  of  Electrical  Control,  No.^ 
1264  Broadway,  New  York  City:' 

Dear  Sir  : — I have  the  honor  to  acknowledge  the  receipt  of  your  communication 
of  yesterday,  inclosing  communication  from  the  Metropolitan  Telephone  Com- 
pany, covering  a list  of  streets  from  which  they  desire  to  remove  their  poles,  pro- 
vided the  wires  of  this  Department  have  been  removed  therefrom,  and  in  reply 
to  which  I beg  to  inform  you  that  this  Department’s  wires  have  been  removed 
from  all  the  streets  specified  in  the  communication,  with  the  exception  of  that 
portion  of  First  avenue  north  of  Twenty-third  street,  and  in  Fifty-sixth  street,, 
between  First  avenue  and  East  river. 

Very  respectfully, 

J.  ELLIOT  SMITH,  Superintendent. 

The  Board  adopted,  on  motion  of  his  Honor  the  Mayor,  the  following  reso- 
lution in  connection  with  these  communications: 

Resolved,  That  the  Metropolitan  Telephone  and  Telegraph  Company  be  no- 
tified that  it  can  remove  the  poles  and  wires  from  all  the  streets  specified  in 
its  communication,  except  the  two  mentioned  by  Mr.  Smith. 

The  following  communications  of  the  Metropolitan  Telephone  and  Telegraph 
Company  and  the  American  District  Telegraph  Company  were  directed  to  be  filed 
and  spread  on  the  minutes: 

General  Offices  of 

The  Metropolitan  Telephone  and  Telegrappi  Company, 

No.  18  CoRTLANDT  STREET, 

New  York,  August  4,  1894. 

Hon.  Theodore  Moss,  Secretary,  Board  of  Electrical  Control,  No.  1264  Broadway,. 
New  York: 

Dear  Sir: — I beg  to  advise  that  this  company  has  removed  during  the  month  of 
July,  poles  and  wires  as  follows: 
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Avenue  D,  Tenth  street  to  Thirteenth  street : 

Elizabeth  street,  Houston  street  to  Broome  street 

Pike  street,  South  street  to  Henry  street 

Water  street.  Pike  street  to  Jefferson  street 

Eleventh  street,  Bleecker  street  to  West  street 

Twenty-seventh  street,  Tenth  avenue  to  North  river 

One  Hundred  and  Twenty-fourth  street,  Third  avenue  to  Lenox  ave.  . , 


3 

7 
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15 

II 


Poles. 

(( 
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(( 


5 

7 


ct 
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— and  from  various  parts  of  the  city  single  poles  left  standing  when  the 
lines  were  removed  in  order  to  accommodate  the  Fire  and  Police 
Department,  which  wires  have  now  been  removed  and  the  poles 
taken  down  I3 


Total  64  Poles. 

The  quantity  of  wire  removed  from  various  lines,  chiefly  One  Hundred  and 
Twenty-fourth  street,  East  Forty-fourth  street  and  Tenth  avenue,  amounts  to 
197  miles. 

Yours,  very  truly, 


E.  W.  CARRIT,  General  Superintendent. 


General  Offices  of 

The  Metropolitan  Telephone  and  Telegraph  Company, 

No.  18  Cortlandt  Street, 

New  York,  September  10,  1894. 

Hon.  Theodore  Moss,  Secretary,  Board  of  Electrical  Control,  No.  1264  Broadway, 
New  York: 

Dear  Sir  : — I beg  to  advise  you  that  during  the  month  of  August  this  Company 
has  removed  but  one  pole  from  Fifty-fourth  street  and  First  avenue,  and  about 
750  feet  of  wire. 

Yours,  very  truly, 

E.  W.  CARRIT,  General  Superintendent. 


General  Offices  of 

The  Metropolitan  Telephone  and  Telegraph  Company, 

No.  18  Cortlandt  Street, 

New  York,  October  3,  1894. 

Hon.  Theo.  Moss,  Secretary,  Board  of  Electrical  Control,  No.  1264  Broadway,  New 
York,  N.  Y.: 

Dear  Sir: — I beg  to  advise  you  that  this  company  has  removed  during  the  month 
of  September  poles  and  wires  as  follows: 

On  South  street,  from  Old  Slip  to  James  Slip 35  Poles. 

On  James  street,  from  South  to  Cherry  street i 

On  Catharine  street,  from  Cherry  to  South  street 3 
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Water  street,  corner  Pike  Slip 

On  Corlears  street,  from  Grand  to  Front  street 

On  Front  street,  from  Corlears  to  Jackson  street 

On  Essex  street,  from  Canal  to  Hester  street 

On  Chrystie  street,  from  Bayard  to  Fludson  street 

On  Hester  street,  corner  Bowery 

On  Rutgers  street,  from  Madison  to  Water  street 

On  Orchard  street,  from  Canal  to  Grand  street 

On  Pike  street,  from  Division  to  Water  street 

On  Madison  street,  from  Market  to  Rutgers  street 

On  Avenue  A,  between  Sixtieth  and  Sixty-third  streets.  . . 
On  Thirteenth  street,  from  Third  avenue  to  Avenue  A.  . . 
On  Fifty-first  street,  from.  Eleventh  avenue  to  North  river 

On  Beekman  street,  from  South  to  Pearl  street 

On  Montgomery  street,  near  South  street 
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Total  115  Poles. 

The  quantity  of  wire  removed  from  the  various  lines  amounts  to  10,800  feet. 

Yours,  very  truly, 

E.  W.  CARRIT,  General  Superintendent. 

American  District  Telegraph  Company, 
Superintendent's  Office,  No.  8 Dey  Street, 

New  York,  September  10,  1894. 

Theo.  Moss,  Esq.,  Secretary,  Board  of  Electrical  Control,  Nos.  1262  and  1264  Broad- 
way: 

Dear  Sir: — During  the  month  of  August  no  cable  was  placed  in  New  York  sub- 
ways. 

Four  (4)  overhead  wires  were  taken  down  which  ran  from  office  corner  Cham- 
bers street  and  Broadway  to  No.  4 Warren  street,  a total  of  twenty-four  hundred 
(2,400)  feet.  » 

Respectfully, 

GEO.  V.  B.  FROST,  Superintendent. 


The  following  applications  were  read: 

An  application  of  the  Metropolitan  Telephone  and  Telegraph  Company,  dated 
October  2,  1894,  to  erect  a line  of  poles  on  Lincoln  avenue,  from  the  Harlem  river 
to  One  Hundred  and  Thirty-eighth  street,  to  replace  the  line  now  on  Third  avenue, 
between  the  points  named,  which  must  be  removed  on  account  of  the  Third  Ave- 
nue Bridge  improvement. 

And  on  motion  of  his  Honor  the  Mayor,  it  was 

Resolved,  That  the  application  be  approved,  and  ordered  granted,  subject  to 
such  conditions  as  the  Secretary  may  impose. 
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An  application  of  the  Metropolitan  Telephone  and  Telegraph  Company,  dated 
October  i,  1894,  to  erect  a line  of  poles  on  Jerome  avenue,  from  the  Harlem  river 
to  the  northern  limits  of  the  City. 

An  application  of  the  North  River  Electric  Light  and  Power  Company,  dated 
August  29,  1894,  to  run  one  commercial  arc  circuit  on  existing  poles  on  Third 
avenue^  from  One  Hundred  and  Fortieth  street  to  Courtlandt  avenue. 

And  on  motion  of  his  Honor  the  Mayor,  it  was 

Resolved,  That  the  application  be  approved,  and  ordered  granted,  subject  to 
such  conditions  as  the  Secretary  may  impose. 

Whereupon  the  Board  adjourned. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Mayor,  in  the  City  of  New  York,  on  Thursday,  November  22,  1894,  at 
II  o’clock  A.  M. 

Present:  Mayor  Thomas  F.  Gilroy,  President;  Commissioners  Jacob  Hess, 
Flenry  S.  Kearny  and  Amos  J.  Cummings. 

His  Flonor  the  Mayor  directed  the  Secretary  pro  tern,  to  ta'xe  official  notice 
that  Jacob  Hess  had  been  reappointed  Commissioner,  and  that  Amos  J.  Cum- 
mings and  Henry  S.  Kearny  had  been  appointed  in  place  of  Theodore  Moss  and 
Walton  Storm  as  Commissioners. 

On  roll-call  all  the  Commissioners  answered  to  their  names. 

On  motion  of  Commissioner  Hess,  his  Honor  the  Mayor  was  re-elected 
President  of  the  Board. 

On  motion  of  Commissioner  Cummings,  Henry  S.  Kearny  was  elected  Sec- 
retary to  the  Board. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

His  Honor  the  Mayor  appointed  Commissioner  Cummings  in  place  of  Com- 
missioner Storm  as  the  committee  of  one  in  the  resolution  adopted  at  the  last 
meeting,  as  follows: 

Resolved,  That  Commissioner  Storm  be  appointed  a committee  of  one  to  wait 
on  the  District  Attorney  and  secure  such  action  to  be  taken  by  him  as  may  be 
requisite  to  punish  the  persons  who  are  engaged  in  violating  the  provisions  of 
law  under  which  this  Board  is  acting,  and  to  prevent  further  stringing  of  these 
wires  without  authority. 
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Commissioner  Kearny  submitted  the  following  report: 

To  the  Honorable  the  Commissioners  of  the  Board  of  Electrical  Control; 

Gentlemen  : — Since  the  last  meeting  of  the  Board  of  Electrical  Control  I have 
received  the  following  applications  for  construction  of  subways,  which  I submit 
and  recommend  that  the  Board  authorize: 

From  Edison  Electric  Illuminating  Company  of  New  York. 

In  Forty-sixth  street,  from  Fifth  avenue  west  to  No.  32  West  Forty-sixth 
street,  a distance  of  about  475  feet,  both  sides. 

In  Laight  street,  from  Greenwich  street  Vv^est  to  No.  92  Laight  street,  about 
325  feet. 

From  New  York  Heat,  Light  and  Power  Company. 

In  Fulton  street,  from  William  to  Gold  street.  ■ 

In  William  street,  from  Maiden  Lane  to  Frankfort  street. 

In  Frankfort  street,  from  William  street  to  Park  Row. 

In  Beekman  street,  from  William  to  Gold  street. 

From  Thomson-Houston  Electric  Company  of  New  York. 

In  Twenty-sixth  street,  from  the  west  side  of  Fourth  avenue  to  the  east  side 
of  Madison  avenue. 

From  United  Electric  Light  and  Power  Company. 

In  Stanton  street,  from  No.  36  easterly  to  the  corner  of  Stanton  and  Forsyth 
streets;  thence  along  Forsyth  to  Houston  street,  to  connect  with  the  Plouston 
street  subway. 

The  last-named  application  is  to  connect  the  station  of  the  United  Electric 
Light  and  Power  Company  with  the  subway,  and  remove  a pole  line. 

Very  respectfully, 

HENRY  S.  KEARNY. 


The  foregoing  report  was  directed  to  be  filed  and  spread  on  the  minutes,  and, 
in  connection  therewith,  the  following  resolutions  were  adopted; 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company 
of  New  York,  dated  October  26,  1894,  for  subsidiaries  in  Forty-sixth  street,  both 
sides,  from  Fifth  avenue  west  to  No.  32  West  Forty-sixth  street,  be  and  is  hereby 
granted,  on  condition  that  the  street  shall  be  repaved  to  the  satisfaction  of  the 
Department  of  Public  Works. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  it  is 
hereby  authorized  and  directed  to  construct  subsidiaries  in  Forty-sixth  street,  both 
sides,  from  Fifth  avenue  west  to  No.  32  West  Forty-sixth  street,  for  the  accom- 
modation of  low-tension  electrical  conductors. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subsidiaries 
shall  have  first  furnished  to  said  Empire  City  Subway  Company  (Limited)  secur- 


1409 


[November  22,  1894. 


ity  for  the  occupation  of  said  subsidiaries  and  the  payment  of  rentals  therefor  in 
advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892;  and  provided  that  the 
street  shall  be  repaved  to  the  satisfaction  of  the  Department  of  Public  Works. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company 
of  New  York,  dated  October  26,  1894,  for  the  construction  of  a subsidiary  in' 
Laight  street,  from  Greenwich  street  west  to  No.  92  Laight  street,  for  the  accom- 
modation of  its  electrical  conductors,  be  and  is  hereby  granted,  on  condition  that 
the  street  shall  be  repaved  to  the  satisfaction  of  the  Department  of  Public  Works. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  it  is 
hereby  authorized  and  directed  to  construct  a subsidiary  in  Laight  street,  from 
Greenwich  street  west  to  No.  92  Laight  street,  for  the  accommodation  of  low- 
tension  electrical  conductors. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subsidiary 
shall  have  first  furnished  to  said  Empire  City  Subway  Company  (Limited)  secur- 
ity for  the  occupation  of  said  subsidiaries  and  the  payment  of  rentals  therefor  in 
advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892,  and  provided  that  the 
street  shall  be  repaved  to  the  satisfaction  of  the  Department  of  Public  Works. 

Resolved,  That  the  application  of  the  New  York  Heat,  Light  and  Power  Com- 
pany, dated  October  26,  1894,  for  the  construction  of  subways  for  the  accommoda- 
tion of  its  electrical  conductors,  be  and  it  is  hereby  granted,  on  condition  that  the 
street  shall  be  repaved  to  the  satisfaction  of  the  Department  of  Public  Works. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is,  hereby  authorized  and  directed  to  construct  subways  for  the  accom- 
modation of  high-tension  electrical  conductors  in  the  following  localities: 

Fulton  street,  from  William  to  Gold  street. 

William  street,  from  Maiden  Lane  to  Frankfort  street.  . 

Frankfort  street,  from  William  street  to  Park  Row. 

Beekman  street,  from  William  to  Gold  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway 
Company  security  for  the  occupation  of  said  subways,  and  the  payment  of  rentals 
therefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892,  and  provided 
that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department  of  Public 
Works. 

Resolved,  That  the  application  of  the  Thomson-Houston  Electric  Company 
of  New  York,  dated  November  2,  1894,  for  the  accommodation  of  its  electrical 
conductors,  be  and  is  hereby  granted,  on  condition  that  the  street  shall  be  repaved 
to  the  satisfaction  of  the  Department  of  Public  Works. 
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Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accom- 
modation of  high-tension  electrical  conductors  in  Twenty-sixth  street,  from  the 
west  side  of  Fourth  avenue  to  the  east  side  of  Madison  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subway 
shall  have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway 
Company  secuiity  for  the  occupation  of  said  subway,  and  the  payment  of  rental 
therefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892,  and  provided 
that  the  street  shall  be  repaved  to  the  satisfaction  of  the  Department  of  Public 
Works. 

Resolved,  That  the  application  of  the  United  Electric  Light  and  Power  Com- 
pany, dated  October  16,  1894,  for  a subway  in  Stanton  street,  from  No.  36  easterly 
to  the  coiner  of  Stanton  and  Forsyth  streets;  thence  along  Forsyth  to  Flouston 
street,  to  connect  with  the  Houston  street  subway,  for  the  accommodation  of  its 
electrical  conductors,  be  and  is  hereby  granted,  on  condition  that  the  street  shall 
be  repaved  to  the  satisfaction  of  the  Department  of  Public  Works. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accom- 
modation of  high-tension  electrical  conductors  in  Stanton  street,  from  No.  36 
easterly  to  the  corner  of  Stanton  and  Forsyth  streets;  thence  along  Forsyth  to 
Houston  street,  to  connect  with  the  Houston  street  subway. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subway 
shall  have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway 
Company  security  for  the  occupation  of  said  subway,  and  the  payment  of  rental 
hierefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892,  and  provided 
that  the  street  shall  be  repaved  to  the  satisfaction  of  the  Department  of  Public 
Works. 

The  following  petition  of  the  Block  Lighting  and  Power  Company,  No.  i, 
was  submitted  to  the  Board: 

To  the  Honorable  Board  of  Electrical  Control  in  and  for  the  City  of  New  York: 

The  petitioner,  the  Block  Lighting  and  Power  Company,  No.  i,  respectfully 
shows: 

I- — That  your  petitioner  is  a corporation  duly  organized  in,  under  and  pur- 
suant to  the  laws  of  the  State  of  New  York,  and  having  lawful  right  to  manu- 
facture and  use  electricity  for  producing  light,  heat  and  power  in  the  Citv  of  New 
York. 

That  youi  petitioner  is  duly  organized  and  supplied  with  ample  means 
for  the  production  and  supply  and  distribution  of  electricity  under  and  in  ac- 
cordance with  the  statutes  of  the  State  of  New  York  and  the  rules  and  regula- 
tions of  the  Board  of  Electrical  Control. 
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Ill-  That  your  petitioner  is  ready  to  make  agreements  for  the  distribution 
of  electricity  produced  by  it,  upon  being  authorized  to  prosecute  the  business  over 
electrical  conductors  in  the  City  of  New  York,  as  required  by  the  agreement  be- 
tween the  Board  of  Electrical  Control  and  the  Consolidated  Telegraph  and  Elec- 
tiical  Subway  Company,  and  upon  obtaining  use  of  sufhcient  ducts  and  spaces  in 
the  conduits  of  the  underground  system  for  the  transaction  of  its  business,  it 
will  be  able  to  enter  upon  and  transact  the  business  of  producing",  conveying  and 
distributing  electricity  within  the  said  city  according  to  the  system  inaugurated 
by  the  Board  of  Electrical  Control,  and  under  such  reasonable  regulations  as  your 
Honorable  Board  may  provide. 

IV.  And  your  petitioner  further  respectfully  requests  your  Honorable  Board 
to  exercise  the  powers  conferred  upon  it  by  the  laws  of  the  State  of  New  York, 
to  authorize  and  enable  your  petitioner  to  prosecute  the  transaction  of  business 
over  electrical  conductors  in  the  City  of  New  York  through  the  streets,  avenues, 
public  parks  and  places  thereof  upon  such  terms  and  conditions  as  the  public  con- 
venience and  welfare  may  require,  and  as  may  be  required  by  the  agreement  of 
the  Board  of  Electrical  Control  with  the  Consolidated  Telegraph  and  Electrical 
Subway  Company;  and  that  your  Honorable  Board  will  adopt  and  pass  the. reso- 
lution conferring  such  right  upon  this  petitioner. 

In  Witness  Whereof,  said  corporation,  the  Block  Lighting  and  Power 
Conipany,  No.  i,  has  caused  these  presents  to  be  signed  by  its 
general  manager  and  its  corporate  seal  to  be  affixed,  this  14th 
day  of  November,  1894. 

(Seal.)  BLOCK  LIGHTING  AND  POWER  COMPANY,  No.  i. 

By  R.  B.  AYRES,  General  Manager.- 

State  of  New  York,  City  and  County  of  New  York,  ss.; 

On  this  15th  day  of  November,  1894;  before  me  personally  appeared  Ruben 
B.  Ayres,  with  whom  I am  personally  acquainted,  who,  being  by  me  duly  sworp, 
did  depose  and  say:  That  he  is  the  General  Manager  of  the  Block  Lighting  and 
Power  Company,  No.  i,  the  corporation  described  in  and  which  executed  the 
foregoing  petition;  that  he  resides  in  the  City  of  New  York  and  State  of  New 
York;  that  he  knows  the  corporate  seal  of  said  corporation,  and  that  the  seal 
affixed  to  the  foregoing  petition  is  the  corporate  seal  of  said  corporation,  and 
that  he,  the  said  Ruben  B.  Ayres,  signed  the  same  “Block  Lighting  and  Power 
Company,  No.  i,  by  .Ruben  B.  Ayres,  General  Manager,”  by  authority  of  the 
Board  of  Directors  of  said  corporation. 

THOMAS  E.  GILROY,  Jr.,  Commissioner  of  Deeds,  N.  Y.  City. 


And,  on  motion  of  Commissioner  Kearny,  the  following  preamble  and  resolu- 
tion was  adopted: 

Whereas,  The  Block  Lighting  and  Power  Company,  No.  i,  have  petitioned 
the  Board  of  Electrical  Control  for  a franchise  to  do  business  in  the  City  of  New 
York,  and  have  filed  with  the  said  Board  a certified  copy  of  its  certificate  of  its 
incorporation;  now,  therefore,  be  it 
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Resolved,  That  the  Block  Lighting  and  Power  Company,  No.  i,  incorporated 
under  the  laws  of  the  State  of  New  York,  is  hereby  authorized  and  empowered 
to  lay  and  construct  suitable  wires  or  other  conductors  in  subways  under  streets, 
avenues  and  public  parks  and  places  of  the  City  of  New  York,  for  conducting 
and  distributing  electricity,  under  the  direction  of  the  Board  of  Electrical  Control, 
subject  to  all  existing  rules  applicable  thereto,  and  to  all  regulations  which  this 
Board  may  hereafter  impose  by  resolution  or  otherwise. 

Provided,  always,  and  this  consent  is  given  on  that  express  condition  and 
not  otherwise,  that  until  the  further  order  and  resolution  of  this  Board,  the  elec- 
trical conductors  of.  the  said  company  shall  be  laid  or  constructed,  and  the  privi- 
leges above  granted  shall  be  exercised  only  in  and  through  subways  constructed 
by  the  Consolidated  Telegraph  and  Electrical  Subway  Company  under  and  in 
pursuance  of  the  statutes  of  the  State  of  New  York,  and  under  and  in  pursuance 
of  the  supervision  of  this  Board. 

Also,  on  motion  of  Commissioner  Kearny,  it  was 

Resolved,  That  the  application  of  the  Block  Lighting  and  Power  Company, 
No.  I,  for  the  construction  of  a subway  for  the  accommodation  of  its  electrical 
conductors,  dated  November  22,  1894,  be  and  is  hereby  granted,  on  condition  that 
the  street  shall  be  repaved  to  the  satisfaction  of  the  Department  of  Public  Works. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accom- 
modation of  high-tension  electrical  conductors,  as  follows:  Under  and  across 
Thirty-first  street,  at  or  about  seventy  feet  east  of  the  curb  line  of  the  east  side 
of  Broadway,  and  running  from  the  north  side  of  Thirty-first  street  to  the  south 
side  thereof. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway 
Company  security  for  the  occupation  of  said  subways  and  the  payment  of  rentals 
therefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892;  and  provided 
that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department  of  Public 
Works.  ' 

The  Secretary  repoited  the  removal  of  about  fifteen  miles  of  overhead  wire 
during  the  month  of  October,  and  also  submitted  the  following  report,  which  was 
directed  to  be  filed  and  spread  on  the  minutes: 

Office  of  the  Board  of  Electrical  Control, 

No.  1264  Broadway, 

New  York,  November  13,  1894. 

Hon.  Thomas  F.  Gilroy,  Mayor: 

Dear  Sir  : — I beg  to  report  that  the  inspectors  of  this  Board  have  removed  27  poles 
and  8,000  feet  of  wire  from  Macdougal  street  to  West  Eleventh  street  on  Bleecker 
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street,  and  3 poles  and  500  feet  of  wire  from  West  Forty-first  street,  between 
Tenth  and  Eleventh  avenues,  making  a total  of  30  poles  and  8,500  feet  of  wire  re- 
moved thus  far  this  month  without  any  expense  to  the  City  of  New  York.  We  are 
now  continuing  with  the  removal  of  the  pole  line  in  West  Eleventh  street,  from 
Bleecker  street  to  Seventh  avenue,  and  on  Seventh  avenue,  from  Greenwich  ave- 
nue to  Fourteenth  street. 

Very  respectfully, 

THEO.  MOSS,  Secretary. 


The  following  communication  from  the  Metropolitan  Telephone  and  Tele- 
graph Company,  giving  list  of  poles  removed  by  the  company  during  the  month 
of  October,  was  also  directed  to  be  filed  and  spread  on  the  minutes: 

General  Offices  of 

The  Metropolitan  Telephone  and  Telegraph  Company, 

No.  18  Cortlandt  Street, 

New  York,  November  17,  1894.  ■ 


Board  of  Electrical  Control,  No.  1264  Broadway,  New  York,  N.  Y.,  Mr.  Theodore 
Moss,  Secretaiy: 

Dear  Sir: — The  following  poles  were  removed  by  this' company  during  the  month 
of  October,  1894: 


On  Bayard  street,  between  Chrystie  and  Eorsyth  streets 

On  Market  street,  between  Madison  street  and  East  Broadway 

On  Rutgers  street,  between  Madison  street  and  East  Broadway 

On  Thirteenth  street,  between  West  Fourth  street  and  Tenth  avenue.  . 

On  Fourteenth  street,  between  Ninth  and  Thirteenth  avenues 

On  Nineteenth  street,  between  First  avenue  and  Avenue  A 

On  First  avenue,  between  Third  and  Nineteenth  streets 

On  Third  avenue,  between  Eighty-ninth  and  Ninety-first  streets 

On  Third  avenue,  corner  Ninety-sixth  street 

On  Third  avenue,  between  One  Hundred  and  Nineteenth  and  One 

Hundred  and  Twenty-fifth  streets 

On  Ninety-second  street,  between  Avenue  A and  Second  avenue 

On  Park  avenue,  between  One  Hundred  and  Twenty-fourth  and  One 

Hundred  and  Twenty-fifth  streets i guy  stub. 

On  Seventy-second  street,  between  Fifth  and  Madison  avenues 

On  corner  Hudson  and  Gansevoort  streets 


2 poles. 


4 

3 


a 


10 

16 


(( 


3 
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3 
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3 

II 
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14 

I 

I 


(( 


We  also  removed  1,169,019  feet  of  wire. 

Yours,  very  truly. 


76  poles. 


H.  F.  THURBER,  General  Superintendent. 


The  following  communication  from  the  Metropolitan  Telephone  and  Tele- 
graph Company  was  read: 
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General  Offices  of 

The  Metropolitan  Telephone  and  Telegraph  Company, 

No.  18  Cortlandt  Street, 

New  York,  November  9,  1894, 


Board  of  Electrical  Control,  Hon.  Theodore  Moss,  Secretary,  No.  1264  Broadway, 
New  York  City: 

Dear  Sir: — I have  to-day  received  a communication  from  J.  Elliott  Smith,  Esq., 
Superintendent  of  Telegraph,  Fire  Department,  in  which  he  states  that  it  will  be 
impracticable  to  remove  the  Department  wires  at  present  from  any  of  the  follow- 
ing streets: 


On  Jackson  street.  Water  street  to  Cherry  street 3 

On  Monroe  street,  Clinton  street  to  Montgomery  street 4 

On  Mangin  street,  from  Delancey  street  to  Flouston  street ii 

On  Houston  street,  from  Mangin  street  to  Cannon  street 7 

On  Delancey  street,  from  Mangin  street  to  Thompson  street 2 

On  Lewis  street,  from  Fifth  street  to  Eighth  street. 5 

On  Thirteenth  street,  from  Avenue  C to  Avenue  D - 5 

On  East  Fifty-sixth  street,  from  First  avenue  to  East  river 6 

On  First  avenue,  from  Twenty-third  street  to  Fifty-ninth  street 60 


poles. 

(( 

<( 


iC 


103  poles. 

Inasmuch  as  this  company  has  been  desirous  of  removing  all  its  poles  from 
the  streets  named,  and  is  unable  to  do  so  because  of  their  occupancy  by  the  Fire 
Department  wires,  I think  it  proper  to  call  your  attention  to  the  matter  and  ask 
for  such  further  instructions  as  you  may  desire  to  give. 

Awaiting  your  pleasure,  I am. 

Yours  very  truly, 

U.  N.  BETHELL,  General  Manager. 


And,  on  motion  of  his  Honor  the  Mayor,  it  was 

Resolved,  That  the  Secretary  be  directed  to  communjcate  with  the  Superin- 
tendent of  Fire  Department  Telegraph,  and  ask  when  he  can  remove  the  Fire 
Department  wires  from  those  poles,  so  that  the  poles  can  be  removed  by  the 
Metropolitan  Telephone  and  Telegraph  Company. 

Whereupon  the  Board  adjourned. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Mayor,  in  the  City  of  New  York,  on  Monday,  December  3,  1894. 

Present:  Mayor  Thomas  F.  Gilroy,  President;  Commissioners  Jacob  Hess, 
Plenry  S.  Kearny  and  Amos  J.  Cummings. 

The  resignation  of  Schuyler  S.  Wheeler  as  Electrical  Expert  was  presented 
and  accepted,  to  take  effect  the  ist  of  December. 

Adjourned. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Mayor,  in  the  City  of  New  York,  on  Thursday,  December  6,  1894,  at  ii 
o’clock  A.  M. 


Present:  Mayor  Thomas  F.  Gilroy,  President;  Commissioners  Jacob  Hess, 
Henry  S.  Kearny  and  Amos  J.  Cummings. 

The  minutes  of  the  meeting  of  November  22,  1894,  were  read. 


His  Plonor  the  Mayor  moved  the  correction  of  the  minutes  by  adding  at  the 
end  of  every  resolution  authorizing  the  construction  of  subways  and  removal  of 
the  paving  in  streets  “that  the  street  shall  be  repaved  to  the  satisfaction  of  the 
Department  of  Public  Works”  the  words  “by,  or  at  the  expense  of,  the  company 
to  which  the  permit  for  opening  the  street  shall  be  granted.” 

The  motion  was  carried  and  the  minutes,  so  corrected,  were  approved. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

An  application  of  the  Special  Fire  Alarm  Electrical  Signal  Company  for  a 
franchise,  with  accompanying  papers,  was  referred  to  Commissioner  Kearny 
with  instruction  to  communicate  with  the  Corporation  Counsel  on  same,  and  report. 


Commissioner  Kearny  submitted  the  following  report: 

New  York,  December  6,  1894. 

To  the  Board  of  Electrical  Control: 

Gentlemen: — I submit  herewith  original  application  of  the  Metropolitan  Tele- 
phone and  Telegraph  Gompany  for  the  construction  of  subway  under  the  Har- 
lem Ship  Canal,  as  nearly  as  practicable  along  the  line  of  the  Kingsbridge  road, 
from  a point  about  200  feet  south  of  the^  southerly  wall  of  said  Canal  to  a point 
about  200  feet  north  of  the  northerly  wall  of  said  Canal. 
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Also  original  application  of  the  Edison  Electric  Illuminating  Company  for 
a subsidiary  on  the  Bowery  from  the  end  of  the  subway  north  of  Astor  place 
southerly  to  No.  396  Bowery,  a distance  of  about  350  feet;  also  in  Forty-ninth 
street,  from  the  subway  at  Seventh  avenue  easterly  to  No.  149  West  Forty-ninth 
street,  a distance  of  about  250  feet. 

On  consideration  of  the  foregoing  applications,  and  on  motion  of  his  Honor 
the  Mayor,  the  following  resolutions  were  adopted: 

Resolved,  That  the  application  of  the  Metropolitan  Telephone  and  Telegraph 
Company  for  the  construction  of  a subway  for  the  accommodation  of  its  electrical 
conductors,  dated  October  27,  1894,  be  and  it  is  hereby  granted,  on  condition  that 
the  street  shall  be  repaved  to  the  satisfaction  of  the  Department  of  Public  Works 
by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening  the  street 
shall  be  granted. 

Resolved,  That  the  Empire  City  Subway  Companj"  (Limited)  be  and  it  is 
hereby  authorized  and  directed  to  construct  a subway  for  the  accommodation  of 
low-tension  electrical  conductors,  as  follows:  Under  the  Harlem  Ship  Canal, 
as  nearly  as  practicable  along  the  line  of  Kingsbridge  road,  from  a point  about 
two  hundred  feet  south  of  the  southerly  wall  of  said  Canal  to  a point  about  two 
hundred  feet  north  of  the  northerty  wall  of  said  Canal. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subway  shall 
have  first  furnished  to  said  Empire  City  Subway  Company  (Limited)  security  for 
the  occupation  of  said  subway  and  the  payment  of  rentals  therefor  in  advance, 
as  provided  by  Chapter  263  of  the  Laws  of  1892;  and  provided  that  the  street 
shall  be  repaved  to  the  satisfaction  of  the  Department  of  Public  Works,  by  or 
at  the  expense  of  the  company  to  which  the  permit  for  opening  the  street  shall 
be  granted. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company 
of  New  York,  dated  December  3,  1894,  for  a subsidiary  from  end  of  main  opposite 
Nos.  22  and  24  Fourth  avenue  southward  350  feet  to  No.  396  Bowery,  be  and  is 
hereby  denied. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company 
of  New  York,  dated  December  3,  1894,  for  the  construction  of  a subsidiary  in 
Forty-ninth  street  from  the  subway  at  Seventh  avenue  easterly  to  No.  149  West 
Forty-ninth  street,  be  and  is  hereby  granted. 

And,  That  the  Empire  City  Subway  Company  (Limited),  be  and  it  is  hereby 
authorized  and  directed  to  construct  a subway  for  the  accommodation  of  the 
Edison  Electric  Illuminating  Company  of  New  York,  in  Forty-ninth  street,  from 
the  subway  at  Seventh  avenue  easterly  to  No.  149  West 'Forty-ninth  street;  pro- 
vided, however,  that  the  street  shall  be  repaved  to  the  satisfaction  of  tlm  Depart- 
ment of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit 
for  opening  the  street  shall  be  granted. 

The  following  petition  of  the  Madison  Square  Light  Company  for  a franchise, 
was  read: 

To  the  Honorable  Board  of  Electrical  Control  for  the  City  of  New  York: 

The  petitioner,  the  Madison  Square  Light  Company,  respectfully  shows: 
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I.  That  your  petitioner  is  a corporation  duly  organized  in,  under  and  pur- 
suant to  the  laws  of  the  State  of  New  York,  and  having  lawful  rights  to  manu- 
facture and  use  electricity  for  producing  light,  heat  and  power  in  the  City  of 
New  York. 

II.  That  your  petitioner  is  duly  organized  and  supplied  with  ample  means 
ior  the  production  and  supply  and  distribution  of  electricity  under  and  in  accord- 
ance with  the  statutes  of  the  State  of  New  York  and  the  rules  and  regulations  of 
the  Board  of  Electrical  Control. 

III.  That  your  petitioner  is  ready  to  make  agreements  for  the  distribution 
of  electricity  produced  by  it,  having  acquired,  by  agreement  under  foreclosure, 
all  the  rights  and  property  of  the  Thomson-Houston  Electric  Company  of  New 
York,  and  upon  being  authorized  to  prosecute  the  business  over  electrical  con- 
ductors in  the  City  of  New  York,  as  required  by  the  agreement  between  the  Board  of 
Electrical  Control  and  the  Consolidated  Telegraph  Electrical  Subway  Company, 
it  will  be  able  to  enter  upon  and  transact  the  business  of  producing,  conveying 
and  distributing  electricity  within  the  said  city  according  to  the  system  inaugu- 
rated by  the  Board  of  Electrical  Control  and  under  such  reasonable  regulations 
as  your  Honorable  Board  may  provide. 

IV.  And  your  petitioner  further  respectfully  requests  your  Honorable  Board 
to  exercise  the  powers  conferred  upon  it  by  the  laws  of  the  State  of  New  York, 
to  authorize  and  enable  your  petitioner  to  prosecute  the  transaction  of  business 
over  electrical  conductors  in  the  City  of  New  York  through  the  streets,  avenues, 
public  parks  and  plac.es  thereof,  upon  such  terms  and  conditions  as  the  public  con- 
venience and  welfare  may  require,  and  as  may  be  required  by  the  agreement  of 
the  Board  of  Electrical  Control  with  the  Consolidated  Telegraph  and  Electrical 
Subway  Company;  and  that  your  Honorable  Board  will  adopt  and  pass  the  resolu- 
tion conferring  such  right  upon  this  petitioner. 

In  witness  whereof,  said  corporation,  the  Madison  Square 
Light  Company,  has  caused  these  presents  to  be  signed 
(Corporate  seal.)  by  its  President  and  its  corporate  seal  to  be  affixed  this 

sixth  day  of  December,  1894. 

MADISON  SQUARE  LIGHT  COMPANY, 

By  ARTHUR  G.  FREELAND,  President. 

State  of  New  York,  City  and  County  of  New  York,  ss.: 

On  this  6th  day  of  December,  1894,  before  me  personally  appeared  Arthur  G. 
Freeland,  with  whom  I am  personally  acquainted,  who,  being  by  me  duly  sworn, 
did  depose  and  say:  That  he  is  the  President  of  the  Madison  Square  Light  Com- 
pany, the  corporation  described  in  and  which  executed  the  foregoing  petition; 
that  he  resides  in  the  City  of  New  York  and  State  of  New  York;  that  he  knows 
the  corporate  seal  of  said  corporation,  and  that  he,  the  said  Arthur  G.  Freeland, 
signed  the  same  “Madison  Square  Light  Company,  by  Arthur  G.  Freeland,  Presi- 
dent,” by  authority  of  the  Board  of  Directors  of  said  corporation. 

Witness  my  hand  and  notarial  seal. 

(Notarial  seal.)  S.  F.  SULLIVAN,  Notary  Public,  Kings  County. 


Certificate  filed  in  New  York  County. 


y 


V*  • 
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The  Board,  after  consideration  of  the  foregoing  petition,  with  accompanying  affi- 
davit and  certified  copy  of  certificate  of  incorporation,  and  after  hearing  Messrs. 
Bangs,  Stetson,  Tracy  and  MacVeagh,  attorneys  for  petitioners,  on  motion  of 
Commissioner  Hess,  adopted  the  following  resolution; 

Resolved,  That  the  Madison  Square  Light  Company,  incorporated  under  the  ■ 
laws  of  the  State  of  New  York,  is  hereby  authorized  and  empowered  to  lay  and 
construct  suitable  wires  or  other  conductors  in  subways  under  streets,  avenues 
and  public  parks  and  places  of  the  City  of  New  York,  for  conducting  and  dis- 
tributing electricity,  under  the  direction  of  the  Board  of  Electrical  Control,  subject 
to  all  existing  rules  applicable  thereto  and  to  all  regulations  which  this  Board 
may  hereafter  impose  by  resolution  or  otherwise. 

Provided  always,  and  this  consent  is  given  upon  that  express  condition,  and 
not  otherwise,  that  until  the  further  order  and  resolution  of  this  Board  the  elec- 
trical conductors  of  the  said  Company  shall  be  laid  or  constructed,  and  the  privi- 
leges above  granted  shall  be  exercised  only  in  and  through  subways  constructed 
by  the  Consolidated  Telegraph  and  Electrical  Subway  Company,  under  and  in  pursuance 
of  the  statutes  of  the  State  of  New  York,  and  under  and  in  pursuance  of  the  supervision 
of  this  Board. 

Commissioner  Cummings,  to  whom  was  referred,  on  November  22,  1894,  the 
resolution  directing  a committee  of  one  to  wait  on  the  District  Attorney,  and 
take  steps  toward  securing  the  punishment  of  persons  violating  the  law  by  string- 
ing wires  without  authority,  reported  that  he  had  seen  the  District  Attorney,  and 
that  that  official  had  promised  to  take  prompt  action  as  soon  as  the  names  and 
addresses  of  witnesses  who  had  seen  such  violations  of  the  law,  were  forwarded 
to  him. 

The  communication  from  the  Fire  Department,  dated  November  24,  1894,  re- 
lating to  removal  of  poles  and  wires,  was  read  and  ordered  to  be  filed. 

Also  a communication  from  the  Brush  Electric  Illuminating  Company,  dated 
October  31,  1894,  asking  permission  to  repair  a pole  line  on  West  street,  was  read 
and  referred  to  the  Secretary. 

Hereupon  the  Board  adjourned. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Mayor,  in  the  City  of  New  York,  on  Friday,  December  28,  1894,  at  ii 
o’clock  A.  M. 

Present:  Mayor  Thomas  F.  Gilroy,  President;  Commissioners  Jacob  Hess, 
Henry  S.  Kearny  and  Amos  J.  Cummings. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

Commissioner  Kearny  reported  in  the  matter  of  the  application  of  the  Special 
Fire  Alarm  Signal  Company  for  a franchise,  as  follows: 

To  the  Commissioners  of  the  Board  of  Electrical  Control: 

In  the  matter  of  an  application  of  the  Special  Fire  Alarm  Signal  Company, 
said  application  bearing  date  December  5,  1894,  and  referred  to  me  at  the  last 
meeting  of  the  Board  for  examination  and  report,  I have  to  submit  herewith  a 
copy  of  a letter  sent  by  me  to  the  Fire  Department,  dated  December  19th;  also  the 
reply  to  the  same.  From  the  letter  received  from  the  Fire  Department,  there 
are  four  companies  operating  individual  wires  connecting  with  the  Fire  Depart- 
ment Headquarters  with  the  approval  of  the  Fire  Department.  The  Special  Fire 
Alarm  Signal  Company  being  one  of  the  four  which  are  approved,  and  by  which 
all  theatres  and  other  public  places  are  compelled  to  make  connection. 

In  the  interest  of  protection  of  life  and  property  from  the  danger  of  fire  in 
the  city,  I recommend  that  a franchise  be  granted  to  the  Special  Fire  Alarm 
Signal  Company,  under  the  same  rules  and  regulations  as  have  been  granted  to 
other  companies  doing  similar  business  in  the  City  of  New  York. 

HENRY  S.  KEARNY. 

Dec.  28,  1894. 

Letter  to  Fire  Department. 

New  York,  December  19,  1894. 

Hon.  John  J.  Scannell,  President  of  the  Board  of  Fire  Commissioners,  155  East 
Sixty-seventh  Street,  City: 

Dear  Sir  : — Will  you  kindly  furnish  me  for  the  information  of  the  Board  of  Elec- 
trical Control,  the  information  as  follows: 

Have  any  individuals  or  corporations  other  than  the  Fire  Department  signal 
wires  connecting  with  the  Fire  Department  Headquarters  or  with  the  engine 
houses  in  the  City?  If  so,  please  give  the  names  of  each. 

Do  they  make  such  connections  through  the  Fire  Department  wires,  or  their 
own  individual  wires? 

In  your  estimation,  is  it  desirable  for  the  proper  working  of  the  Fire  Depart- 
ment that  the  Board  of  Electrical  Control  should  grant  a franchise  to  the  Special 
Fire  Alarm  Electrical  Signal  Company,  better  known  as  Pearce  & Jones? 
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Any  other  information  which  you  will  furnish  to  the  Board  relating  to  the 
subject  matter  will  be  thankfully  received. 

Very  respectfully, 

HENRY  S.  KEARNY,  Secretary. 

Letter  from  Fire  Department. 

New  York,  December  24,  1894. 

Hon.  Henry  S.  Kearny,  Esq.,  Secretary  of  the  Board  of  Electrical  Control : 

Dear  Sir: — Your  communication  of  the  19th  inst.,  requesting  certain  information 
about  the  fire-alarm  service  of  this  Department,  has  been  received. 

You  first  inquire  whether  any  individuals  or  corporations  other  than  the  De- 
partment itself  have  signal  wires  connecting  with  the  Fire  Department  Headquar- 
ters, or  with  the  engine  houses  in  this  City. 

In  answer,  the  following  corporations  and  individuals  have  signal  wires  run- 
ning into  the  office  of  the  Telegraph  Bureau  in  these  headquarters,  viz.: 

The  Automatic  Signal  Telegraph  Company. 

The  Thermostatic  Signal  Telegraph  Company.  . 

The  American  District  Telegraph  Company. 

Frederick  Pearce. 

Mr.  Frederick  Pearce  also  has  wires  connected  with  the  engine  houses  located 
at  West  Farms,  at  Riverdale,  and  at  Tenth  avenue  and  Ninety-seventh  street. 

Replying  to  your  second  question,  all  of  those  connections  are  made  through 
wires  belonging  to  the  said  corporations  and  individual,  and  not  through  wires 
belonging  to  this  Department. 

Your  third  inquiry  is  whether,  in  the  estimation  of  this  Department,  it  is  de- 
sirable for  the  proper  working  of  the  Fire  Department  that  the  Board,  of  Elec- 
trical Control  should  grant  a franchise  to  the  Special  Fire  Alarm  Electrical  Signal 
Company,  better  .known  as  Pearce  & Jones. 

In  reply,  I have  to  say  that  Section  454  of  the  Consolidation  Act  requires  that 
certain  classes  of  buildings,  of  a public  or  semi-public  character,  shall  provide 
and  maintain  means  of  communicating  alarms,  and  other  necessary  information, 
to  this  Department.  The  only  adequate  means  of  doing  this  is  through  electrical 
wires  or  conductors.  The  value  of  this  as  an  auxiliary  to  the  regular  alarm  system 
of  this  Department  has  been  many  times  demonstrated  in  furnishing  early  infor- 
mation of  the  breaking  out  of  fires  and  thus  saving  property  and  life,  and  the 
importance  of  its  continuance  can  hardly  be  overestimated. 

But  as  to  whether  the  Board  of  Electrical  Control  should  grant  a franchise  to 
any  particular  corporation  or  individual,  this  Department  has  no  opinion  to  ex- 
press. Its  only  desire  is  that  the  means  of  communication  with  these  buildings, 
which  it  is  its  duty  to  enforce,  shall  be  maintained  in  good  working  order. 

It  is  very  desirable,  for  the  proper  working  of  the  Fire  Department,  that  this 
shall  be  done,  but  we  understand  that  the  law  has  vested  in  your  Board  all  author- 
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ity  to  prescribe  how  electrical  wires  shall  be  carried  through  this  city,  including 
those  necessary  for  this  important  public  service. 

Yours  very  truly, 

S.  HOWLAND  ROBBINS, 
Chairman  Committee  on  Apparatus  and  Telegraph. 

The  Board,  after  consideration  of  the  foregoing  report, , adopted  the  usual 
franchise-granting  resolution,  as  follows: 

Whereas,  The  Special  Fire  Alarm  Electrical  Signal  Company  has  petitioned 
the  Board  of  Electrical  Control  for  a franchise  to  do  business  in  the  City  of  New 
York,  and  has  filed  with  the  said  Board  a certified  copy  of  its  certificate  of  in- 
corporation; now,  therefore,  be  it 

Resolved,  That  the  Special  Fire  Alarm  Electrical  Signal  Company,  incorpo- 
rated under  the  laws  of  the  State  of  New  York,  is  hereby  authorized  and  em- 
powered to  lay  and  construct  suitable  wires  or  other  conductors  in  subways  under 
streets,  avenues  and  public  parks  and  places  of  the  City  of  New  York,  for  con- 
ducting and  distributing  electricity,  under  the  direction  of  the  Board  of  Electrical 
Control,  subject  to  all  existing  rules  applicable  thereto,  and  to  all  regulations 
which  this  Board  may  hereafter  impose  by  resolution  or  otherwise. 

Provided  always,  and  this  consent  is  given  on  that  express  condition  and  not 
otherwise,  that  until  the  further  order  and  resolution  of  this  Board  the  electrical 
conductors  of  said  company  shall  be  laid  or  constructed,  and  the  privileges  above 
granted  shall  be  exercised  only  in  and  through  subways  constructed  by  the  Empire 
City  Subway  Company,  under  and  in  pursuance  of  the  statutes  of  the  State  of 
New  York,  and  under  and  in  pursuance  of  the  supervision  of  this  Board. 

Commissioner  Kearny  also  made  the  following  report,  which  was  directed  to 
be  filed  and  spread  on  the  minutes. 

Office  of  the  Board  of  Electrical  Control, 

No.  1264  Broadway, 

New  York,  December  22,  1894. 

Hon.  Thomas  F.  Gilroy,  Mayor,  and  President  of  the  Board  of  Electrical  Control: 

Dear  Sir  : — I have  the  honor  to  report  the  completion  of  subway  construction 
since  the  last  report  in  the  following  streets  and  avenues,  and  to  suggest  that 
the  usual  ninety  days’  notice  be  issued  to  the  various  companies  owning  or  operat- 
ing electrical  conductors  in  those  localities: 

First  avenue,  from  Houston  street  to  Twenty-ninth  street. 

Fourth  street,  from  Second  avenue  to  Avenue  B. 

Second  avenue,  from  Houston  street  to  Fourteenth  street,  both  sides. 

Avenue  A,  from  Houston  street  to  Seventh  street,  both  sides. 

Fulton  street,  from  William  to  Gold  street,  • 
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William  street,  from  Maiden  lane  to  Frankfort  street. 

Beekman  street,  from  William  to  Gold  street. 

Frankfort  street,  from  William  street  to  Park  row. 

Stanton  street,  from  Thirty-sixth  to  Forsyth  street. 

Forsyth  street,  from  Stanton  to  Ffouston  street. 

Inasmuch  as  this  practically  completes  all  the  subway  construction  ordered  by 
the  Board,  and  for  which  the  necessary  legal  requirements  have  been  complied 
with,  I deem  it  my  duty  to  make  a formal  report  at  this  time  of  the  work  ac- 
com^plished  under  and  by  the  direction  of  the  Board. 


WORK  OF  THE  BOARD. 

By  the  Law  of  1892  the  Board  is  authorized  to  order  the  construction  of  sub- 
ways in  A^arious  streets  and  avenues  of  the  city  only  upon  the  application  of  per- 
sons or  corporations  desiring  the  same  who  shall  be  able  and  willing  to  furnish 
satisfactory  guarantees  for  the  payment  of  rental  and  the  occupancy  of  the  sub- 
ways so  applied  for. 


In  order  to  facilitate  the  construction  of  subways,  and  to  avoid  the  unneces- 
sary disturbing  of  streets  about  to  be  repaved  under  the  direction  of  the  De- 
partment of  Public  Works,  notices  were  served  upon  the  various  companies  own- 
ing and  operating  electrical  conductors,  calling  upon  them  to  indicate  to  the  Board 
what  subway  construction  would  be  necessary  to  meet  their  requirements  and  en- 
able the  removal  of  such  poles  and  overhead  wires  as  they  had.  The  responses 
made  to  these  requests  have  resulted  in  the  construction  of  the  following  subways 
during  the  years  1893  and  1894: 

LENGTH  OF  SUBWAYS  CONSTRUCTED  1893  AND  1894. 


Edison.  ' Electric  Light. 

Year.  Trench.  Single  Duct.  Trench.  Single  DucL 

1893  14.43  miles.  17.53  miles.  11.27  miles.  29.67  miles. 

1894  6.42  “ 7.16  “ 7.16  “ 20.35  “ 


Total  trench  39.28  miles. 

Total  single  duct 74.71  “ 

With  air-pipe,  single  duct 75.38  “ 


TELEPHONE  AND  TELEGRAPH. 


Year.  Trench.  Single  Duct. 

1893  27.57  miles.  108.93  miles. 

1894  6. 1 1 “ 22.66  “ 


Total  air-pipe,  1893 13.30  miles. 

Total  air-pipe,  1894 1.67  “ 


TOTAL  CONSTRUCTION  DURING  1893  AND  1894. 


Telephone 

AND 

Edison.  "Electric  Light.  Telegraph. 

Trench  20.85  miles.  18.43  miles.  33.68  miles. 

Single  duct 24.69  “ 50.02  “ I3I-59  “ 

*Ventilating  pipe .67  “ 14-97  “ 
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The  total  construction  of  subways  since  the  creation  of  the  Board  up  to  the 
present  tune  is  as  follows: 

Miles  of  Single 

For  lelephone  and  Telegraph 

For  Edison  

For  Electric  Light 

For  Ventilating  Pipe 


318  31  1,771  59 

• OCCUPANCY. 

Into  these  subways  have  been  drawn  and  are  now  being  operated: 

39,252%  miles  of  wire  for  telegraph  and  telephone  service. 

57^-'/^  miles  of  cable  for  Edison  lighting. 

1,341  miles  of  cable  for  electric  light  and  power  service. 

CONSTRUCTION.  . 

Die  general  form  of  construction  originally  planned  has  been  in  the  main 
adhered  to.  Wrought-iron  pipe  imbedded  in  hydraulic  cement  concrete,  with  man- 
holes at  convenient  distances,  and  handholes  or  boxes  about  every  intermediate 
huilding  line,  with  covers  flush  with  the  street  pavement,  for  the  purpose  of  dis- 
tributing electrical  service,  have  been  found  to  be  the  most  successful  form  of 
■construction,  and  have  proved  uniformly  satisfactory,  both  for  convenience  of  the 
users  and  for  desirability.  In  such  streets  as  have  been  repaved  prior  to  the  con- 
struction of  subways  in  them,  or  where  it  became  necessary  to  provide  additional 
facilities  or  make  repairs,  the  relaying  of  the  street  pavement  has  been  done  by 
the  Department  of  Public  Works,  or  under  its  supervision,  and  always  at  the  ex- 
pense of  the  companies  owning  the  subways,  and  every  effort  has  been  made  to 
■secure  the  perfect  restoration  of  the  pavement. 

VENTILATION. 

The  effect  of  escaping  gas  from  decayed  and  leaky  gas  mains  has  entailed 
upon  the  subway  companies  the  necessity  of  providing  a system  of  blowers  at 
various  parts  of  the  city,  by  which  the  gas  is  kept  out  by  a force  of  air  driven 
under  pressure  through  ventilating  pipes  running  parallel  with  the  subways  and 
liaving  apertures  at  the  manholes  by  which  a resistance  of  air  is  offered  greater 
than  the  pressure  of  the  gas,  so  as  to  prevent  its  entrance. 

This  system  has  been  found  to  be  generally  satisfactory,  but  the  gas  com- 
panies should  be  compelled  to  make  every  effort  to  keep  their  gas  where  it  be- 
longs, namely,  in  their  own  gas  mains,  and  not  impose  the  expense  of  ventilating 
on  the  subway  companies. 

REMOVAL  OF  POLES  AND  OVERHEAD  WIRES.  ' 

The  constant  inspection  by  the  inspectors  of  the  Board,  and  the  efforts  made 
to  enforce  the  rules  and  regulations  for  overhead  wires,  has  resulted  during  the 


Miles  of  Trench.  Duct. 

....  80  so  875  53 

....  138  69  192  10 

. ..  . 99  12  65s  II 

48  8s 
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past  two  years  in  the  making  of  no  less  than  five  thousand  three  hundred  and 
fifty  (5)3So)  complaints  of  violations  by  the  different  companies,  and  these  com- 
plaints have  generally  been  promptly  attended  to. 

Without  expense  to  the  City  the  Board  of  Electrical  Control  has  caused  during 
the  last  two  years  the  removal  of  two  thousand  seven  hundred  and  thirty-one  (2,731) 
poles  and  three  thousand  and  eight  (3,008)  miles  of  overhead  wire.  The  total  number 
of  poles  removed  by  or  at  the  direction  of  the  Board  since  its  existence  has  been 
twenty  thousand  and  three  (20,003),  the  mileage  of  overhead  wire  also  removed 
is  twenty-six  thousand  three  hundred  and  twenty-eight  (26,328). 

The  disposition  shown  during  the  past  few  years  by  the  legitimate  companies  to 
carry  out  the  wishes  of  the  Board,  and  to  comply  with  its  rules  and  regulations,  has 
been  strongly  in  contrast  to  the  first  attitude  assumed  by  them  at  the  initiation  of  the 
work  of  enforcing  the  subway  laws. 

There  are,  however,  in  operation  overhead,  wires  surreptitiously  constructed  and 
unlawfully  maintained  by  individuals,  and  although  repeated  attempts  have  been  made 
by  the  Board  to  put  an  end  to  such  unlawful  use  of  the  streets,  it  cannot  be  said  that 
such  efforts  have  been  entirely  successful. 

Such  of  these  wires  as  could  be  traced  have  repeatedly  been  removed,  but  subse- 
quent inspection  revealed  the  fact  that  other  wires  had  again  and  again  been  substituted 
for  them. 

The  ingenuity  shown  by  some  of  these  law-breakers  in  accomplishing  their  object 
and  in  baffling  our  inspectors  by  the  use  of  almost  invisible  wires  and  of  reaching 
their  customers  by  means  of  passing  the  wires  through  flues  and  chimneys  has  caused 
the  Board  to  submit  to  the  District  Attorney  the  question  as  to  whether  the  in- 
dividuals at  whose  premises  such  wires  begin  and  terminate  are  not  liable  to  criminal 
prosecution,  as  well  as  those  who  are  actually  guilty  of  stringing  them. 

I submit  herewith  a list  of  some  of  the  wires  of  these  individuals  which  have 
been  discovered  and  removed  by  the  Board.  For  obvious  reasons  their  names  are 
omitted.  Very  respectfully, 

HENRY  S.  KEARNY. 


On  motion  of  His.  Honor  the  Mayor,  it  was 

Resolved,  That  the  usual  ninety-days  notice  be  given  to  the  companies  own- 
ing or  operating  electrical  conductors  in  the  districts  in  which  subways  are  reported 
by  the  Secretary  as  completed. 

Commissioner  Kearny  submitted  a detailed  statement  of  the  removals  of  poles 
and  wires  during  November,  showing  an  aggregate  of  48  poles  and  14  miles  of  wires  re- 
moved, which  was  directed  to  be  filed. 

On  motion  of  Commissioner  Kearny,  it  was 

Resolved,  That  the  application  of  the  Block  Lighting  and  Power  Company,  No, 
I,  for  the  construction  of  a subway  for  the  accommodation  of  its  electrical  conductors,, 
dated  November  22,  1894,  be  and  is  hereby  granted.  And 
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Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accommoda- 
tion of  the  Block  Lighting  and  Power  Company,  No.  i,  as  follows:  Across  Thirty- 
first  street  at  Broadway  about  five  feet  west  of  the  east  house  line  (in  place  of  au- 
thorization of  November  22,  1894,  of  a subway  across  Thirty-first  street,  seventy  feet 
east  of  Broadway). 

Provided,  however,  that  the  street  shall  be  repaved  to  the  satisfaction  of  the 
Department  of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  per- 
mit for  opening  the  street  shall  be  granted. 

And  on  motion,  it  was 

Resolved,  lhat  the  Secretary  of  this  Board  is  authorized  to  issue  permits  for  the 
erection  of  lamp-posts  on  the  streets  and  avenues  where  contracts  have  been  let  for 
city  lighting,  to  be  used  for  carrying  lamps  only,  and  to  connect  with  subways. 

The  resolution  that  all  permits  granted  and  appointments  made  by  the  Secretary 
since  January  i,  1894,  be  and  are  hereby  approved  was  objected  to  by  Commissioner 
Cummings  on  the  ground  that  he  did  not  know  what  had  been  done  since  the  first  of 
January,  1894,  and  asked  that  it  be  laid  over;  and  on  motion  of  His  Honor  the  Mayor 
it  was  referred  to  Commissioner  Cummings. 

The  following  communication  from  the  Metropolitan  Telephone  and  Telegraph 
Company  was  directed  to  be  filed  and  spread  on  the  minutes: 

New  York,  December  26,  1894. 

Board  of  Electrical  Control,  No.  1264  Broadway,  New  York  City: 

Gentlemen  : — I beg  to  state  that  this  company  has  removed  all  of  its  aerial  wires, 
which  have  hitherto  crossed  Broadway,  between  Thirty-fifth  and  Fifty-ninth  streets. 
This  work,  together  with  other  work  of  which  you  have  been  advised  has  cleared 
Broadway  of  this  company’s  aerial  wires  from  the  Battery  to  Central  Park. 

Yours  very  truly, 

U.  N.  BETHEL,  General  Manager. 

Commissioner  Hess  offered  the  following  resolution: 

Resolved,  That  the  thanks  of  this  Board  be  extended  to  his  Honor  the  Mayor 
for  his  courteous  and  efficient  conduct  of  the  affairs  of  the  Board  of  Electrical  Con- 
trol while  presiding  as  Chairman  during  the  last  two  years. 

Which  resolution  was  unanimously  adopted. 

Whereupon  his'  Honor  the  Mayor  said: 

Gentlemen  : — I simply  desire  to  express  my  thanks  to  you  for  this  courteous  ut- 
terance on  your  part,  and  to  say  that  my  relations  with  this  Board  have  been  exceed- 
ingly pleasant  during  all  the  time  of  my  official  connection  with  it,  and  that  if  any 
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degree  or  measure  of  success  has  attended  its  progress  and  its  work  it  is  due  princi- 
pally to  the  efficient  and  able  assistance  rendered  to  the  Board  by  every  member  of  it. 
I am  perfectly  satisfied  that  the  City  of  New  York  has  been  very  much  improved  by 
the  existence  of  this  Board,  as  testified  to  by  the  Secretary’s  report,  which  shows  that 
over  twenty  thousand  poles  and  over  twenty-six  thousand  miles  of  wire  have  been 
removed.  That  the  City  has  been  improved  is  testified  not  alone  by  that  fact,  but 
by  the  additional  fact  that  in  the  down-town  streets  where  wires  were  so  numerous 
as  to  be  almost  hideous  there  is  scarcely  a trace  left  of  them,  and  all  this  work  is  due 
to  the  efficient  labor  of  this  Board.  I wish  you  all  a happy  new  year,  and  I trust  the 
next  Board  will  meet  with  the  success  and  have  the  pleasure  it  deserves. 

Adjourned  sine  die. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Thursday,  January  17,  1895,  at  ii  o’clock  A.  M. 

Present:  Mayor  William  L.  Strong,  President;  Commissioners  Jacob  Hess, 
Henry  S.  Kearny  and  Amos  J.  Cummings. 

On  motion  of  Commissioner  Hess,  his  Honor  the  Mayor  was  elected  President 
of  the  Board. 

On  motion  of  Commissioner  Hess,  Commissioner  Henry  S.  Kearny  was  elected 
Secretary  of  the  Board. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

On  motion  of  Commissioner  Cummings,  it  was 

Resolved,  That  the  Secretary  of  the  Board  be  empowered  to  suspend,  remove  and 
appoint  employees  of  the  Board  whenever  in  his  opinion  the  good  of  the  service  re- 
quires it,  such  suspensions,  removals  and  appointments  to  be  made  under  the  Civil 
Service  rules,  and  subject  to  the  approval  of  the  Board  of  Electrical  Control. 

On  motion  of  Commissioner  Kearny,  it  was 

% 

Resolved,  That  the  Secretary  of  the  Board  be  and  is  hereby  empowered  and 
directed  to  grant  all  permits  for  overhead  wire  connections,  such  permits  being  for 
temporary  use  only,  and  subject  to  cancellation  and  revocation  at  the  pleasure  of  the 
Board. 

Whereupon,  on  motion  of  Commissioner  Hess,  the  Board  adjourned  subject  to 
the  call  of  the  Chair. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Board,  1264  Broadway,  New  York,  on  Thursday,  March  7th,  1895. 

Present:  Commissioners  Jacob  Hess,  Henry  S.  Kearny  and  Amos  J.  Cummings. 

Commissioner  Kearny  reported  that  under  authority  of  a resolution  of  the  Board 
passed  at  a meeting  on  January  17th,  1895,  he  had  appointed  John  F.  Reilly  (who 
passed  a competitive  Civil  Service  examination  and  stood  the  highest  on  the  list)  as 
stenographer  of  the  Board,  Feb.  ist,  1895,  at  a salary  of  $100  a month,  in  place  of 
Henry  Winans,  removed. 

On  motion  of  Commissioner  Cummings  the  action  of  the  Secretary  of  the  Board, 
as  above  stated,  was  approved  and  confirmed. 


Commissioner  Hess  submitted  a list  of  poles  and  wires  in  various  parts  of  the 
city,  certified  to  him  as  dead  poles  and  wires  by  the  Chief  Inspector  of  the  Board, 
follows: 


Washington  street,  from  Dey  to  Charlton  ‘ street 

N.  W.  Franklin  and  Washington  sti*eets 

Houston  street,  from  Mott  street  to  Avenue  B 

N,  W.  Fulton  and  Washington  streets 

Pleasant  avenue,  from  ii8th  to  120th  streets  (east  side) 

Opposite  67  Dey  street 

Pleasant  avenue,  from  123d  to  124th  streets  (west  side) 

Opposite  97  Dey  street • 

S.  W.  corner  Canal  and  Chrystie  streets 

Opposite  180  Washington  street 

N.  E.  corner  Grand  and  Chrystie  streets 

N.  W.  corner  Front  and  Dover  streets 

124th  street,  from  Pleasant  to  First  avenue  (north  side) 

N.  E.  corner  Ninety-sixth  street  and  First  avenue 

Sixty-first  street  and  Eleventh  avenue 

Westchester  avenue,  twenty  feet  west  of  Brook  avenue 

N.  E.  corner  Eighty-seventh  street  and  First  avenue. , 

Opposite  862  Eagle  avenue 

Opposite  1667  and  1669  Second  avenue 

Opposite  214  East  Forty-fifth  street 

Opposite  1551  Second  avenue 

Opposite  215  East  Forty-fifth  street 

S.  E.  corner  Eighty-sixth  street  and  Second  avenue 

N.  W.  corner  Twelfth  street  and  Avenue  B 

S.  E.  corner  Sixty-fifth  street  and  Second  avenue 

S.  E.  corner  I32d  street  and  Park  avenue 

Between  66th  and  65th  streets  on  Second  avenue 

Opposite  62  East  124th  street... 

S.  E.  corner  Forsyth  and  Grand 

Amsterdam  avenue,  between  Fifty-ninth  and  Sixtieth  streets  (east  side) . . . . 
Opposite  518  Grand  street 


57  poles 
I pole 
19  poles 
I pole 
3 poles 
I pole 
3 poles 
1 pole 


T,  ‘ 

3 poles 
I pole 
I “ 

I “ 

I “ 

I “ 

I “ 

I “ 

I “ 

I “ 

I “ 

I 
I 
I 
I 
I 
I 
I 
I 


<C 

a 


a 

(( 

(t 


f 
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S.  E.  corner  Eighty-second  street  and  West  End  avenue 

Opposite  517 -Grand  street 

Eighth  avenue,  between  Ninety-eighth  and  Ninety-ninth  streets 

Water  and  Montgomery  streets 

l3Sth  street,  west  of  Eighth  avenue  (north  side) 

Opposite  189  East  Broadway 

i3Sth  street  west  of  Eighth  avenue  (south  side) 

Opposite  190  East  Broadway 

Opposite  190  and  194  Delancey  street 

126th  street,  from  Park  to  Lexington  avenues 

S.  E.  corner  Stanton  and  Lewis  streets 

Opposite  334  Broome  street 

Opposite  549  East  Twelfth  street 

N.  E.  corner  Thirty-second  street  and  Third  avenue 

S.  E.  corner  Thirty-second  street  and  Third  avenue 


I poles. 

i i 

I 

I “ 

I “ 

I 

I “ 


2 poles 
4 “ 


I 

I 

I 

I 

I 


pole 

(( 

a 

(( 

(( 


Total 


130  poles 


It  was  unanimously  Resolved,  That  in  accordance  with  Section  3,  Chapter  716 
of  the  Subway  Act  of  1887,  the  Mayor  be  informed  of  the  existence  of  the  dead  poles 
and  wires  above  referred  to,  and  that  he  be  furnished  with  a list  of  the  same  with  the 
request  that  he  direct  the  Commissioner  of  Public  Works  to  remove  said  poles  and 
wires  as  incumbrances  from  the  streets. 


Thereupon  the  Board  adjourned. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Tuesday,  April  30th,  1895,  at  10:30  A.  M. 

Present:  Mayor  AYilliam  L.  Strong,  President;  Commissioners  Heniy  S.  Kearny, 
Jacob  Pless  and  Amos  J.  Cummings. 

The  minutes  of  meeting  of  January  17th  were  read  and  approved. 

The  minutes  of  meeting  of  March  7th  were  read  and  approved. 

The  Secretary  submitted  the  following  report: 

REPORT  OF  THE  SECRETARY. 

Since  the  ist  of  January,  1895,  there  have  been  removed  by  the  direction  of  the 
Board  of  Electrical  Control  3,391,582  feet  or  642  miles  of  overhead  wires,  and  317  poles. 


apportioned  as  follows : 

By  the 

Poles. 

Feet  of  Wire. 

Miles  of 
Wire. 

Special  Fire  Alarm  and  Electrical  Sig.  Co.  . 

0 

105,600  feet. 

20 

Mt.  Morris  El.  Lt.  Co 

S 

0 “ 

0 

Western  Union  Tel.  Co 

• 29 

0 “ 

0 

Fire  Department  

. 261 

126,720  “ 

24 

' 
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Miles  of 

By  t he 

Poles. 

Feet  of  Wire. 

Wire. 

Stock  Quotation  Tel.  Co 

0 

14,320  “ 

3 

Am.  Dist.  TH.  Co 

0 

13,600  “ 

2 5-10 

Met.  Tel.  and  Tel.  Co 

9 

2,787,852  “ 

528 

Holmes  Elec.  Protective  Co 

0 

26,000  “ 

United  States  111.  Co 

13 

12,000  “ 

, , 

Postal  Tel.  Cable  Co 

0 

17,160  “ 

3 

Automatic  Fire  Alarm  and  Ex.  Co 

0 

5,280  “ 

I 

N.  R.  Elec.  Lt.  and  Power  Co 

0 

2,640  “ 

S-io 

By  Employees  Board  of  Electrical 

Control . . 

280,410  “ 

S3 

Total  

317 

3,391,582  feet. 

642 

The  Inspectors  of  the  Board  are  constantly  reporting  overhead  and  useless  wires 
in  accordance  with  an  order  issued  by  the  Secretary  of  the  Board,  as  follows  : 

To  the  Inspectors: 

Hereafter  you  will  remove  all  broken  and  useless  wire  hanging  from  housetops  or 
poles  in  your  district,  and  make  report  of  same. 

All  other  petty  violations  of  the  rules  of  the  Board  you  will  please  rectify  where 
possible,  and  report  the  same  in  your  daily  reports. 

Assistance  will  be  rendered  you  when  requested,  in  case  the  work  requires  it,  and 
you  will  be  held  responsible  for  the  condition  of  violations  of  the  rules  of  the  Board 
in  your  respective  districts. 

HENRY  S.  KEARNY,  Secretary. 

April  ii,  1895. 

On  March  iith,  1895,  the  Board  of  Electrical  Control  submitted  a list  of  dead  and 
abandoned  poles  for  removal,  with  the  reciuest  that  the  Mayor  authorize  the  Commis- 
sioner of  Public  Works  to  remove  the  same  as  incumbrances  upon  the  streets,  as  fol- 
lows : 

Poles. 


Washington  street,  from  Dey  to  Charlton  streets 57 

N.  W.  corner  Franklin  and  Washington  streets i 

Houston  street,  from  Mott  street  to  Avenue  B 19 

N.  W.  corner  Fulton  and  Washington  streets i 

Pleasant  avenue,  from  ii8th  to  120th  street  (east  side) 3 

Opposite  67  Dey  street i 

Pleasant  avenue,  from  123d  to  124th  street  (west  side) . . 3 

Opposite  130  Washington  street i 

Opposite  97  Dey  street ■. i 

S.  W.  cornel  Canal  and  Chrystie  streets i 

N.  E.  corner  Grand  and  Chrystie  streets i 

N.  W.  corner  Front  and  Dover  streets i 

124th  street,  from  Pleasant  to  First  avenue  (north  side) 3 

N.  E.  corner  Ninety-sixth  street  and  First  avenue i 

Sixty-first  street  and  Eleventh  avenue i 

Westchester  avenue,  20  feet  west  of  Brook  avenue i 

N.  E.  corner  Eighty-seventh  street  and  First  avenue i 

Opposite  862  Eagle  avenue i 
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Poles. 

Opposite  1667  and  1669  Second  avenue i 

Opposite  214  East  Forty-fifth  street.  i 

Opposite  1551  Second  avenue I 

Opposite  215  East  Forty-fifth  .‘Street i 

S.  E.  corner  86th  street  and  Second  avenue i 

N.  W.  corner  Twelfth  street  and  Avenue  B i 

S.  E.  Sixty-fifth  street  and  Second  avenue 1 

S.  E.  I32d  street  and  Park  avenue i 

Between  Sixty-fifth  and  Sixty-sixth  streets,  on  Second  avenue ' i 

Opposite  62  East  124th  street \ i 

S.  E.  corner  Forsyth  and  Grand  streets l 

Amsterdam  avenue,  between  Fifty-ninth  and  Sixtieth  streets  (east  side) i 

Opposite  518  Grand  street ' i 

S.  E.  corner  Eighty-second  street  and  West  End  avenue i 

Opposite  517  Grand  street ' i 

Eighth  avenue,  between  Eighty-eighth  and  Eighty-ninth  streets i 

Water  and  Montgomery  streets ....;.  i 

135th  street,  west  of  Eighth  avenue  (north  side) i 

Opposite  189  East  Broadway.. i 

135th  street,  west  of  Eighth  avenue  (south  side) i 

Opposite  190  East  Broadway i 

Opposite  190  and  194  Delancey  street i 

126th  street,  from  Park  to  Lexington  avenues i 

S.  E.  corner  Stanton  and  Lewis  streets i 

Opposite  334  Broome  street l 

Opposite  549  East  Twelfth  street i 

N.  E.  corner  Thirty-second  street  and  Third  avenue i 

S.  E.  corner  Thirty-second  street  and  Third  avenue i 


Total  126 

By  letter  from  the  Department  of  Public  Works,  under  date  of  April  26th,  the 
Bureau  of  Incumbrances  notifies  the  Board  that  the  greater  part  of  the  work  had  been 
accomplished. 

In  addition  and  since  March  15th  our  Inspectors  report  thirteen  dead  or  abandoned 
poles  as  follows,  which  should  be  removed  at  once : 

4 poles  on  Seventieth  street,  from  West  End  avenue  to  Twelfth  avenue. 

3 poles  along  Tv/elfth  avenue,  from  Seventieth  to  Seventy-first  street. 

I pole  corner  Seventieth  street  and  Twelfth  avenue. 

5 poles  on  Thirteenth  street,  between  Tenth  and  Thirteenth  avenues. 

In  addition  to  the  above  there  are  standing  the  following  lines  of  poles  where 
subways  have  been  constructed,  and  the  usual  ninety  (90)  day  notices  have  been  sent 
and  the  time  expired ; 
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Notice 

Location  Sent 

Third  ave.  (east  side),  Thirteenth  to 

Fourteenth  sts.  Jan.  8,1890 

Fourth  St.,  Bowery  to  Second  ave.  . . . Nov.  25,  1893 
Fourteenth  St. , First  ave.  to  Avenue  B.  Oct.  4,1894 

First  ave.,  Houston  to  26th  sts Dec.  28,1894 

Fourth  St.,  Second  ave.  to  Avenue  B . Dec.  28,  1894 
Second  ave..  Houston  to  Seventh  sts  . Dec.  28,  1894 
Avenue  A,  Hotsston  to  Seventh  sts.  . . Dec.  28,  1894 

Third  ave.,  125th  to  130th  sts April  20,  1891 

125th  St.,  First  to  Third  aves Nov.  25,  1893 


Notice 

Expired 

April  8.  j8go 
FeB.  25,  1894 
Jan.  4,  1895 
March  28,  1895 
March  28,  1895 
March  28,  1895 
March  28,  1895 
July  20,  1891 
Feb.  25,  1894 


And  I recommend  the  following  resolution  be  adopted  by  the  Board ; 


Company 

U.  S. 

U.  S.  & Brush. 
Mad.  Square. 
Mad.  Square. 
U.  S.  & Brush. 
U.  S.  & Brush. 
Mad.  Square. 
M.  T.  & T.  Co. 
M.  T.  & T.  Co. 


Resolved,  That  under  authority  of  Section  3,  Chapter  716,  of  the  Subway  Act  of 
1887,  the  Board  of  Electrical  Control  requests  the  Mayor  to  direct  the  Commissioner 
of  Public  Works  to  cause  the  above  designated  poles  and  wires  to  be  removed  forth- 
with by  the  Bureau  of  Incumbrances. 


Under  power  conferred  on  the  Secretary  at  a meeting,  January  17th,  1895,  to  make 
such  changes  in  the  employees  of  the  Board,  wherever,  in  his  opinion,  the  good  of  the 
service  required  it,  the  Secretary  has  removed  Marshal  A.  Mullaney  and  Charles  J. 
Doran,  as  Inspectors  of  the  Board  of  Electrical  Control,  and  T.  Havanagh,  a laborer 
employed  in  removing  dead  and  abandoned  wires  from  housetops. 


Considerable  difficulties  and  mistakes  have  occurred  in  notifying  the  various  com- 
panies of  dead  and  abandoned  poles,  owing  to  the  fact  that  a resolution  of  the  Board 
(passed  several  years  ago  to  compel  the  various  companies  to  brand  their  poles),  has 
in  many  cases  been  neglected.  It  is  respectfully  requested  that  a resolution  directing 
all  companies  forthwith  to  paint  or  brand  their  names  on  all  of  their  poles  be  adopted, 
and  the  various  companies  be  notified. 


It  has  been  customary  heretofore,  in  the  beginning  of  each  year,  as  soon  as  the 
list  of  streets  to  be  paved  or  repaved  was  received  from  the  Department  of  Public 
Works,  to  call  upon  the  various  companies  using  electrical  wires  in  New  York  City  to 
designate  locations  in  streets  where  they  would  require  subways  to  be  built  during  the 
year,  preference  always  being  given  to  the  streets  that  were  to  be  repaved  by  the  De- 
partment, so  as  to  avoid  disturbing  the  paving  in  those  streets. 

On  April  iSth,  1895,  a copy  of  the  following  letter  was  sent  to  the  various  com- 
panies : 

Gentlemen': — You  will  please  notify  this  Board  at  your  earliest  convenience,  and 
before  the  end  of  April,  where  you  will  recitiire  subways  constructed  during  the  coming 
season,  in  order  that  the  Board  may  make  a comprehensive  estimate  for  the  work  of 
further  clearing  the  city  of  poles  and  wires. 


A failure  on  your  part  to  comply  with  this  request  is  liable  to  cause  your  Com- 
pany inconvenience,  as  the  Board  contemplates  extending  the  district  where  poles  and 
overhead  wires  will  be  forbidden. 

Very  respectfully, 


HENRY  S.  KEARNY,  Secretary. 
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In  reply  we  have  received  letters  from  the  Postal  Telegraph  Cable  Co.,  Western 
Union,  Special  Fire  Alarm,  Met.  Tel.  and  Tel.  Co.,  The  Bruslf  Elec.  111.  Co.,  United 
Elec.  Lt.  and  Power  Co.,  Amer.  Dist.  Tel.  Co.,  Madison  Sq.  Light  Co.,  N.  Y.  Heat, 
Light  and  Power  Co.,  Man.  El.  Light  Co.,  Ld.,  and  Edison  Elec.  111.  Co.,  all  of  which 
are  respectfully  submitted,  with  the  applications  for  subway  construction. 

t 

On  motion  of  his  Honor,  th-e  Ma}mr,  the  Board  approved  the  foregoing  report,  and 
the  Resolutions  therein  were  adopted. 

The  following  applications  for  subway  construction  were  submitted: 

By  Postal  Telegraph  Cable  Company: 

For  one  duct  on  the  west  side  of  New  street,  from  Beaver  to  Wall,  and  on  Wall 
street,  from  Broadway  to  Broad  street. 

By  American  District  Telegraph  Company: 

On  Eighth  street,  from  University  place  to  east  side  of  Third  avenue. 

On  Thirtieth  street,  from  southwest  corner  of  Broadway  to  west  side  of  Seventh 

ave. 

On  Fourteenth  street,  from  Broadway  to  east  side  of  Third  avenue. 

On  Twenty-sixth  street,  from  northeast  corner  of  Broadway  to  east  side  of  Fourth 

ave. 

By  Manhattan  Electric  Light  Co.,  Limited : 

Eor  one  three-inch  distributing  duct  on  the  west  side  of  Avenue  A,  between  Fifty- 
fourth  and  Ninety-second  streets. 

By  Madison  Square  Light  Company: 

For  one  three-inch  distributing  duct  on  the  west  side  of  First  avenue,  from  Twenty- 
eighth  to  Forty-second  streets. 

By  Edison  Electric  Illuminating  Company : 

West  Forty-eighth  street,  from  east  intersection  of  Eighth  avenue  and  Forty- 
eighth  street,  running  east  two  hundred  and  thirty-five  feet  to  227  and  233  West  Forty- 
eighth  street. 

Wooster  street,  east  side,  from  south  intersection  of  Houston  and  Wooster  streets 
southward  one  hundred  and  eighty  feet,  to  Nos.  152  and  156  Wooster  street. 

West  Twenty-seventh  street,  south  side,  from  east  side  of  Eighth  avenue,  running 
eastward  three  hundred  and  seventy-five  feet  to  No.  232  West  Twenty-seventh  street. 

West  Twenty-second  street,  south  side,  from  west  intersection  of  Eifth  avenue 
and  Twenty-second  street,  westward  two  hundred  and  seventy-five  feet,  to  10  West 
Twenty-second  street. 

Eourth  avenue,  east  side,  from  north  side  of  Twelfth  street  to  south  side  of  Eour- 
teenth  street. 

Sixth  avenue,  west  side,  from  north  side  of  Thirty-fifth  street  to  north  side  of 
Thirty-ninth  street. 

Sixth  avenue,  east' side,  from  north  side  of  Twenty-sixth  street  to  north  side  of 
Thirty-first  street. 

Bowery,  west  side,  from  end  of  main  on  north  side  of  Broome  street,  running 
westward  two  hundred  and  ten  feet  to  No.  156  Bowery. 

East  Seventeenth  street,  north  side,  from  east  side  of  Eourth  avenue,  running 
eastward  two  hundred  and  eighty-five  feet  to  117  East  Seventeenth  street 
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West  rhirty-nintli  street,  south  side,  from  west  side  of  Sixth  avenue  to  117  and 
1 19  West  Thirty-ninth  street. 

Front  stieet,  east  side,  from  west  intersection  South  and  Dover  streets,  running 
westward  on  south  side  of  Dover  street,  and  southward  to  251  and  255  Front  street. 

By  Metropolitan  Telephone  and  Telegraph  Co.: 

Columbus  avenue,  from  looth  to  107th  streets. 

Washington  street,  from  Duane  to  Spring  streets. 

Washington  street,  from  Chambers  to  Duane  streets. 

Duane  street,  from  Washington  to  Hudson  streets. 

Hudson  street,  from  Duane  to  Worth  streets. 

Fifth  avenue,  from  Twelfth  to  Twenty-third  streets. 

Seventy-first  street,  from  Fourth  to  Lexington  avenue. 

Madison  avenue,  from  Seventy-ninth  to  104th  streets. 

Bowery,  from  East  Houston  street  to  Fourth  avenue. 

Fourth  avenue,  from  Bowery  to  East  Eighth  street. 

Cherry  street,  from  Rutgers  street  to  Jackson  street. 

Hudson  ■ street,  from  Spring  to  Christopher  streets. 

Fifth  avenue,  from  Forty-second  to  Fifty-eighth  streets. 

By  Western  Union  Telegraph  Co.: 

From  the  manhole  at  the  intersection  of  Broome  and  Ridge  .streets,  through  Ridge 
and  Montgomery  streets  to  South  street. 

By  The  United  Electric  Light  and  Power  Co. : 

Fifth  avenue,  east  side,  from  the  southeast  corner  of  Forty-second  street  to  north- 
east corner  of  Forty-seventh  street. 

One  three-inch  distributing  duct  on  Fifth  avenue,  west  side,  from  southwest  cor- 
ner of  Forty-second  street  to  northwest  corner  of  Fifty-seventh  street. 

Fifth  avenue,  east  side,  northeast  corner  of  Fifty-seventh  street  to  northeast  cor- 
ner of  Sixtiejh  street,  one  three-inch  distributing  duct. 

Eighth  street,  south  side,  from  southwest  corner  of  Second  avenue  to  southwest 
corner  of  Third  avenue,  one  three-inch  distributing  duct. 

Houston  street,  south  side,  from  Allen  street  to  Avenue  C. 

Thirty-ninth  street,  north  side,  from  northeast  corner  of  Park  avenue  to  north- 
east corner  of  Lexington  avenue,  one  three-inch  distributing  duct. 

North  side  of  Forty-second  street,  from  northeast  corner  of  Madison  avenue  to 
northeast  corner  of  Broadway,  one  three-inch  distributing  duct. 

By  Mt.  Morris  Electric  Light  Company : 

For  one  three-inch  distributing  duct  on  the  north  side  of  Franklin  street  from 
hand-box  on  building  line  of  102  and  104  Franklin  street  to  building  line  of  116  and 
1 18  Franklin  st. 

For  one  three-inch  distributing  duct  on  the  north  and  south  sides  of  Franklin 
street  from  west  side  of  West  Broadway  to  the  east  side  of  Greenwich  street. 

This  duct  to  be  built  on  the  south  side  of  the  street  from  West  Broadway  to 
Varick  st.,  crossing  Franklin  street  to  the  northwest  corner  of  Varick  street;  then  on 
north  side  of  Franklin  to  Greenwich  street. 

By  New  York  Heat,  Light  and  Power  Company: 

On  Fulton  street,  from  Gold  to  Pearl  street,  one  three-inch  distributing  duct. 

On  Beekman  street,  from  No.  280,  near  Gold,  to  Pearl  street,  one  three-inch  dis- 
tributing duct. 
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The  Board  considered  the  foregoing  applications,  and  adopted  the  following  reso- 
lutions : 

Resolved,  That  the  applications  of  the  Postal  Telegraph-Cable  Company, . dated 
April  26th,  1895,  Manhattan  Electric  Light  Company,  Limited,  dated  April  29th,  1895, 
and  the  Madison  Square  Light  Company,  dated  April  29th,  1895,  be  referred  to  the 
Secretary  for  examination  and  report,  and 

Resolved,  That  the  application  of  the  American  District  Telegraph  Company  for 
the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors,  dated 
April  29th,  1895,  be  and  is  hereby  granted,  and  the  Empire  City  Subway  Company, 
Limited,  be  and  is  hereby  authorized  and  directed  to  construct  subways  for  the  accom- 
modation of  the  American  District  Telegraph  Co.,  in  the  following  streets.: 

Eighth  street,  from  University  place  to  east  side  of  Third  avenue. 

Thirtieth  street,  southwest  corner  of  Broadway  to  west  side  of  Seventh  avenue. 

Fourteenth  street,  from  Broadway  to  east  side  of  Third  avenue. 

Twenty-sixth  street,  from  northeast  corner  of  Broadway  to  east  side  of  Fourth 
avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporation 
and  individuals  making  applications  for  the  construction  of  said  subways,  shall  have 
first  furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the  occu- 
pation of  said  subways,  and  the  payment  of  rentals  therefor  in  advance,  as  provided 
by  Chapter  263,  of  the  Laws  of  1892. 

Resolved,  That  the  applications  of  the  Edison  Electric  Illuminating  Company,  of 
New  York,  for  the  construction  of  subways  for  the  accommodation  of  its  electrical 
conductors,  dated  January  3d,  loth  and  23d,  and  Aprih  3d,  23d  and  27th,  be,  and  are 
hereby  granted,  and  the  Empire  City  Subway  Company,  Limited,  be  and  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  the  Edison 
Electric  Illuminating  Co.,  in  the  following  streets  : 

Fourth  avenue,  east  side,  from  north  side  of  Twelfth  street  to  south  side  of  Four- 
teenth street. 

Sixth  avenue,  west  side,  from  north  side  of  Thirty-fifth  street  to  north  side  of 
Thirty-ninth  street. 

Sixth  avenue,  east  side,  from  north  side  of  Twenty-sixth  ^street  to  north  side  of 
Thirty-first  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporation 
and  individuals  making  applications  for  the  construction  of  said  subways,  shall  have 
first  furnished  to  the  Empire  City  Subway  Company,  Limited,  security  for  the  occu- 
pation of  said  subways,  and  the  payment  of  rentals  therefor  in  advance,  as  provided 
by  Chapter  263,  of  the  Laws,  of  1892. 

Resolved,  That  the  application  of  the. Metropolitan  Telephone  and  Telegraph  Com- 
pany for  the  construction  of  subways  for  the  accommodation  of  its  electrical  con- 
ductors, dated  April  19th,  be  and  is  hereby  granted,  and  the  Empire  City  Subway  Com- 
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pany,  Limited,  be,  and  is  hereby  authorized  and  directed  to  construct  subways  for  the 
accommodation  of  the  Metropolitan  Telephone  and  Telegraph  Company,  in  the  follow- 
ing streets : 

Columbus  avenue,  from  looth  street  to  107th  street. 

Washington  street,  from  Duane  to  Spring  street. 

Washington  street,  from  Chambers  to  Duane  street. 

Duane  street,  from  Washington  to  Hudson  street. 

Hudson  street,  from  Duane  to  Worth  street. 

Fifth  avenue,  from  Twelfth  street  to  Twenty-third  street. 

Seventy-first  street,  from  Fourth  avenue  to  Lexington  avenue. 

. Madison  avenue,  from  Seventy-ninth  street  to  104th  street. 

Bowery,  from  East  Houston  street  to  Fourth  avenue. 

Fourth  avenue,  from  Bowery  to  East  Eighth  street. 

Cherry  street,  from  Rutgers  street  to  Jackson  street. 

Hudson  street,  from  Spring  street  to  Christopher  street. 

Fifth  avenue,,  from  Forty-second  street  to  Fifty-eighth  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporation 
and  individuals  making  applications  for  the  construction  of  said  subways,  shall  have 
furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the  occu- 
pation of  said  subways,  and  the  payment  of  rentals  therefor  in  advance,  as  provided 
by  Chapter  263,  of  the  Laws,  of  1892. 

Resolved,  That  the  application  of  the  Western  Union  Telegraph  Company  for  the 
construction  of  a subway  for  the  accommodation  of  its  electrical  conductors,  dated 
April  27th,  be  and  is  hereby  granted,  and  the  Empire  City  Subway  Company,  Limited, 
be  and  is  hereby  authorized  and  directed  to  construct  subwa}''s  for  the  accommodation 
of  Western  Union  Telegraph  Company,  as  follows: 

From  the  manhole  at  the  intersection  of  Broome  and  Ridge  streets,  through  Ridge 
and  Montgomery  streets  to  South  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporation 
and  individuals  making  applications  for  the  construction  of  said  subways,  shall  have 
first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security 
for  the  occupation  of  said  subways,  and  the  payment  of  rentals  therefor  in  advance,  as 
provided  by  Chapter  263,  of  the  Laws  of  1892. 

Resolved,  That  the  application  of  the  New  York  Heat,  Light  and  Power  Company 
for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors, 
dated  April  29th,  be  and  is  hereby  granted;  and  the  Consolidated  Telegraph  and  Elec- 
trical Subway  Company  be  and  is  hereby  authorized  and  directed 'to  construct  sub- 
ways for  the  accommodation  of  the  New  York  Heat,  Light  and  Power  Company,  as 
follows : 

On  Fulton  street,  from  Gold  to  Pearl  street. 

Beekman  street,  from  Gold  to  Pearl  street. 
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Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporation 
and  individuals  making  applications  for  the  construction  of  said  subways,  shall  have 
first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security 
for  the  occupation  of  said  subways,  and  the  payment  of  rentals  therefor  in  advance,  as 
provided  by  Chapter  263,  of  the  Laws  of  1892. 


Resolved,  That  the  application  of  the  Mount  Morris  Electric  Light  Company,  for 
the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors,  dated 
February  14th  and  April  23d,  be  and  is  hereby  granted,  with  the  provision,  however, 
that  the  application  for  subwa}'^  in  Franklin  street  be  from  the  east  side  of  Church 
street  to  the  west  side  of  West  Broadway,  instead  of  as  per  application  submitted. 


Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company,  be 
and  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation  of 
the  Mount  Morris  Electric  Light  Company,  as  follows: 

One  three-inch  distributing  duct  on  the  north  side  of  Franklin  street  from  east 
side  of  Church  street  to  west  side  of  West  Broadway;  and 

One  three-inch  distributing  duct  on  the  south  side  of  Franklin  street  from  West 
Broadway  to  Varick  street,  crossing  Franklin  street,  to  the  northwest  corner  of  Varick 
street,  then  on  the  north  side  of  Franklin  street  to  Greenwich  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporation 
and  individuals  making  applications  for  the  construction  of  said  subways  shall  have 
first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  se- 
curity for  the  occupancy  of  said  subways,  and  the  payments  of  rentals  therefor  in  ad- 
vance, as  provided  by  Chapter  263  of  the  Laws  of  1892. 

Resolved,  That  the  applications  of  the  United  Electric  Light  and  Power  Company 
for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors, 
dated  March  22d,  April  9th  and  23d,  be  and  is  hereby  granted;  and  the  Consolidated 
Telegraph  and  Electrical  Subway  Company  be  and  is  hereby  authorized  and  directed 
to  construct  subways  for  the  accommodation  of  the  United  Electric  Light  and  Power 
Company,  as  follows  : 

Fifth  avenue,  east  side,  from  the  southeast  corner  of  Forty-second  street  to  north- 
east corner  of  Forty-seventh  street,  one  three-inch  distributing  duct ; and  * 

One  three-inch  distributing  duct  on  Fifth  avenue,  west  side,  from  southwest  cor- 
ner of  Forty-second  street  to  northwest  corner  of  Fifty-seventh  street.* 

Fifth  avenue,  east  side,  northeast  corner  57th  street  to  northeast  corner  of  Sixtieth 
street,  one  three-inch  distributing  duct.* 


*June  17,  1895.  Changed  to  4-inch 
son,  Vice-Pres.  and  Gen’l  Manager. 


distributing  ducts  at  request  of  C.  H.  Jack- 
H.  S.  KEARNY,  Sect., 


$ 


Per  W.  G.  B. 
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Eighth  street,  south  side,  from  southwest  corner  of  Second  avenue  to  southwest 
corner  of  Third  avenue,  one  three-inch  distributing  duct. 

Houston  street,  south  side,  from  Allen  street  to  Avenue  C. 

Thirty-ninth  street,  north  side,  from  northeast  corner  of  Pai'k  avenue  to  north- 
east corner  of  Lexington  avenue,  one  three-inch  distributing  duct. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporation 
or  individuals  making  application  for  the  construction  of  said  subways,  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company,  security  for 
the  occupancy  of  said  subways,  and  the  payments  of  rentals  therefor  in  advance,  as 
provided  by  Chapter  263  of  the  Laws  of  1892. 

The  following  communications  in  reference  to  subway  facilities  were  read,  and 
ordered  spread  upon  the  minutes  : 

The  Special  Eire  Alarm  Electrical  Signal  Co., 

77  and  79  John  Street, 

New  York,  April  19,  1895. 

Board  of  Electrical  Control,  No.  1264  Broadway,  New  York  City: 

Gentlemen  : — In  I'eply  to  your  notice  of  April  5th,  requesting  information  as  to 
what  additional  subways  will  be  required  by  us  during  the  coming  season,  we  would 
say  that  the  nature  of  our  business  is  such  that  we  only  require  a single  conductor  in 
any  one  locality  and  for  this  reason  have  found  it  to  our  advantage  to  rent  our  wires 
from  the  Metropolitan  Telephone  Co. 

Trusting  our  explanation  will  be  satisfactory,  we  are. 

Yours  very  truly, 

THE  SPECIAL  FIRE  ALARM  ELECTRICAL  SIGNAL  COMPANY, 

F.  PEARCE,  Treasurer. 

The  Brush  Electric  Illuminating  Company  of  New  York, 

Office  and  Station,  204  to  210  Elizabeth  Street, 

New  York,  April  24,  1895. 

Mr.  Henry  S.  Kearny,  Secretary  of  the  Board  of  Electrical  Control,  1264  Broadway, 
New  York  City: 

Dear  Sir: — Replying  to  your  favor  of  the  15th  inst.,  we  wish  to  say  that  our  re- 
quirements for  new  subway  facilities  in  order  to  replace  overhead  wires  will  be  in- 
cluded in  that  of  the  United  Electric  Light  and  Power  Company. 

Yours  very  truly, 

CHAS.  J.  MARSH,  Secretary  and  Treasurer. 

The  American  District  Telegraph  Company  submitted  applications  dated  April  24th 
and  25th,  1895,  for  permission  to  run  an  overhead  wire,  and  to  extend  and  repair 
circuit  call-box  wires. 
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The  applications  were  granted  on  condition  that  permission  be  first  obtained  from 
the  owners  of  houses,  whose  roofs  the  wires  would  be  attached  to.  . 

The  Secretary  called  attention  to  permits  for  overhead  wires  issued  by  him,  which 
action  was  approved  by  the  Board. 

Applications  of  the  Brush  Electric  Illuminating  Company,  dated  March  isth  and 
23d  respectively,  requesting  permission  to  erect  new  city  lamp-poles  on  Nassau  street, 
for  city  lighting,  were  submitted  in  connection  with  the  following  communications  : 

New  York,  April  8,  1895. 

Brush  Electric  Illuminating  Co.,  210  Elizabeth  Street,  City : 

Dear  Sirs: — Your  application  of  March  15th,  to  erect  lamp-posts  for  city  electric 
lighting  on  Nassau  street,  between  Wall  and.  Spruce  streets,  was  received  and  after  an 
inspection  of  the  premises  I am  not  disposed  to  grant  the  same  without  submitting  it 
to  the  full  Board,  for  the  reason  that  the  sidewalks  on  Nassau  street  are  so  narrow  that 
I believe  it  would  be  a nuisance  to  further  incumber  them  with  lamp-posts. 

I believe  the  proper  way  to  light  Nassau  street  and  all  similar  narrow  streets, 
would  be  to  hang  ornamental  bracket  lamps  from  the  corners  of  buildings,  where  in 
this  particular  instance,  they  would  only  have  to  project  about  six  feet  from  the  build- 
ing to  be  on  the  curb  line,  and  I shall  so  recommend  to  the  Commissioner  of  Public 
Works,  particularly  for  this  street  lighting. 

Very  respectfully, 

(Signed)  HENRY  S.  KEARNY,  Secretary. 

New  York,  April  8th,  1895. 

Hon.  Wm.  Brookfield,  Commissioner  of  Public  Works,  New  York  City: 

Dear  Sir: — The  Bureau  of  Lamps  and  Gas  in  your  Department,  I am  informed, 
has  let  a contract  to  the  Brush  Electric  Illuminating  Company  for  lighting  Nassau 
street  from  Wall  to  Spruce  streets. 

The  Brush  Electric  Illuminating  Company  has  made  application  to  the  Board  of 
Electrical  Control  for  permits  to  erect  city  lamp-posts  at  various  places  along  the  line 
of  Nassau  street,  which  has  been  submitted  to  me. 

I cannot  recommend  further  encumbering  the  narrow  sidewalks  with  more  posts, 
and  have  to  suggest  that  in  this  street,  and  other  similar  narrow  streets,  a way  may  be 
found  to  light  them  by  hanging  brackets  from  the  buildings,  and  hope  the  same  may 
meet  with  your  approval. 

Very  respectfully, 

(Signed)  HENRY  S.  KEARNY,  Secretary.  ' 

Department  of  Public  Works,  Commissioner’s  Office, 

31  Chambers  Street, 

New  York,  April  13,  1895. 

Henry  S.  Kearny,  Esq.,  Secretary  of  the  Board  of  Electrical  Control : 

Dear  Sir  : — I beg  to  acknowledge  receipt  of  your  letter  of  8th  inst.,  informing  me 
that  the  Brush  Electric  Illuminating  Company  has  asked  your  Board  for  permits  to 
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place  lamp-posts  at  various  places  on  Nassau  street,  under  said  company’s  contract  for 
lighting  that  street,  from  Wall  to  Spruce  streets,  with  electric  light. 


To  avoid  further- encumbering  the  sidewalks  on  Nassau  and  other  narrow  streets, 
you  suggest  that  a way  be  found  to  light  them  by  hanging  brackets  from  buildings. 


I referred  your  letter  to  the  Superintendent  of  Lamps  and  Gas,  who  reports  that 
the  city  authorities  have  no  right  to  place  brackets  on  private  buildings.  He  also  states 
that  four  lamps  are  to  be  placed  at  corners  of  intersecting  streets  where  the  buildings 
are  either  fine  brown  stone,  marble  or  granite.  He  thinks  it  is  not  probable  that  the 
owners  of  those  buildings  would  allow  them  to  be  cut  and  disfigui'ed  by  heavy  and 
long  iron  brackets. 


I regret,  that  under  these  circumstances,  I do  not  see  my  way  clear  to  adopt  your 
suggestion. 


Very  respectfully, 


CHARLES  H.  T.  COLLIS,  Deputy  Commissioner  of  Public  Works. 


The  Board  considered  these  applications  and  communications,  and  on  recommenda- 
tion of  the  Secretary  the  applications  were  denied. 

The  following  communications  in  connection  with  the  Fire  Department  were  sub- 
mitted : 

Headquarters  Fire  Department, 

157  AND  159  East  Sixty-seventh  Street, 

New  York,  March  12,  1895. 

The  Honorable  Board  of  Electrical  Control : 

Gentlemen; — I have  the  honor __to  state  that  the  Superintendent  of  the  Telegraph 
and  Electrical  Appliances  of  this  Department  reports  that  space  for  the  conductors  of 
this  Department  is  required  in  the  subways  of  the  Empire  City  Company,  in  125th 
street,  between  Fourth  and  Sixth  avenues,  and  that  application  was  made  by  this  De- 
partment therefor  in  February  of  last  year,  being  denied  at  that  time  for  the  reason, 
as  stated,  that  there  was  no  vacant  space  available. 

This  Department  also  requires , space  in  the  subway  in  Eighth  street,  between 
Broadway  and  Sixth  avenue,  and  in  Seventh  avenue  from  Fourteenth  street  to  Thirty- 
first  street,  the  same  having  been  asked  for  from  your  Board  as  far  back  as  the  Spring 
of  1891,  and  the  request  having  been  subsequently  repeated  several  times. 

At  a meeting  of  the  Board  of  Electrical  Control,  held  on  June  17th,  1892,  at  which 
time  the  matter  was  presented  by  this  Department, — a resolution  was  adopted  instruct- 
ing the  Subway  Company  to  furnish  the  necessary  space  in  the  streets  named,  but  this 
Department  was  unsuccessful  in  its  efforts  to  procure  the  required  facilities.  Applica- 
tion therefor  was  again  made,  as  well  as  for  other  space,  on  March  14th,  1893,  and  re- 
peated on  August  25th,  1893,  but  up  to  this  time  the  Department  has  been  unsuccess- 
ful in  obtaining  these  necessary  underground  facilities  and  is,  in  consequence,  com- 
pelleel  to  maintain  its  overhead  poles  and  wires  in  the  localities  specified,  although  re- 
peatedly called  upon  by  the  Board  of  Electrical  Control  to  remove  such  overhead  wires 
and  poles,  subjecting  this  Department  to  unmerited  criticism  in  consequence. 
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The  Department  believes  that  it  is  entitled  to  space  in  the  general  subways  wher- 
ever required,  and  requests  that  the  necessary  measures  be  taken  to  secure  the  accom- 
modation to  which  it  believes  it  is  entitled  under  the  law. 

Very  respectfully, 

S.  HOWLAND  ROBBINS,  Chairman  Committee  on  Apparatus  and  Telegraph. 

New  York,  March  i8th,  1895. 
Empire  City  Subway  Co.,  Ltd.,  18  Cortlandt  St.,  City : 

Dear  Sirs  : — Inclosed  please  find  copy  of  a letter  from  the  Fire  Department,  dated 
March  12th,  requesting  space  for  the  Fire  Department  wires  in  certain  streets,  etc. 

In  compliance  with  the  request  of  the  Fire  Department  we  have  to  ask  that  you 
provide  space  in  the  subways  in  various  streets  designated  in  the  letter  from  the  Fire 
Department,  if  possible,  or  give  your  reasons  for  not  complying,  and  oblige, 

Respectfully, 

(Signed)  HENRY  S.  KEARNY,  Secretary. 

Empire  City  Subway  Co.  (Limited), 

Chief  Engineer's  Office,  113  West  38TH  Street, 

New  York,  April  19th,  1895. 

H.  S.  Kearny,  Esq.,  Secretary,  Board  of  Electrical  Control,  1264  Broadway,  New  York, 

N.  Y.: 

Dear  Sir:— Your  letter  of  March  i8th,  ultimo,  relative  to  the  application  of  the 
Fire  Department  for  space  in  certain  streets  for  their  underground  conductors  has  been 
referred  to  me  for  reply.  Owing  to  my  absence  from  the  city  an  earlier  reply  has  not 
been  possible. 

Regarding  the  section  on  i2Sth  street,  from  Fourth  to  Sixth  avenues,  in  which  the 
Fire  Department  requests  space,  I will  state  that  this  company  has  no  spare  facilities, 
but  we  are  informed  that  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
has  a spare  duct  which  they  might  possibly  place  at  the  disposal  of  the  Fire  Depart- 
ment if  requested. 

As  to  the  section  on  Eighth  street  between  Broadway  and  Sixth  avenue,  I will 
state  that  there  are  no  vacant  ducts  now  available,  and  the  space  required  by  the  Fire 
Department  cannot  be  furnished  until  further  construction  is  authorized. 

This  company  has  never  been  authorized  to  construct  a subway  on  Seventh  ave- 
nue, between  Fourteenth  and  Thirty-first  streets,  and  therefore  has  not  come  under 
any  obligations  to  furnish  space  to  the  City  Departments. 

Very  truly  yours. 


JNO.  JAMISON,  Gen’l  Supt. 
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Headquarters  Fire  Department, 

157  AND  159  East  Sixty-seventh  Street, 

New  York,  April  23d,  1895. 

The  Hon.  Board  of  Electrical  Control : 

Gentlemen  In  response  to  your  letters  under  date  of  the  19th  instant,  relative 
to  dangerous  dead  poles,  etc.,  belonging  to  this  Department,  I have  the  honor  to  inform 
you  that  the  Superintendent  of  Telegraph — to  whom  your  communications  were  re- 
ferred— reports  thereon  as  follows : 

As  to  very  dangerous  pole  in  front  of  No.  66  East  One  Hundred  and  Twenty- 
eighth  street,  that  the  pole  has  been  reset  and  is  in  proper  condition. 

As  to  two  dead  Eire  Department  poles  in  First  street,  near  Second  avenue,  that 
there  are  no  dead  poles  belonging  to  this  Department  as  claimed,  but  two  poles  carry- 
ing fire  wires  in  service. 

As  to  dead  pole  opposite  No.  681  Washington  street  and  dead  pole  opposite  West 
Tenth  street  and  Washington  street,  dead  wires  on  poles  on  Washington  street  from 
Charlton  to  little  Twelfth  street,  and  two  dead  wires  on  pole  on  southeast  corner  of 
Horatio  and  Hudson  streets,  that  the  underground  construction  now  in  progress  by  this 
Department  and  the  transferring  of  its  overhead  circuits  thereto,  is  the  occasion  for 
the  existing  dead  poles  and  wires  referred  to,  all  of  which  will  be  removed  as  soon  as 
practicable  and  within  a very  few  days. 

As  to  a loop  from  the  lamp-post  at  the  corner  of  Pearl  street  and  Maiden  lane  to 
lamp-post  at  Water  street  and  Maiden  lane,  which  is  so  low  that  a person  standing 
under  it  can  reach  it,  that  the  loop  w'as  broken  from  its  fastening  on  a building — evi- 
dently by  painters — and  has  been  replaced ; and  that  connection  with  the  signal  box  at 
Maiden  lane  and  Front  street  made  necessary  a loop  overhead  by  attachment  to  build- 
ings between  Pearl  and  Front  streets  although  there  is  a subway  upon  that  route  which 
would  afford  the  necessary  underground  connection,  if  this  Department  could  procure 
the  requisite  space.  And,  in  relation  to  that,  the  Superintendent  in  a supplemental 
communication  of  yesterday,  invites  attention  to  his  previous  applications  for  subway 
space  in  Maiden  lane,  between  Pearl  and  Front  streets,  made  on  May  20th,  1890,  and 
March  loth,  1893,  and  states  that  we  hqve,  up  to  the  present  time,  been  unsuccessful 
in  securing  such  space. 

Very  respectfully, 

O.  H.  LaGRANGE,  President. 

Headquarters  Fire  Department, 

157  and  IS9  East  Sixty-seventh  Street, 

New  York,  April  27th,  1895. 

The  Hon.  Board  of  Electrical  Control : 

Gentlemen  : — I have  the  honor  to  inform  you  that  at  the  meeting  of  the  Board 
of  Fire  Commissioners  held  on  the  24th  instant,  a communication  was  received  from 
the  Superintendent  of  Telegraph  of  this  Department,  calling  attention  to  the  fact,  that 
duct  space  had  been  asked  for  by  this  Department  in  the  following  locations  and  at 
the  times  specified : 
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In  One  Hundred  and  Twenty-fifth  street,  between  Fourth  and  Sixth  avenues;  in 
February,  1894. 

In  Eighth  street,  between  Broadway  and  Sixth  avenue;  April  27th,  1891,  and 
August  9th,  1893. 

In  Seventh  avenue,  from  Fourteenth  to  Thirty-first  street;  April  27th,  1891,  and 
August  9th,  1893. 

In  Maiden  lane,  between  Pearl  and  Front  streets ; May  20th,  1890,  and  March  loth, 
1893. 

These  requests  have  not  up  to  this  time  been  complied  with,  and  the  Board  of  Fire 
Commissioners  concurs  with  the  Superintendent  of  Telegraph  in  the  statement  that  it 
is  of  importance  to  this  department  that  it  should  have  subway  facilities  in  the  thorough- 
fares named  without  delay. 

Your  attention  and  early  answer  are  requested. 

Very  respectfully, 

O.  H.  LaGRANGE,  President. 

On  motion  of  Commissioner  Cummings  the  Empire  City  Subway  Company,  Lim- 
ited, was  authorized  to  construct  a subway  for  the  Fire  Department  in  Eighth  street, 
between  Broadway  and  Sixth  avenue,  and  on  Maiden  lane  from  Pearl  to  Front  streets. 

In  connection  with  an  application  of  the  Fire  Department,  the  Board  granted  a 
permit  to  erect  two  telegraph  poles  in  Mott  avenue,  between  144th  street  and  Ridge 
place. 

The  .following  application  from  the  Pneumatic  Fire  Alarm  Telegraph  System  for 
a franchise  was,  on  motion  of  His  Honor,  the  Mayor,  referred  to  Commissioners 
Kearny  and  Cummings : 

The  Pneumatic  Fire  Alarm  Telegraph  System, 

New  York  Office,  McIntyre  Building,  Broadway  and  i8th  Street, 

New  York,  April  4th,  1895. 

To  the  Honorable  Board  of  Electrical  Control,  of  the  City  of  New  York; 

Gentlemen: — This  Company  being  a Signal  Telegraph  Company,  and  regularly 
incorporated  for  that  purpose,  respectfully  applies  to  your  Honorable  Board  for  a 
franchise  or  permit  to  run  electrical  conductors,  for  signal  purposes,  in  the  City  of 
New  York,  in  accordance  with  the  laws  and  regulations  of  your  Board. 

Yours  respectfully, 

ALBERT  GOLDSTEIN,  General  Manager. 

Attest:  L.  M.  HOFFMAN,  Treasurer. 

Adjourned,  subject  to  the  call  of  the  Chair. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Friday,  June  7,  1895,  at  3 P.  M. 

Present:  Mayor  William  L.  Strong,  President;  Commissioners  Henry  S.  Kearny 
and  Jacob  Hess. 

The  minutes  of  meeting  of  April  30,  were  read  and  approved. 

The  following  report  of  the  Secretary  was  read : 

“In  relation  to  the  Manhattan  Electric  Light  Company’s  application  for  a subway 
on  Avenue  A,  from  S4th  to  pad  streets,  the  Department  of  Public  Works  has  let  a 
contract  to  repave  this  street,  and  the  contractors  are  at  work.  Any  interference  with 
the  street  at  the  present  time,  such  as  constructing  subways  ahead  of  the  paving,  would 
greatly  retard  the  paving  contract  and  possibly  make  the  city  liable  for  damage.  If  a 
subway  is  required  by  the  Manhattan  Electric  Light  Company  along  this  avenue, 
which  is  very  meagerly  built  upon,  I suggest  that  the  electric  light  subway  be  put  under 
the  sidewalk  inside  the  west  curb  of  the  avenue ; where  it  is  quite  as  available  as  it 
would  be  in  the  roadway  and  very  much  more  desirable;  as  the  constant  connections 
and  repairs  do  not  necessitate  disturbing  the  street  paving.” 

The  report  was  adopted  in  connection  with  the  following  resolutions : 

Resolved,  That  the  application  of  the  Manhattan  Electric  Light  Company  for  the 
construction  of  subways  for  the  accommodation  of  its  electrical  conductors,  dated 
April  29,  189s,  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation  of 
high  tension  electrical  conductors  as  follows : 

One  three  (3)  inch  distributing  duct  on  the  west  side  of  Avenue  A,  between  Fifty- 
fourth  street  and  92d  street,  inside  of  the  west  curb  line,  with  hand  hole  openings  to 
the  surface  of  the  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have 
first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company,  se- 
curity for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  ad- 
vance, as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided  that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department  of 
Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
the  streets  shall  be  granted. 

The  Secretary  also  submitted  the  following: 

“Referring  to  the  application  of  the  Madison  Square  Light  Company  for  a subway 
on  First  avenue  from  Twenty-ninth  to  Forty-second  sti'eets;  having  examined  the  loca- 
tion I find  that  this  is  a necessary  link  on  First  avenue  to  make  a continuous  line  of 
subway  from  Houston  street  to  Ninety-sixth  street. 
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I see  no  reason  why  it  should  not  be  granted  and  recommend  that  it  should  be 
authorized  at  once.” 

On  motion  it  was 

Resolved,  That  the  application  of  the  Madison  Square  Light  Company  for  the 
construction  of  subways  for  the  accommodation  of  its  electrical  conductors,  dated 
April  29,  189s,  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company,  be 
and  is  hereby  authorized  and  directed  to  construct  subways  for  die  accommodation  of 
high  tension  electrical  conductors  as  follows : 

One  three  (3)  inch  distributing  duct  on  the  west  side  of  First  avenue  from  Twenty- 
ninth  to  Forty-second  streets. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have 
first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company,  se- 
curity for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  m ad- 
vance, as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided  that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department  of 
Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
the  streets  shall  be  granted. 

The  following  applications  for  subways  and  subsidiaries  were  submitted: 

By  the  Madison  Square  Light  Company : 

For  one  three-inch  distributing  duct  on  Houston  street,  north  side,  between  Allen 
street  and  Avenue  A. 

For  one  three-inch  distributing  duct  on  the  east  side  of  Fourth  avenue,  from 
Twelfth  to  Fourteenth  streets. 

By  the  Edison  Electric  Illuminating  Company  of  New  York: 

On  Reade  street,  north  side,  from  northwest  corner  Broadway  and  Reade  street, 
westward  225  feet  to  No.  66  Reade  street. 

Hubert  street,  north  side,  from  intersection  of  Greenwich  and  Hubert  streets, 

running  east  to  51  Hubert  street. 

East  Thirty-seventh  street,  south  side,  from  southwest  corner  of  Third  avenue  and 
Thirty-seventh  street,  running  east  375  feet  to  No.  218  East  Thirty-seventh  street. 

On  east  side  of  Peck  slip  from  Pearl  street  to  No.  265  Water  street. 

On  College  place,  both  sides,  from  south  side  of  Chambers  street  to  south  side  of 
Vesey  street. 

By  the  United  Electric  Light  and  Power  Company : 

On  the  west  side  of  Broadway,  from  box  between  Thirty-third  and  Thirty-fourth 
streets,  to  Fifty-ninth  street,  one  three-inch  distributing  duct. 

By  the  New  York  Heat,  Light  and  Power  Company: 

On  Water  street  from  Old  slip  to  Coenties  slip,  one  three-inch  distributing  duct. 
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The  Board  considered  the  foregoing  applications  and  adopted  the  following  reso- 
lutions : 

Resolved,  That  the  application  of  the  Madison  Square  Light  Company,  for  the 
construction  of  subways  for  the  accommodation  of  its  electrical  conductors,  dated 
May  17,  1895,  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  & Electrical  Subway  Company  be  and 
is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation  of  high 
tension  electrical  currents  as  follows : 

One  three  (3)  inch  distributing  duct  on  Houston  street,  south  side,  between  Allen 
street  and  Avenue  A. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Consolidated  Telegraph  & Electrical  Subway  Company  security  for 
the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892,  and 

Provided  that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department  of 
Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
the  streets  shall  be  granted. 

Resolved,  I hat  the  application  of  the  Madison  Square  Light  Company,  for  the  con- 
struction of  subways  for  the  accommodation  of  its  electrical  conductors,  dated  May  20, 
189s,  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  & Electrical  Subway  Company  be  and 
is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation  of  high 
tension  electrical  conductors  as  follows : 

On  Eourth  avenue,  east  side,  between  Twelfth  and  Fourteenth  streets,  one  three 
(3)  inch  distributing  duct. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  applications  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Consolidated  Telegraph  & Electrical  Subway  Company,  security  for 
the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as 
provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided  that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department  of 
Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company  of 
New  York  for  the  construction  of  subways  for  the  accommodation  of  its  electrical  con- 
ductors, dated  May  8,  1895,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company  (Ld.)  be  and  is  hereby  au- 
thorized and  directed  to  construct  a subsidiary  for  the  accommodation  of  low  tension 
electrical  conductors  as  follows : 
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Reade  street,  north  side,  from  northwest  corner  Broadway  and  Reade  street,  west- 
ward 225  feet  to  No.  66  Reade  street. 

Provided  that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department  of 
Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  Edison  Electrical  Illuminating  Company  of 
New  York  for  the  construction  of  subways  for  the  accommodation  of  its  electrical  con- 
ductors, dated  May  20,  1895,  be  and  it  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company  (Ed.)  be  and  it  is  hereby  author- 
ized and  directed  to  construct  a subsidiary  for  the  accommodation  of  high  tension  elec- 
trical conductors  as  follows : 

Hubert  street,  north  side,  from  intersection  of  Greenwich  and  Hubert  streets,  run- 
ning east  to  51  Hubert  street. 

% 

Provided  that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department  Of 
Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company  of 
New  York  for  the  construction  of  subways  for  the  accommodation  of  its  electrical  con- 
ductors, dated  May  29,  1895,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  is  hereby  au- 
thorized and  directed  to  construct  a subsidiary  for  the  accommodation  of  low  tension 
electrical  conductors  as  follows ; 

East  Thirty-seventh  street,  south  side,  from  southwest  corner  Third  avenue  and 
Thirty-seventh  street,  running  east  375  feet  to  218  East  Thirty-seventh  street. 

Provided  that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department  of 
Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
of  the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company  of 

New  York  for  the  construction  of  subways  for  the  accommodation  of  its  electrical  con- 

\ 

ductors,  dated  June  6,  1895,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  is  hereby  au- 
thorized and  directed  to  construct  a subsidiary  for  the  accommodation  of  low  tension 
electrical  conductors  as  follows  : 

On  east  side  of  Peck  slip,  from  Pearl  street  to  No.  265  Water  street. 

Provided  that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department  of 
Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company  of 
New  York  for  the  construction  of  subways  for  the  accommodation  of  its  electrical  con- 
ductors. dated  June  6.  1895,  be  and  is  hereby  granted. 
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Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  is  hereby  au- 
thorized and  directed  to  construct  a subway  for  the  accommodation  of  low  tension  elec- 
trical conductors,  as  follows : 

On  College  place,  both  sides,  from  south  side  of  Chambers  street  to  south  side  of 
Vesey  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  the  said  Empire  City  Subway  Company,  Limited,  security  for  the  occupa- 
tion of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  provided  by 
Chapter  263  of  the  Laws  of  1892,  and 

Provided  that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department  of 
Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  United  Electric  Light  and  Power  Com- 
pany, for  the  construction  of  subways  for  accommodation  of  its  electrical  con- 
ductors, dated  May  10,  1895,  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  is  authorized  and  directed  to  construct  subways  for  the  accommodation  of  high 
tension  electrical  conructors,  as  follows : 

On  west  side  of  Broadway,  from  box  between  Thirty-third  and  Thirty-fourth 
streets  to  Fifty-ninth  street,  one  three  (3)  inch  distributing  duct. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions or  individuals  making  application  for  the  construction  of  said  subways  shall 
have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Com- 
pany security  for  the  occupation  of  said  subways,  and  the  payment  of  rentals 
therefor,  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit 
for  opening  the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  New  York  Heat,  Light  and  Power  Com- 
pany for  the  construction  of  subways  for  the  accommodation  of  its  electrical  con- 
ductors, dated  April  30,  1895,  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommo- 
dation of  high  tension  electrical  conductors,  as  follows: 

On  Water  street,  from  Old  Slip  to  Coenties  Slip,  one  three  (3)  inch  distrib- 
uting duct. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways  shall 
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have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Com- 
pany security  for  the  occupation  of  said  subways,  and  the  payment  of  rentals 
therefor,  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit 
for  opening  the  streets  shall  be  granted. 

The  following  petition  from  the  Southern  Boulevard  Railroad  Company  was 
submitted: 

To  the  Honorable,  the  Board  of  Electrical  Control  of  the  City  of  New  York: 

The  petition  of  the  Southern  Boulevard  Railroad  Company  shows  to  this ' 
Honorable  Board  as  follows: 

The  Southern  Boulevard  Railroad  Company  was  incorporated  in  the  year 
1885,  under  the  provisions  of  Chapter  252  of  the  Laws  of  1884,  entitled.  An  Act 
to  provide  for  the  construction,  extension,  maintenance  and  operation  of  street 
surface  railroads,  and  branches  thereof,  in  cities,  towns  and  villages.” 

By  the  term  of  Section  4 of  that  Act,  the  company  was  required  to  obtain  the 
consent  to  the  construction  and  operation  of  its  road  of  more  than  one-half  in 
amount  of  the  abutting  property  owners  within  one  year  from  the  time  when  the 
local  authorities  had  given  their  consent  to  such  construction  and  operation,  and 
the  company  was  further  required,  by  the  tenth  section  of  that  Act,  to  commence 
the  construction  of  its  road  within  one  year  and  complete  the  same  withm  three 
years  after  obtaining  the  consent  of  property  owners  and  local  authorities. 

The  consent  of  the  local  authorities  was  granted  on  March  16,  1886,  by  the 
passage  of  a resolution  which  appears  in  Volume  LIV.  of  the  Proceedings  of  Ae 
Board  of  Aldermen,  approved  by  the  Mayor  for  the  year  1886,  pages  61-63  which 
grants  them  the  right  in  respect  of  the  follov/ing  routes: 

“From  the  beginning  of  the  said  Southern  Boulevard  at  the  upper  end  of  the 
iron  bridge  crossing  the  tlarlem  River  on  the  line  of  Third  Avenue;  thence 
through,  upon  and  along  the  said  Southern  Boulevard  and  across  the  intersecting 
street^  ’avenues  and  highways,  as  said  Southern  Boulevard  winds  and  turns,  until 
it  reaches  Boston  Avenue,  formerly  called  the  Boston  Post  ^Road,  the  length  of 
said  proposed  railroad  being  about  three  and  one-half  miles. 

The  consent  of  the  property  owners  was  obtained  within  one  year  after  the 
granting  of  the  consent  of  the  local  authorities,  that  is  as  early  as  the  Spring  of 
the  year  1887. 

Within  less  than  a year  thereafter  and  during  the  year  1887,  the  road  was  com- 
menced and  completed  within  three  years  thereafter. 

The  road  was  and  has  been  prevented  from  being  operated,  however,  by  in- 
junction proceedings  restraining  the  road  from  operating  until  it  should  have  paid 
the  property  owners  the  actual  value  of  the  land  over  which  the  same  was  to  be 
constructed,  although  the  same  was  a portion  of  the  Southern  Boulevard  itself. 

This  situation  arose  by  reason  of  the  provisions  of  Section  24,  of  Chapter  290 
of  the  Laws  of  1867,  which  contained  a provision,  “that  any  street  surface  railroad 
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constructed  over  the  Southern  Boulevard  should  pay  to  the  property  owners  the 
value  of  the  portion  so  occupied  as  though  the  land  had  never  been  condemned 
for  the  purpose  of  a highway.” 

This  provision  was  repealed  by  the  Act  of  1887,  Chapter  723,  but  notwith- 
standing this  repeal  the  right  aforesaid  was  still  claimed  by  the  property  owners, 
and  resulted  in  a litigation  which  was  only  terminated  by  the  decision  of  the 
Court  of  Appeals,  rendered  in  October,  1894,  and  reported  in  143d  volume  of  New 
York  Reports,  page  258,  and  at  a time  of  the  year  too  late  for  the  Company  to  do 
anything  in  respect  of  the  operation  of  its  road  until  the  Spring  of  the  present 
year. 

N 

The  Company  now  desires  to  operate  its  road  by  means  of  trolley  power,  the 
only  obstacle  having  been  cleared  away  as  aforesaid. 

The  Resolutions  of  the  Common  Council  contain  no  provision  whatsoever  in 
respect  of  the  motive  power  to  be  used,  leaving  that  right  to  be  obtained  under 
the  terms  of  the  General  Railroad  Laws. 

The  Act  of  1884,  under  which  the  Company  was  incorporated,  has,  of  course, 
been  superseded  by  Section  100  of  the  Railroad  Law,  and  which  in  respect  of  mo- 
tive power  provides  that  any  street  surface  railroad  may  operate  any  portion  of 
its  road  by  animal,  horse-power  cable  or  electricity,  which  may  be  consented  to 
by  the  owners  of  one-half  the  property  along  the  routes. 

The  subway  acts  of  this  State  provide  that  no  wires  or  electrical  apparatus 
shall  be  used  in  streets  or  highways  in  this  city  except  by  the  approval  of  the 
Board  of  Electrical  Control. 

A portion  of  the  streets  along  which  the  line  of  your  petitioner  extends,  to 
wit,  the  Southern  Boulevard  from  Brook  avenue  to  One  Hundred  and  Thirty- 
eighth  street,  is  about  to  be  torn  up  and  repaved,  and  a contract  to  that  end  has 
been  made,  which  is  about  to  be  carried  into  effect. 

Unless  the  construction  in  respect  of  your  petitioner’s  road  be  made  forthwith 
the  same  will  have  to  be  done  after  said  paving  shall  have  been  completed  and 
will  result  in  the  streets  being  again  torn  up  and  the  public  thereby  seriously  in- 
convenienced. 

The  said  Southern  Boulevard  Railroad  Company  therefore  asks  the  Board 
of  Electrical  Control  for  its  permission  to  erect  poles  and  string  wires  suitable  for 
the  operation  of  a trolley  surface  street  car  line  upon  the  line  of  its  route  as 
hereinbefore  described. 

THE  SOUTHERN  BOULEVARD  RAILROAD  COMPANY, 

By  THOMAS  A.  MAHER,  Secretary. 


City  and  County  of  New  York,  ss.: 

Thomas  A.  Maher,  being  duly  sworn,  deposes  and  says:  That  he  is  Secretary 
of  the  Southern  Boulevard  Railroad  Company;  that  the  statements  contained  in 
the  foregoing  petition  are  based  on  information  derived  by  him  from  an  examina- 
tion of  the  records  of  the  Southern  Boulevard  Railroad  Company  and  the  sworn 
statements  of  its  prior  officers,  and  that  the  statements  therein  contained  which 
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relate  to  matters  of  law  are  statements  as  to  the  correctness  of  which  he  has  been 
advised  by  Messrs.  Hoadley,  Lauterbach  & Johnson,  counsel  to  the  petitioner, 

(Signed)  THOMAS  A.  MAHER. 

Sworn  to  before  me  this  14th  day  of  May,  1895. 

GEORGE  W.  VULTEE,  Notary  Public,  55, 

City  and  County  of  New  York. 

The  Board,  after  considering  the  above  petition,  on  motion  of  Commissioner 
Hess,  the  following  resolutions  were  adopted: 

Whereas,  the  Southern  Boulevard  Railroad  Company  has  applied  to  this 
Board  for  permission  to  erect  and  maintain  poles  and  wires  for  the  purpose  of 
enabling  the  said  railroad  company  to  construct  and  operate  its  several  lines  of 

N 

railroad  by  the  Overhead  Single  Trolley  Electric  Railway  System  through  the  fol- 
lowing streets  and  avenues  in  the  City  of  New  York: 

From  the  beginning  of  the  said  Southern  Boulevard  at  the  upper  end  of  the 
iron  bridge  crossing  the  Harlem  River  on  the  line  of  Third  avenue;  thence 
through,  upon  and  along  the  said  Southern  Boulevard  and  across  the  intersecting 
streets,  avenues  and  highways,  as  said  Southern  Boulevard  winds  and  turns,  until 
it  reaches  Boston  avenue,  formerly  called  Boston  Post  road,  the  length  of  said 
proposed  railroad  being  about  three  and  one-half  miles. 

And  whereas,  due  inquiry  has  been  .made  by  this  Board  and  due  hearing  for 
all  parties  interested  had  for  the  purpose  of  determining  the  advisability  of 
granting  such  permission;  and 

Whereas,  this  Board  finds  that  such  proposed  change  of  motive  power  by  said 
railroad  company  would  be  a great  improvement  upon  its  present  motive  power 
and  would  be  a great  benefit  to  the  property  owners  in  the  Annexed  District  and 
of  great  convenience  to  the  traveling  public. 

Resolved,  That  permisison  be  and  it  is  hereby  given  to  said  Southern  Boule- 
vard Railroad  Company,  its  successors  or  assigns,  for  the  purpose  of  operating 
its  said  railroad  by  the  Single  Trolley  Electric  Railway  System,  to  erect,  place 
and  maintain  poles  and  wires  in  the  streets,  avenues  and  highways  in  which  its 
tracks  now  are  or  may  hereafter  be  lawfully  constructed,  such  as  will  be  neces- 
sary and  proper  for  the  operation  of  its  said  railway  by  the  said  system.  The 
placing  and  erection  of  said  necessary  poles  and  wires  along  the  streets,  avenues 
and  highways,  or  either  or  both  sides  of  the  railroad  track  or  tracks  of  the  said 
railroad  company  shall  be  done  under  the  direction  and  determination  of  the 
Secretary  of  this  Board,  and  the  said  poles  and  wires  shall  be  set  in  such  places 
and  at  such  distances  apart  along  the  line  or  lines  of  said  railroad  company,  and 
shall  be  of  such  height  and  depth  as  the  said  Secretary  of  this  Board  shall  de- 
termine. 
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And  this  license  is  given  on  the  express  condition  that  whenever  and  wherever 
the  surface  of  such  street,  avenue  or  highway,  or  any  pavement  thereof  shall  be 
disturbed,  excavated,  deranged  or  taken  up  in  whole  or  in  part  by  said  Company, 
in  the  placing  of  said  poles  or  wires  the  said  company  shall  immediately  thereafter 
restore  the  said  roadway  of  pavement  as  near  as  possible  to  their  former  condi- 
tion, and  for  any  refusal  or  intentional  neglect  of  said  railroad  company  in  that 
respect  the  license  hereby  granted  may,  after  notice  to  said  company  and  oppor- 
tunity to  be  heard,  be  thereupon  revoked  and  annulled.  The  said  company  shall 
also  indemnify  and  save  harmless  the  City  of  New  York,  its  officers  and  agents, 
from  all  claims,  costs  and  damages,  if  any,  arising  through  the  excavation  or  de- 
rangement of  the  said  streets,  avenues  or  highways  by  the  construction  of  such 
posts  or  wires. 

Resolved,  That  the  poles  and  wires  to  be  erected  and  maintained  shall  be 
placed,  where  practicable,  back  of  the  curb,  so  as  to  cause  the  least  possible  disfig- 
urement. 

Resolved,  That  the  license  hereby  granted  shall  be  without  prejudice  to  the 
right  and  power  of  the  Board,  whenever  hereafter  in  its  opinion  it  is  deemed 
practicable  for  said  railroad  Company  to  operate  its  road  or  any  great  portion  of 
it  by  means  of  an  underground  system,  to  order  and  direct  the  company  to  convert 
its  overhead  to  such  underground  system. 

Resolved,  That  the  Railroad  Company,  where  practicable,  use  cars  having 
accommodation  and  seating  capacity  for  from  thirty-four  to  thirty-six  people,  and 
light  its  cars  with  electricity.” 

HENRY  S.  KEARNY,  Commissioner  and  Secretary. 

Adjourned  subject  to  the  call  of  the  Chair. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Mayor,  in  the  City  of  New  York,  on  Friday,  August  9,  1895,  at  12  o’clock 
noon. 

Present;  Mayor  William  L.  Strong,  President;  Commissioners  Henry  S. 
Kearny,  Jacob  Hess  and  Thomas  L.  Hamilton. 

The  minutes  of  the  meeting  of  June  7,  1895,  were  read  and  approved. 

The  secretary  submitted  the  following  report  of  poles  and  wires  removed 
under  the  direction  of  the  Board  of  Electrical  Control  during  the  second  quarter 
of  the  present  year  ending  June  30. 
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By  Inspectors  of  this  Board 

By  the  Metropolitan  Telephone  and  Telegraph  Co. 

By  the  Postal  Telegraph  Cable  Co 

By  the  Fire  Department 

By  the  Brush  Electric  Illuminating  Co 

By  the  Special  Fire  Alarm  and  Electrical  Signal  Co 

By  the  Stock  Quotation  Tel.  Co 

By  the  Department  of  Public  Works 


Poles.  Miles  wire, 
o 31.12 


78 

19 

96 

0 

o 

0 


440.90 

3-So 

7-50 

•73 

4.09 

1.91 


99  13-94 


Total 


292  503-69 


Making  the  total  number  of  poles  and  miles  of  wire  removed  since  January  i, 
1895,  609  poles  and  1,146  miles  of  wire. 


The  following  comunications  from  companies  relative  to  the  removal  of  poles 
and  wires  were  read  and  directed  to  be  spread  upon  the  minutes: 

Postal  Telegraph-Cable  Company, 

New  York,  August  2,  1895. 

The  Board  of  Electrical  Control,  1264  Broadway,  City: 

Gentlemen  : — During  the  month  of  July  we  removed  one  and  one  quarter  miles  of 
overhead  wire  from  housetops  on  blocks  bounded  by  Thirty-ninth  street,  Fifth  avenue 
and  Broadway. 

Yours  respectfully, 

POSTAL  TELEGRAPH-CABLE  CO., 

E.  G.  COCHRANE,  Superintendent. 

The  Gold  and  Stock  Telegraph  Co., 

New  York,  August  i,  1895 

Mr.  Henry  S.  Kearny,  Secretary  Board  of  Electrical  Control,  1264  Broadway,  New 
York: 

Dear  Sir: — We  did  not  take  down  any  overhead  wires  during  July. 

Yours  respectfully, 

GEO.  B.  SCOTT,  Superintendent  and  Electrician. 

Stock  Quotation  Telegraph  Co., 

, New  York,  August  5,  1895. 

Hon.  Henry  S.  Kearny,  Secretary  Board  of  Electrical  Control,  1264  Broadway,  New 
York: 

Dear  Sir:— The  following  is  the  amount  of  Line  Wire  removed  during  the  month 
of  July,  189s,  a total  of  8,000  feet. 

Respectfully  yours. 


A.  G.  HUMMEL,  Superintendent. 
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The  following  report  was  submitted: 

Hon.  Thomas  L.  Hamilton^  Commissioner,  Board  of  Electrical  Control,  New  York: 

Dear  Sir: — In  accordance  with  your  instructions,  to  investigate  the  accidents 
caused  by  wires  at  Eighteenth  avenue  and  Kingsbridge  road,  Wakefield,  where  a 
policeman’s  horse  was  killed  and  a policeman  injured  by  contact  with  a “live"” 
wire,  and  to  report  to  you  the  condition  of  wires  in  that  locality,  together  wifh  a 
plan  that  would  lessen  the  danger  of  future  trouble  of  this  kind,  I have  to  report 
as  follows: 

The  Fire  Department  box  is  located  on  a fire  pole  at  the  corner  of  Eighteenth 
avenue  and  Kingsbridge  road,  and  is  the  end  box  of  the  circuit  with  a lightning 
arrester  ground  connected  with  it.  There  are  no  electric  light  wires  in  this 
neighborhood,  but  at  a point  about  three-quarters  of  a mile  away  is  the  place 
where  the  trouble  originated.  The  Electric  Light  Company  has  its  wires  fastened 
to  telegraph  and  telephone  poles,  and  the  Telegraph  and  Telephone  Companies 
have  wires  fastened  to  electric  light  poles.  The  Fire  Department,  following  out 
this  principle,  has  fastened  its  wires  to  the  Electric  Light  Co.’s  poles  along  the 
east  side  of  the  Railroad  Co.’s  tracks  from  Nineteenth  avenue  to  Mt.  Vernon  line; 
the  fire  wire  in  some  way  broke  from  its  fastening  and  fell  across  the  electric 
light  wire,  causing  the  fire  circuit  to  carry  nearly  the  same  amount  of  current 
the  electric  light  wires  did.  This  overcharge  passed  through  the  box  where  the 
horse  was  killed  to  the  ground,  through  the  lightning  arrester  and  iron  pipe  con- 
nected with  same,  as  can  plainly  be  seen  from  the  condition  of  this  pole,  it  being 
all  charred  and  burnt  at  the  ground.  Had  an  alarm  been  sent  that  night  calling 
out  the  Fire  Department  through  this  circuit,  the  person  sending  it  would  have  re- 
ceived a severe  shock. 

I have  made  an  inspection  of  the  wires  from  Mt.  Vernon  to  Wakefield  and 
found  them  to  be  in  anything  but  a safe  condition.  The  telegraph  wires  are 
strung  and  fastened  to  anything  handy.  The  electric  light  wires  are  about  as  bad, 
and  the  insulation  on  the  wires  is  old  and  in  places  the  wires  are  bare.  There  is 
hardly  a section  of  the  main  wires  that  is  properly  insulated;  in  fact,  the  insula- 
tion might  as  well  be  off  entirely  for  all  the  good  it  would  do  if  a wire  should  hap- 
pen to  fall  on  them  again. 

The  following  plan  would  greatly  lessen  the  danger  of  the  wires  crossing  with 
■each  other  and  at  the  same  time  make  them  conform  to  the  rules  and  regulations 
■of  the  Board: 

First: — The  Electric  Light  Co.  should  build  a line  of  poles  at  least  35  feet  tall, 
and  about  50  to  the  mile,  on  the  east  side  of  White  Plains  road  from  the  Mt. 
Vernon  line  to  Williamsbridge  road.  On  these  poles  they  should  string  all  their 
trunk  wires  on  the  top  arms,  and  the  distributing  wires  on  the  lower  arm.  In 
all  places  where  it  is  necessary  for  the  wires  to  cross  a telegraph  or  telephone  line 
the  light  wires  should  pass  above  as  they  are  the  least  liable  to  fall.  The  insula- 
tion to  be  used  should  be  that  authorized  by  the  rules  of  the  Board.  The  poles 
should  be  painted  and  the  cross-arms  marked  under  each  wire  as  per  rule  21  of 
this  Board. 

Second: — A pole  line  should  be  built  by  one  of  the  telegraph  or  telephone 
companies  on  the  west  side  of  White  Plains  road  from  Mt.  Vernon  line  to  Will- 
iamsbridge road,  or  on  one  of  the  avenues  parallel  with  White  Plains  avenue,  the 
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latter  way  being  the  better,  on  which  all  the  Fire,  Police,  Telephone,  Telegraph 
and  Signal  wires  should  be  placed.  These  poles  should  not  be  less  than  forty 
feet  high. 

Third: — The  Union  Railway  Company  has  a line  of  trolley  cars  along  White 
Plains  road  from  Mt.  Vernon  to  Morris  Park  Race  Track,  thence  to  West  Farms. 
Guard  wires  should  be  erected  above  their  trolle}^  wires  wherever  their  lines  are  in 
this  city. 

While  it  is  not  absolutely  dangerous  to  operate  the  electric  lines  to-day,  to- 
morrow some  wire  is  liable  to  cross  them  and  cause  another  accident;  the 
quicker  the  electric  line  is  built  the  safer  it  will  be. 

I tested  the  electric  light  wires  at  the  station  and  in  the  middle  of  the  circuits 
for  a ground.  As  I could  find  none,  I told  Mr,  Wallace,  the  Superintendent,  he 
could  use  them  temporarily,  as  he  had  cut  off  the  current  from  the  wires  on  receipt 
of  the  notice  directing  him  to  do  so  August  2d.  It  would  be  a good  idea  if  the 
Board  would  direct  a test  to  be  made  every  day  before  the  current  is  turned  on  by 
some  one  connected  with  this  Board,  to  see  that  the  lines  are  clear,  who  should 
report  the  same  daily  until  the  wires  are  rebuilt  and  strung  as  they  should  be. 

To  get  at  the  ownership  of  the  various  wires  strung  on  the  telegraph  poles 
it  will  be  necessary  to  test  each  wire  the  same  way  we  have  been  doing  down 
town.  This  would  enable  the  Board  to  ascertain  the  companies  to  be  notified  in 
relation  to  the  building  of  a pole  line. 

Very  respectfully, 

F.  E.  BROWN,  Chief  Inspector. 

The  Eastchester  Electric  Company  submitted  an  application  to  erect  pole  lines 
in  the  village  of  Wakefield  as  follows; 

Eastchester  Electric  Company, 

Mt.  Vernon,  N.  Y.,  July  26,  1895. 
Board  of  Electrical  Control,  1264  Broadway,  New  York: 

Gentlemen: — We  respectfully  make  application  for  setting  poles  and  stretching 
wires  on  the  following  streets  of  Wakefield,  in  accordance  with  our  franchise  and 
contract  of  May  17,  1895: 

Along  White  Plains  road,  from  Mt.  Vernon  line  to  Williamsbridge  road. 

Along  Third  street,  from  Beach  street  east  to  Fifteenth  avenue. 

Along  Fifteenth  street,  from  Third  street  south  to  Bronx  place. 

Along  Bronx  place  to  Sixteenth  avenue. 

Along  Twelfth  street,  from  Third  street  to  Fourth  street. 

Along  Kossuth  street,  from  White  Plains  road  west  to  Catharine  street. 

Along  Elizabeth  street,  from  White  Plains  road  west  to  Catharine  street. 

Along  Twenty-second  street,  from  White  Plains  road  west  to  Catharine 
street. 

Along  Nineteenth  street  from  White  plains  road  or  Third  street  to  Catharine 
street. 

Along  Old  White  Plains  road  to  Kingsbridge  road. 
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Along  Westchester  avenue,  between  Matilda  and  Catharine  streets. 

Poles  along  Railroad  avenue  between  Nineteenth  street  and  Westchester 
avenue  to  be  removed. 

Respectfully, 

EASTCHESTER  ELECTRIC  COMPANY, 

J.  A.  WALLACE,  Superintendent. 


The  Company  also  submitted  copies  of  franchises  and  contracts  with  the 
request  that  the  Board  give  the  Eastchester  Electric  Co.  a franchise  to  do  electric 
lighting,  etc.,  in  the  City  of  New  York. 

The  Secretary  in  relation  thereto  offered  the  following  resolutions: 

Resolved,  That  the  application  of  the  Eastchester  Electric  Company,  apply- 
ing to  this  Board  for  a franchise  to  do  business  in  New  York,  and  asking  for 
certain  privileges,  to  erect  necessary  poles  and  wires  and  operate  electrical  con- 
ductors, be  referred  to  a committee  to  be  named  by  the  Mayor,  who  will  ascer- 
tain and  report  to  the  Board  whether  it  is  a duly  incorporated  Company  under  the 
laws  of  the  State  of  New  York  and  the  proper  parties  to  obtain  such  privileges. 
The  Board  will  then  direct  the  Secretary  to  issue  the  necessary  permits  in  accord- 
ance with  the  suggestion  of  the  report  and  the  rules  and  regulations  of  the  Board 
of  Electrical  Control. 

Which  was  adopted. 

The  Mayor  appointed  Commissioners  Kearny  and  Hamilton  to  acts  as  a 
Committee. 

The  application  of  the  North  River  Electric  Light  and  Power  Company  to 
erect  poles  and  wires  on  East  167th  street  from  Third,  to  Eranklin  avenues,  for 
incandescent  lighting,  together  with  the  applications  of  the  Metropolitan  Tele- 
phone and  Telegraph  Company  to  erect  certain  overhead  wires  on  housetops  con- 
necting with  subways,  were  considered  and  the  following  resolution  was  adopted: 

Resolved,  That  the  application  of  the  North  River  Electric  Light  and  Power 
Company,  dated  June  ii,  1895,  to  erect  a pole  line  and  string  wires  on  East  167th 
street  from  Third  avenue  to  Franklin  avenue  be  and  it  is  hereby  granted,  and  the 
Secretary  is  authorized  to  issue  the  necessary  permit. 

Resolved,  That  the  applications  of  the  Metropolitan  Telephone  and  Tele- 
graph Company,  dated  August  9,  1895,  to  erect  housetop  wires  connecting  with  sub- 
ways, be  and  are  hereby  granted,  and  the  Secretary  is  authorized  to  issue  the 
necessary  permits. 

The  following  applications  for  the  construction  of  subways  were  submitted: 

By  the  Metropolitan  Telephone  Co.,  dated  July  9,  1895,  for  a subway: 
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From  the  junction  of  155th  street  and  Edgecomb  avenue  to  a point  on  the 
north  side  of  155th  street  about  midway  between  the  Harlem  Speedway  and  St. 
Nicholas  avenue. 

By  the  Edison  Electric  Illuminating  Company  of  New  York,  dated  July 
17,  1895: 

In  Maiden  lane,  north  side,  from  east  side  of  William  street  to  west  side  of 
Pearl  street. 

In  Hudson  street,  west  side,  from  south  side  of  Harrison  street  to  south  side 
of  Franklin  street. 

In  Franklin  street,  south  side,  west  side  of  Fludson  street  to  east  side  of 
Greenwich  street. 

In  Worth  street,  north  side,  from  west  side  of  West  Broadway  to  west  side  of 
Hudson  street. 

In  Sixth  avenue,  east  side,  from  north  side  of  Waverly  plate  to  north  side  of 
Eighth  street. 

In  Depew  place,  east  side  from  south  side  of  Forty-second  street  to  south 
side  of  Forty-third  street. 

In  Mulberry  street,  east  side,  north  side  of  Canal  to  south  side  of  Grand 
street. 

In  Mulberry  street,  east  side,  north  side  of  Grand  street  to  north  side  of 
Broome  street. 

In  Greenwich  street,  east  side,  from  the  intersection  of  Fulton  and  Greenwich 
streets  to  the  intersection  of  Vesey  street. 

The  Board  considered  the  foregoing  applications  and  adopted  the  following 
resolutions: 

Resolved,  That  the  application  of  the  Metropolitan  Telegraph  and  Telephone 
Company,  for  the  construction  of  subways  for  the  accommodation  of  its  elec- 
trical conductors,  dated  July  9,  1895,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  it  is 
hereby  authorized  and  directed  to  construct  subways  for  the  accommodation  of 
low  tension  electrical  conductors  as  follows: 

Erom  the  junction  of  155th  street  and  Edgecomb  avenue  to  a point  on  the- 
north  side  of  155th  street,  about  midway  between  the  Harlem  Speedway  and  St.. 
Nicholas  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  cor- 
porations and  individuals  making  application  for  the  construction  of  said  subway.s- 
shall  have  first  furnished  to  said  Empire  City  Subway  Company  (Limited)  security 
for  the  occupation  of  said  subway  and  the  payment  of  rentals  therefor  in  ad- 
vance, as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  Company  to  which  the  permit 
for  opening  the  street  shall  have  been  granted. 
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Resolved,  That  the  applications  of  the  Edison  Electric  Illuminating  Company 
of  New  York,  for  the  accommodation  of  its  electrical  conductors,  dated  July  17, 
and  August  6,  1895,  be  and  are  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is 
hereby  authorized  and  directed  to  construct  subways  for  the  accommodation  of 
low  tension  electrical  conductors  as  follows; 

Maiden  lane,  north  side,  from  east  side  of  William  street  to  west  side  of  Pearl 
street. 

Hudson  street,  west  side  from  south  side  of  Harrison  street  to  south  side  of 
Franklin  street. 

Franklin  street,  south  side,  from  west  side  of  Eludson  street,  to  east  side  of 
Greenwich  street. 

Worth  street,  north  side,  from  west  side  of  West  Broadway  to  west  side  of 
Hudson  street. 

Sixth  avenue,  east  side,  from  north  side  of  Waverly  place  to  north  side  of 
Eighth  street. 

Depew  place,  east  side,  from  south  side  of  Forty-second  to  south  side  of 
Forty-third  street. 

Mulberry  street,  east  side,  from  north  side  of  Canal  street  to  south  side  of 
Grand  street. 

Mulberry  street,  north  side  of  Grand  street  to  north  side  of  Broome  street. 

Greenwich  street,  east  side,  from  the  intersection  of  Fulton  and  Greenwich 
streets  to  the  intersection  of  Vesey  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tion and  individuals  making  application  for  the  construction  of  said  subways  shall 
have  first  furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for 
the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance, 
as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  Company  to  which  the  permit 
for  opening  the  street  shall  have  been  granted. 

The  following  communication  from  the  United  Electric  Light  and  Power 
Company,  under  date  of  August  3,  was  submitted: 

The  United  Electric  Light  and  Power  Company, 

108  Fulton  Street,  New  York,  August  3,  1895. 

Mr.  Henry  S.  Kearny,  Secretary,  Board  of  Electrical  Control,  No.  1264  Broadway, 
City: 

Dear  Sir; — Inclosed  we  hand  you  two  applications  for  distributing  ducts  on  Sixth 
avenue,  one  on  the  east  side  from  Eighteenth  to  Twenty-fourth  streets,  and  one 
on  the  west  side  from  Twenty-fourth  street  to  Fifty-ninth  street. 
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We  have  no  facilities  for  making  subsidiaries  into  our  customers’  premises 
in  these  districts,  and  shall  be  obliged  if  you  will  have  these  granted  as  soon  as 
possible. 

Very  truly  yours, 

C.  H.  JACKSON,  Vice-President  and  Manager. 

After  some  discussion  of  the  above,  the  following  resolution  was  adopted: 

Resolved,  That  the  application  of  The  United  Electric  Light  and  Power 
Company,  for  additional  accommodations  on  Sixth  avenue  from  Eighteenth  to 
Fifty-ninth  streets,  and  the  construction  of  additional  subways,  be  referred  to  a 
committee  to  be  appointed  by  the  Mayor  for  examination  and  report. 

The  Mayor  appointed  Commissioners  Hess,  Hamilton  and  Kearny  to  act  as 
such  committee. 

The  explanation  regarding  the  subway  ordered  at  the  meeting  of  June  7, 

• 1895,  for  the  United  Electric  Light  and  Power  Company,  on  Broadway  from 
Thirty-fourth  street  to  Fifty-ninth  street,  was  considered  and  the  following  reso- 
lution was  adopted: 

Resolved,  That  the  resolution  of  the  Board  passed  at  a meeting  held  June  7, 
ordering  the’  construction  of  additional  subways  on  the  west  side  of  Broadway 
from  Thirty-fourth  street  to  Fifty-ninth  street,  where  vacant  space  now  exists  in 
subways,  be  rescinded.  The  application  being  similar  to  the  Sixth  avenue,  it  is 
referred  to  the  same  committee  for  examination  and  report. 

On  a statement  by  the  Secretary  as  to  the  condition  of  an  overhead  wire 
erected  without  the  permission  of  the  Board  the  following  resolution  was  unani- 
mously adopted: 

Resolved,  That  the  National  Automatic  Fire  Alarm  Company  be  notified  to 
remove  the  wire  which  it  has  erected  across  Broadway  from  No.  335  to  338 
Broadway  within  three  days,  or  this  Board  will  begin  an  action  for  the  removal  of 
same. 

The  attention  of  the  Board  was  called  to  the  adoption  of  a resolution  at  the 
meeting  held  April  30th,  1893,  requesting  the  Mayor  to  direct  the  Commissioner  of 
Public  AVorks  to  remove  forthwith,  by  the  Bureau  of  Incumbrances,  under  the 
authority  of  Section  3,  Chapter  716  of  the  Laws  of  1887,  certain  pole  lines  that 
are  standing  in  streets  where  subways  have  been  constructed,  and  the  usual  ninety 
days’  notices  have  been  sent  and  time  expired. 

The  Mayor  requested  that  the  Secretary  furnish  him  with  a list  of  streets  to 
be  cleared  of  poles  and  wires  subject  to  the  foregoing  resolution. 

Mr.  Leslie,  General  Manager  of  the  Madison  Square  Light  Co.,  requested 
that  his  Company  be  given  a little  more  time  to  remove  the  poles  and  wires  of  that 
Company  which  the  Board  had  requested  the  Mayor  to  have  removed. 
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The  Board  granted  an  extension  of  time  for  the  removal  of  the  Madison 
Square  Light  Company’s  lines,  as  follows: 

For  the  removal  of  the  lines  on — 

Fourteenth  street,  First  avenue  to  Avenue  B,  one  week  from  this  day. 

First  avenue,  Houston  to  Twenty-sixth  street,  ten  days  from  this  day. 

Avenue  A,  Houston  to  Seventh  streets,  until  October  ist.' 

The  following  resolution  offered  by  Commissioner  Hess  was  adopted: 

Resolved,  That  the  various  companies  operating  poles  and  wires  in  any  street 
to  be  paved  by  the  Commissioner  of  Public  Works  in  the  year  1895  be  notified  to 
make  application  to  the  Board  for  the  construction  of  a subway  in  that  street,  and, 
in  the  absence  of  any  application,  their  silence  shall  be  construed  as  a notice  to 
the  Board  that  they  are  operating  independent  of  any  aerial  line  in  that  street. 

The  meeting  adjourned,  subject  to  the  call  of  the  Chair. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Mayor,  in  the  City  of  New  York,  on  Monday,  October  7th,  1895,  at  2 o’clock 

P.  M. 

Present:  Mayor  William  L.  Strong,  President;  Commissioners  Henry  S. 
Kearny,  Jacob  Hess  and  Thomas  L.  Hamilton. 

The  minutes  of  the  meeting  of  August  9th,  1895,  were  read  and  approved. 

a 

The  following  communications  were  read  and  ordered  spread  upon  the  luinutes : 

Union  Railway  Company,  of  New  York  City, 

New  York,  September  22d,  1895. 

Hon.  Jacob  Hess,  Commissioner : 

Dear  Sir  : — I inclose,  as  per  your  request,  copy  report  made  to  me  by  the  con- 
tractor engaged  in  the  construction  of  the  overhead  lines  of  the  Southern  Boule- 
vard. 

I desire  to  say  in  connection  herewith,  the  man  who  was  unfortunately  killed 
was  not  an  employee  of  the  company,  but  was  employed  by  the  contractoi',  who 
had  entire  charge  of  the  work  in  progress. 

Sincerely  yours. 


EDWARD  A.  MAHER,  President. 
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New  YorKj  September  21,  1895. 

Hon.  E.  a.  Maher: 

Dear  Sir: — In  reply  to  yours,  requesting  a statement  as  to  the  cause  of  death  of 
one  of  the  men  employed  by  me  on  the  construction  of  the  Southern  Boulevard 
Railroad,  I would  state  the  following: 

The  man’s  name  was  James  Dalton,  his  home  in  Norwich,  Conn.,  his  age,  I 
should  say,  about  27,  his  occupation,  lineman. 

He,  with  Thomas  Rowley,  lineman,  George  Benson,  lineman,  and  Thomas 
McLaughlin,  helper,  were  changing  connections  on  the  feeder  cables  at  the  south- 
east corner  of  Westchester  avenue  and  the  Southern  Boulevard.  The  power- 
house log  will  show  that  at  that  time  the  voltage  of  the  current  passing  through 
these  cables  was  about  550  volts.  After  completing  a temporary  connection  be- 
tween two  of  the  cables,  Rowley  and  the  deceased  proceeded  to  descend  a ladder 
upon  which  they  had  been  working.  Rowley  descended  in  safety,  but  Dalton, 
having  one  leg  over  the  cable  at  the  point  where  the  tap  had  been  made,  drove 
the  spur  of  one  of  his  climbers  into  a third  (negative)  cable,  the  current  passing 
up  one  leg  and  down  the  other  caused  him  to  cry  out.  Rowley  and  Benson  Imme- 
diately ascended  the  ladder.  The  shock  caused  the  deceased  to  shift  his  position 
on  the  cables.  He  wrenched  his  spur  out  of  the  cable  and  threw  it  against  the 
iron  pole.  This  second  contact  gave  him  a second  shock,  and  he  fell  backwards 
into  Rowley’s  arms,  who  by  this  time  had  reached  the  top  of  the  ladder.  A rope 
was  run  over  the  cable  and  tied  under  his  arms,  and  with  the  help  of  some  by- 
standers who  had  collected  about  the  ladders  he  was  lowered  to  the  ground.  I im- 
mediately commenced  artificial  respiration.  While  the  man  was  being  lowered  a 
bystander  informed  me  that  a doctor  was  in  the  vicinity.  I immediately  sent  for 
him.  I had  hardly  begun  the  work  of  trying  to  revive  deceased  when  Dr.  Ruegge- 
man,  165th  street  and  Boston  avenue,  appeared.  He  took  charge  of  the  work, 
which  was  continued  for  about  one  hour,  without  the  slightest  sign  of  life  return- 
ing. Work  on  the  body  was  continued  until  coldness  set  in,  and  the  doctor  abso- 
lutely gave  up  all  hope. 

The  man  had  been  repeatedly  warned  not  to  work  on  iron  poles  with  spurs 
on,  and  not  ten  minutes  before  the  accident  had  been  told  to  remove  them.  My 
attention  being  called  to  another  part  of  the  work  I did  not  notice  he  had  ascended 
the  ladders  with  his  spurs  on  or  I would  have  stopped  him. 

The  autopsy  will  show  that  the  points  of  contact  are  as  above  described,  un- 
doubtedly, and  in  my  opinion  should  indicate  some  organic  trouble,  as  the  sudden 
death  seems  inexplicable  otherwise.  He  was  exposed  to  the  current  but  a fraction 
of  a minute,  only  during  the  time  it  took  Rowley  to  run  up  the  ladder  and  raise 
his  left  leg  off  the  point  of  contact. 

No  other  current  could  have  been  passing  through  the  cable  at  the  time, 
except  the  550  volt  direct  current  used  on  your  line. 

All  the  rules. of  the  Board  of  Electrical  Control  are  enforced  on  my  work, 
under  my  charge  or  done  by  me.  As  you  know,  I have  been  erecting  electrical 
railways  since  1885,  and  this  is  the  first  serious  accident  to  any  ot  my  men,  and 
never  would  have  happened  had  not  Dalton  invited  disaster  by  breaking  one  of 
my  strictest  injunctions. 

Yours  truly, 

KNIGHT  NEFTEL,  Electrical  Engineer  and  Contractor. 

The  accident  occurred  at  about  4.05  P.  M.,  September  17,  1895. 
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Eastchester  Electric  Company, 

Mount  Vernon,  N.  Y.,  September  28,  1895. 

The  Board  of  Electrical  Control,  New  York,  N.  Y. : 

Gentlemen  : — We  notice  that  the  Supreme  Court  has  decided  the  annexation  of 
Westchester  to  New  York  City  in  favor  of  New  York. 

As  we  have  waited  a long  while  and  our  material  is  all  on  the  ground  ready  to 
be  put  in  position,  will  you  kindly  oblige  us  by  having  our  permit  passed  at  your 
first  meeting.  By  so  doing  you  will  greatly  oblige. 

Yours  very  truly, 

EASTCHESTER  ELECTRIC  CO., 

J.  A.  WALLACE,  Superintendent. 

Office  of  the  Board  of  Electrical  Control, 

No.  1264  Broadway, 

New  York,  October  7,  1895. 

To  His  Honor,  the  Mayor,  President  of  the  Board  of  Electrical  Control,  New 
York  City: 

Dear  Sir  : — ^In  the  matter  of  the  application  of  the  Eastchester  Electric  Light  Co. 
for  a franchise  to  do  business  in  the  city  of  New  York  (in  the  recently  annexed 
portion  of  that  city),  your  committee  has  obtained  some  information  on  the  sub- 
ject, but  before  they  are  able  to  make  a report  there  are  some  legal  questions  in- 
volved which  they  desire  the  advice  of  the  Corporation  Counsel  upon,  and  so 
ask  permission  for  further  time. 

Yours  respectfully, 

HENRY  S.  KEARNY, 

THOS.  L.  HAMILTON, 
Committee. 

* 

Strange  & Brother, 

New  York,  September  18,  1895. 

The  Board  of  Electrical  Control,  New  York  City: 

Gentlemen  : — There  are  two  wires  on  the  top  of  our  building,  No.  100  Prince 
street,  which  were  put  there  without  our  consent,  and  we  would  like  to  have  them 
removed.  Our  impression  is  that  they  belong  to  the  Pneumatic  Fire  Alarm  Co., 
but  we  are  not  positive.  Can  you  do  anything  for  us? 

Yours  very  truly, 

STRANGE  & BROTHER. 

In  connection  with  the  letter  of  Messrs.  Strange  & Brother,  respecting  the 
Pneumatic  Fire  Alarm  Telegraph  Company,  the  Secretary  submitted  the  follow- 
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ing  communication,  which  was  directed  to  be  spread  upon  the  minutes,  and  a copy 
of  same  was  ordered  to  be  forwarded  to  the  Pneumatic  Fire  Alarm  Telegraph 
Company: 

The  Board  of  Electrical  Control, 

No.  1264  Broadway, 

New  York^  October  7,  1895. 

Pneumatic  Fire  Alarm  Telegraph  Co.,  McIntyre  Building,  Broadway  and  i8th 
Street,  City: 

Gentlemen  ; — Some  time  ago  you  made  application  to  the  Board  of  Electrical  Con- 
trol for  a franchise  to  operate  signal  wires  in  the  City  of  New  York,  and  the 
matter  was  referred  to  a committee  for  investigation  and  report.  You  were 
notified  of  the  existence  of  the  committee,  and  made  one  call  at  the  office  of  the 
Board  of  Electrical  Control,  where  your  card  was  left.  Since  then  you  have  taken 
no  steps  to  meet  this  committee,  but  have  constructed  and  maintained  an  over- 
head line  paralleling  Broadway  subway  from  Spring  to  Twenty-third  street,  in  de- 
fiance of  the  rules  of  the  Board  of  Electrical  Control. 

You  are  hereby  notified  to  remove  your  entire  overhead  circuit,  and  prevent 
the  matter  being  referred  to  the  Grand  Jury  at  once.  Orders  will  be  issued  this 
day  to  our  inspectors  to  remove  a part  of  your  circuit  at  once,  and  your  applica- 
tion for  a franchise  will  not  be  favorably  considered  for  the  reason  that  you  have 
operated  your  overhead  wires  in  defiance  of  the  law  and  rules  of  the  Board  of 
Electrical  Control. 

Yours  respectfully, 

HENRY  S.  KEARNY,  Secretary. 

The  Secretary  submitted  the  following  report  of  the  removal  of  poles  and 
overhead  wires  under  the  direction  of  the  Board  of  Electrical  Control  for  the 
quarter  ending  September  30,  1895,  which  was  read,  and  on  motion  the  same  was 
ordered  spread  upon  the  minutes: 


Poles 

Feet  wire. 

Miles  wire. 

By  the  Inspectors  of  this  Board 

0 

151,450 

28.7 

By  the  Postal  Telegraph  Cable  Co 

0 

22,440 

4-3 

By  the  Metropolitan  Telephone  & Telegraph  Co. 

0 

470,237 

89.0 

By  the  Madison  Square  Light  Co 

83 

122,551 

23.2 

By  the  Automatic  Fire  A.  & E 

0 

10,560 

2.0 

By  the  Stock  Quotation  Telegraph  Co 

0 

3,400 

.6 

By  the  Western  Union  Telegraph  Co 

44 

36,960 

7.0 

By  the  Police  Department 

0 

92,120 

17-5 

Total  

127 

909,718 

172.3 

Making  the  total  number  of  poles  and  miles  of 

’ wire 

removed  by  directions  of 

this  Board  since  January  i,  1895,  736  poles  and  1,318  miles  of  wirfe. 

The  following  applications  for  the  construction  of  subways  and  subsidiaries 
were  submitted: 
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By  the  Manhattan  Electric  Light  Company,  Limited : 

On  Second  avenue,  west  side,  from  Eighty-sixth  street,  north  side,  to  129th 
street,  south  side,  one  (i)  three  (3)  inch  distributing  duct. 

By  the  Metropolitan  Telephone  and  Telegraph  Company: 

On  Franklin  street,  from  Centre  street  to  Baxter  street. 

On  Baxter  street,  from  Franklin  street  to  Bayard  street. 

On  Bayard  street^  from  Baxter  street  to  Division  street. 

On  south  side  Franklin  street,  from  West  Broadway  to  Washington  street. 

By  the  Edison  Electric  Illuminating  Company  of  New  York: 

AS  SUBSIDIARIES. 

From  149  West  Twentieth  street,  running  westward  five  hundred  feet  to  Nos. 
211-213  West  Twentieth  street. 

From  No.  55  Crosby  street,  running  north  five  hundred  and  thirty  feet,  to 
connect  to  end  of  line  in  front  of  No.  91  Crosby  street. 

AS  SUBWAYS. 

From  west  intersection  Park  avenue  and  Seventy-fourth  street,  northward, 
to  south  side  of  Seventy-fifth  street,  and  eastward  crossing  Park  avenue,  to  116 
East  Seventy-fifth  street  (distance  five  hundred  and  fifty  feet). 

Spring  street,  south  side,  from  east  side  of  Mulberry  street  to  east  side  of 
Broadway. 

Worth  street,  north  side,  east  side  of  West  Broadway  to  west  side  of  Church 
street. 

From  west  interesection  Park  avenue  and  Sixty-fifth  street,  running  north- 
ward one  hundred  and  eighty-five  feet,  to  Nos.  634-636  Park  avenue. 

Mercer  street,  east  side,  north  side  of  Fourth  street  to  south  side  of  Wash- 
ington place. 

Broome  street,  south  side,  west  side  of  Elm  to  west  side  of  Centre  street. 

Broome  street,  south  side,  east  side  of  Broadway  to  west  side  of  Crosby 
istreet. 

Waverly  place,  south  side,  east  side  of  Greene  street  to  west  side  of  Broad- 
way. 

West  Fourth  street,  south  side,  west  side  of  West  Broadway  to  west  side  of 
•Greene  street. 

From  Fifth  avenue,  running  east  two  hundred  and  twenty  feet  to  premises 
Nos.  4-6  East  Seventy-fifth  street. 

From  west  intersection  of  Madison  avenue,  running  eastward  three  hundred 
feet  to  premises  No.  43  East  Thirty-third  street. 

Broadway,  east  side,  from  south  side  of  Forty-second  street  to  south  side  of 
Forty-fifth  street. 

Seventh  avenue,  east  side,  from  south  side  of  Forty-fifth  street  to  south  side 
■of  Fiftieth  street. 

Seventh  avenue,  west  side,  from  south  side  of  Fiftieth  street  to  north  side  of 
Fifty-second  street. 

Seventh  avenue,  east  side,  from  north  side  of  Fifty-second  street  to  south  side 
of  Fifty-third  street. 

West  Forty-fifth  street,  south  side,  from  east  side  of  Seventh  avenue  to  east 
•.side  of  Eighth  avenue. 
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The  Board  considered  the  foregoing  applications  and  adopted  the  following 
resolutions: 

■ Resolved,  That  the  application  of  the  Manhattan  Electric  Light  Company 
for  the  construction  of  a subway  for  the  accommodation  of  its  electrical  conduc- 
tors, dated  August  10,  1895,  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommo- 
dation of  high  tension  electrical  conductors  as  follows: 

On  Second  avenue,  west  side,  from  Eighty-sixth  street,  north  side  to  129th 
street,  south  side,  one  (i)  three  (3)  inch  distributing  duct. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways  shall 
have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Com- 
pany security  for  the  occupation  of  said  subways  and  the  payment  of  rentals 
therefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided  that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works,  by  or  at  the  expense  of  the  Company  to  which  the  permit 
for  opening  the  streets  shall  be  granted. 

In  connection  with  the  foregoing  resolution  Commissioner  Hess  offered  the 
following  amendment:  That  the  said  Consolidated  Telegraph  and  Electrical 

Subway  Company  be  requested  to  provide  additional  accommodations  for  the 
companies  who  may  require  the  use  of  said  subway  in  future. 

Resolved,  That  the  application  of  the  Metropolitan  Telephone  and  Telegraph 
Company  for  the  construction  of  subways  for  the  accommodation  of  its  electrical 
conductors,  dated  August  23,  1895,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  it  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low 
tension  electrical  conductors  as  follows: 

Franklin  street,  from  Centre  street  to  Baxter  street. 

Baxter  street,  from  Franklin  street  to  Bayard  street. 

Bayard  street,  from  Baxter  street  to  Division  street. 

On  south  side  Franklin  street,  from  West  Broadway  to  Washington  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways  shall 
have  first  furnished  to  said  Empire  City  Subway  Company  (Limited) 
security  for  the  occupation  of  said  subways,  and  the  payment  of  rentals 
therefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided  that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works,  by  or  at  the  expense  of  the  Company  to  which  the  permit 
for  opening  the  streets  shall  be  granted. 
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Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company 
for  the  construction  of  a subsidiary  for  the  accommodation  of  its  electrical  con- 
ductors, dated  August  15,  1895,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  it  is  hereby 
authorized  and  directed  to  construct  a subsidiary  for  the  accommodation  of  low 

tension  electrical  conductors  as  follows: 

On  West  Twentieth  street,  north  side,  from  No.  149  West  Twentieth  street, 
running  westward  five  hundred  feet  to  Nos.  211-213  West  Twentieth  street. 

Provided  that  the  street  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works,  by  or  at  the  expense  of  the  Company  to  which  the  permit 
for  opening  the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company 
for  the  construction  of  a subsidiary  for  the  accommodation  of  its  electrical  con- 
ductors, dated  August  19,  1895,  be  and  it  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  it  is 
hereby  authorized  and  directed  to  construct  subways  for  the  accommodation  of 

low  tension  electrical  conductors,  as  follows: 

On  East  Seventy-fifth  street,  south  side,  from  Park  avenue  to  Lexington  ave- 
nue, and  on  the  west  side  of  Park  avenue  from  intersection  of  Seventy-fourth  street 
to  intersection  of  Seventy-fifth  street.  . 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpoi  ations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have 
first  furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the  occu- 
pation of  said  subways,  and  the  payment  of  rentals  therefor  in  advance,  as  provided 
by  Chapter  263  of  the  Laws  of  1892;  and. 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  open- 
ing the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company  for 
the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors,  dated 
August  27,  189s,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low  tension 
electrical  conductors,  as  follows: 

Spring  street,  south  side,  from  east  side  of  Mulberry  street  to  east  side  of  Broad- 
way. 

Worth  street,  north  side,  east  side  of  West  Broadway  to  west  side  of  Church 
street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways  shall 
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have  first  furnished  to  ‘said  Empire  City  Subway  Company,  Limited,  security  for  the 
occupation  of  said  subways,  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892;  and. 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  open- 
ing the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company  for 
the  construction  of  a subway  for  the  accommodation  of  its  electrical  conductors, 
dated  August  29,  1895,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  a subway  for  the  accommodation  of  low  tension 
electrical  conductors,  as  follows: 

On  Park  avenue,  from  Sixty-fifth  to  Sixty-sixth  streets,  west  side. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subway  shall 
have  first  furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the 
occupation  of  said  subway,  and  the  payment  of  rental  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892;  and, 

Provided,  That  the  street  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  open- 
ing the  street  shall  be  granted. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company  for 
the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors,  dated 
September  12,  1895,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low  tension 
electrical  conductors,  as  follows: 

Mercer  street,  east  side,  north  side  of  Fourth  street  to  south  side  of  Washing- 
ton place. 

Broome  street,  south  side,  west  side  of  Elm  street  to  west  side  of  Centre  street. 

Broome  street,  south  side,  east  side  of  Broadway  to  west  side  of  Crosby  street. 

Provided,  how'ever,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways  shall 
have  first  furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the 
occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892;  and. 

Provided,  That  the  street  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  open- 
ing the  street  shall  have  been  granted. 
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Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company  for 
for  the  construction  of  a subsidiary  for  the  accommodation  of  its  electrical  con- 
ductors, dated  September  12,  1895,  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  a subsidiary  for  the  accommodation  of  low  ten- 
sion electrical  conductors  as  follows; 

On  Crosby  street,  east  side,  from  No.  55  Crosby  street,  running  north  five  hun- 
dred and  thirty  feet,  to  connect  to  end  of  line  in  front  of  No.  91  Crosby  street. 

Provided,  That  the  street  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  open- 
ing the  street  shall  be  granted. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company  for 
the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors,  dated 
September  13,  1895,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low  tension 
electrical  conductors  as  follows: 

Waverly  place,  south  side,  east  side  of  Greene  street  to  west  side  of  Broadway. 

West  Fourth  street,  south  side,  west' side  of  West  Broadway  to  west  side  of 
Greene  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subway  shall 
have  first  furnished  said  Empire  City  Subway  Company,  Limited,  security  for  the 
occupation  of  said  subways  and  the  payment  of.  rentals  thei'efor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892;  and, 

Provided,  That  the  street  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  open- 
ing the  street  shall  be  granted. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company  for 
the  construction  of  a subway  for  the  accommodation  of  its  electiical  conductors, 
dated  September  19,  1895,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  'Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  a subway  for  the  accommodation  of  low  tension 
electrical  conductors  as  follows: 

On  East  Seventy-fifth  street,  from  Fifth  to  Madison  avenues,  south  side. 

Provided,  however,  that  this  resolution  shall  not  take  effect  untu  the  corpoia- 
tion  and  individuals  making  application  for  the  construction  of  said  subway  shall 
have  first  furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the 
occupation  of  said  subway,  and  the  payment  of  rental  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892;  and, 
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Provided,  That  the  street  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  open- 
ing the  street  shall  be  granted. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company 
for  the  construction  of  a subway  for  the  accommodation  of  its  electrical  conductors, 
dated  September  25,  1895,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  a subway  for  the  accommodation  of  low  tension 
electrical  conductors  as  follows: 

On  Thirty-third  street,  north  side,  from  Madison  to  Eourth  avenues. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subway  shall 
have  first  furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the 
occupation  of  said  subway,  and  the  payment  of  rental  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892;  and. 

Provided,  That  the  street  shall  be 'repaved  to  the  satisfaction  of  the  Department 
of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  open- 
ing the  street  shall  be  granted. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company  for 
the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors, 
dated  October  3,  1895,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low  tension 
electrical  conductors  as  follows: 

On  Broadway,  east  side,  from  south  side  of  Forty-second  street  to  south  side  of 
Forty-fifth  street. 

Seventh  avenue,  east  side,  from  south  side  of  Forty-fifth  street  to  south  side  of 
Fiftieth  street. 

Seventh  avenue,  west  side,  from  south  side  of  Fiftieth  street  to  north  side  of 
Fifty-second  street. 

Seventh  avenue,  east  side,  from  north  side  of  Fifty-second  street  to  south  side  of 
Fifty-third  street. 

West  Forty-fifth  street,  south  side,  from  east  side  of  Seventh  avenue  to  east  side 
of  Eighth  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways  shall 
have  first  furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the 
occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892;  and. 
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Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  open- 
ing the  streets  shall  be  granted. 

Commissioner  Hess  moved  to  correct  Minutes  of  August  9,  1895,  so  as  the  last 
paragraph  will  read  as  follows: 

Resolved,  That  the  various  companies  operating  poles  and  wires  in  any  streets 
to  be  paved  by  the  Commissioner  of  Public  Works  in  the  year  1895,  be  notified  to 
make  application  to  the  Board  for  the  construction  of  a subway  in  that  street,  and 
in  the  absence  of  any  application  their  silence  shall  be  construed  as  a notice  to  the 
Board  that  they  do  not  require  any  construction  in  those  streets. 

The  motion  as  above  was  adopted,  and  the  meeting  adjourned  subject  to  the  call 
of  the  Chair. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control  held  at  the  office  of  the 
Mayor,  in  the  city  of  New  York,  on  Friday,  November  15,  1895,  at  12  o’clock  noon. 

Present:  Mayor  William  L.  Strong,  President;  Commissioners  Henry  S.  Kearny 
and  Jacob  Hess. 

The  minutes  of  the  meeting  of  October  7th,  1895,  were  read  and  approved. 

The  Secretary  submitted  numerous  original  applications  for  the  construction  of 
subways  and  subsidiaries,  together  with  his  report  on  same,  reading  as  follows: 

To  the  Board  of  Electrical  Control,  New  York  City: 

Gentlemen  :• — I have  divided  the  applications  into  two  classes,  as  we  are  about  at 
the  close  of  the  season  for  underground  construction  in  the  streets  of  the-city. 

First:  Where  the  Commissioner  of  Public  Works  has  already  let  contracts  to  re- 
pave the  streets,  and  by  the  authorization  and  construction  of  this  work  we  will  avoid 
the  necessity  of  disturbing  the  streets  soon  after  they  have  been  repaved. 

Second:  Where  there  is  no  immediate  prospect  of  the  streets  being  repaved, 
and  where  it  appears  that  the  work  could  be  delayed  until  next  Spring  without  much 
detriment.  Should  the  construction  be  ordered  at  this  time  it  probably  would  be  the 
first  of  December  before  the  material  could  be  collected  and  placed  on  the  ground; 
and  the  Commissioner  of  Public  Works  has  sent  out  his  notice  that  permits  for 
opening  the  streets  will  not  be  granted,  except  in  case  of  emergency,  after  the  first 
of  December. 

Yours  respectfully, 

HENRY  S.  KEARNY,  Secretary. 
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The  following  applications  for  the  construction  of  subways  and  subsidiaries  were 
submitted: 

By  the  Edison  Electric  Illuminating  Company,  of  New  York: 

AS  A SUBSIDIARY. 

West  Twentieth  street,  north  side,  from  211  West  Twentieth  street  to  east  side 
of  Eighth  avenue. 

AS  SUBWAYS. 

East  Sixteenth  street,  north  side,  from  east  side  of  Eifth  avenue  to  west  side  of 
Union  square. 

West  Broadway,  east  side,  from  north  side  of  Grand  street  to  north  side  of 
Broome  street. 

East  Thirty-second  street,  south  side,  from  east  side  of  Madison  avenue  to  west 
side  of  Eourth  avenue. 

Greenwich  street,  east  side,  south  side  of  Dey  street  to  south  side  of  Eulton 
street. 

West  Fourth  street,  south  side,  west  side  of  Greene  street  to  west  side  of  Broad- 
way. 

Washington  square,  east  side,  south  side  of  Fourth  street  to  south  side  of  Wash- 
ington place. 

Mercer  street,  west  side,  south  side  of  Fourth  street  to  south  side  of  Washington 
place. 

Mercer  street,  both  sides,  south  side  of  Washington  place  to  north  side  of  Eighth 
street. 

Washington  place,  south  side,  east  side  of  Greene  street  to  east  side  of  Mercer 
street. 

Washington  place,  north  side,  east  side  of  Washington  square  to  west  side  of 
Broadway. 

Waverly  place,  south  side,  west  side  of  Washington  square  East  to  east  side  of 
Greene  street. 

Waverly  place,  north  side,  east  side  of  Greene  street  to  west, side  of  Broadway. 

East  Forty-third  street,  north  side,  east  side  of  Madison  avenue  to  west  side  of 
Vanderbilt  avenue. 

Fifth  avenue,  west  side,  from  south  side  of  Sixtieth  street  to  south  side  of  Sixty- 
sixth  street. 

By  the  United  Electric  Light  and  Power  Company: 

From  opposite  995  Eighth  avenue  (or  connecting  with  the  Eighth  avenue  sub- 
way) around  circle  to  southwest  corner  of  Fifty-ninth  street,  one  (i)  three  (3)  inch 
distributing  duct. 

By  the  Mount  Morris  Electric  Light  Company: 

One  (i)  three  (3)  inch  distributing  duct  on  the  north  side  of  Washington  place, 
from  the  west  side  of  Broadway  to  the  east  side  of  University  place. 

The  Board  considered  the  foregoing  applications  and  adopted  the  following  res- 
olutions: 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company  of 
New  York  for  the  construction  of  a subsidiary  for  the  accommodations  of  its  elec- 
trical conductors,  dated  October  i6th,  1895,  be  and  is  hereby  granted. 
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Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  a subsidiary  for  the  accommodation  of  low  ten- 
sion electrical  conductors,  as  follows: 

West  Twentieth  street,  north  side,  from  211  West  Twentieth  street  to  east  side 
of  Eighth  avenue. 

Provided,  That  the  street  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
the  street  shall  be  granted. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company  of 
New  York  for  the  construction  of  subways  for  the  accommodation  of  its  electrical 
conductors,  as  enumerated  above,  be  and  are  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low  tension 
electrical  conductors  as. follows: 

East  Sixteenth  street,  north  side,  from  east  side  of  Eifth  avenue  to  west  side  of 
Union  square. 

West  Broadway,  east  side,  from  north  side  of  Grand  street  to  north  side  of 
Broome  street. 

East  Thirty-second  street,  south  side,  from  east  side  of  Madison  avenue  to  west 
side  of  Eourth  avenue. 

Greenwich  street,  east  side,  south  side  of  Dey  street  to  south  side  of  Fulton  street. 

West  Fourth  street,  south  side,  west  side  of  Greene  street  to  west  side  of  Broad- 
way. 

Washington  square,  east  side,  south  side  of  Fourth  street  to  south  side  of  Wash- 
ington place. 

Mercer  street,  west  side,  south  side  of  Fourth  street  to  south  side  of  Washington 
place. 

Mercer  street,  both  sides,  south  side  of  Washington  place  to  north  side  of  Eighth 
street. 

Washington  place,  south  side,  east  side  of  Greene  street  to  east  side  of  Mercer 
street. 

Washington  place,  north  side,  east  side  of  Washington  square  to  west  side  of 
Broadway. 

Waverly  place,  south  side,  west  side  of  Washington  square  East  to  east  side  of 
Greene  street. 

Waverly  place,  north  side,  east  side  of  Greene  street  to  west  side  of  Broadway. 

East  Forty-third  street,  north  side,  east  side  of  Madison  avenue  to  west  side  of 
Vanderbilt  avenue. 

Fifth  avenue,  west  side,  from  south  side  of  Sixtieth  street  to  south  side  of  Sixty- 
sixth  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways  shall 
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have  first  furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the 
occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for  open- 
ing the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  United  Electric  Light  and  Power  Company 
for  the  construction  of  a subway  for  the  accommodation  of  its  electrical  conductors, 
dated  November  12th,  1895,  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accommo- 
dation of  high  tension  electrical  conductors  as  follows: 

Eighth  avenue,  near  Fifty-ninth  street  (connecting  with  the  Eighth  avenue  sub- 
way), westerly  around  circle  to  southwest  corner  Fifty-ninth  street  and  Eighth  ave- 
nue, one  (i)  three  (3)  inch  distributing  duct.  (Inside  curb  line.) 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subway  shall 
have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company 
security  for  the  occupation  of  said  subway  and  the  payment  of  rental  therefor  in  ad- 
vance, as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for  open- 
ing the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  Mount  Morris  Electric  Light  Company 
for  the  construction  of  a subway  for  the  accommodation  of  its  electrical  conductors, 
dated  November  ist,  1895,  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accommoda- 
tion of  high  tension  electrical  conductors  as  follows: 

One  (i)  three  (3)  inch  distributing  duct  on  the  north  side  of  Washington  place 
from  the  west  side  of  Broadway  to  the  east  side  of  University  place. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subway  shall 
have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company 
security  for  the  occupation  of  said  subway  and  the  payment  of  rental  therefor  in  ad- 
vance, as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  That  the  street  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for  open- 
ing the  street  shall  be  granted. 
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The  following  applications  were  also  submitted  under  the  Second  Class,  but  as 
the  streets  are  not  to  be  repaved  this  year,  they  were  denied. 

By  the  Edison  Electric  Illuminating  Company  of  New  York: 

AS  SUBSIDIARIES. 

East  Sixteenth  street,  south  side,  from  the  west  side  of  Irving  place,  westward 
to  No.  no  East  Sixteenth  street. 

East  Forty-fourth  street,  south  side,  from  west  side  of  Madison  avenue,  west- 
ward to  No.  10  East  Forty-fourth  street. 

AS  SUBWAYS. 

Park  avenue,  east  side,  north  side  of  Thirty-fifth  street  to  north  side  of  Thirty- 
sixth  street. 

Prince  street,  north  side,  east  side  of  Sullivan  street  to  west  side  of  West  Broad- 
way. 

Spring  street,  north  side,  east  side  of  Mott  street  to  west  side  of  Elizabeth  street. 

East  Thirty-fourth  street,  south  side,  from  west  side  of  Second  avenue  to  No. 
216  East  Thirty-fourth  street. 

By  the  Mount  Morris  Electric  Light  Company. 

AS  SUBWAYS. 

One  (i)  three  (3)  inch  distributing  duct  on  the  west  side  of  Sixth  avenue  from 
Carmine  street  to  the  north  side  of  Twelfth  street. 

One  (i)  three  (3)  inch  distributing  duct  on  the  north  side  of  Carmine  street  from 
the  west  side  of  Bleecker  street  to  Sixth  avenue. 

By  the-  United  Electric  Light  and  Power  Company. 

AS  SUBWAYS. 

One  (i)  four  (4)  inch  distributing  duct  on  the  east  side  of  Sixth  avenue,  con- 
necting with  the  Thirty-fourth  (34th)  street  subway  to  Thirty-fifth  (3Sth)  street. 

One  (i)  four  (4)  inch  distributing  duct  on  the  east  side  of  Sixth  avenue,  from 
Thirty-seventh  (37th)  street  to  Fifty-ninth  (59th)  street. 

The  following  applications  of  the  Pneumatic  Fire  Alarm  Telegraph  Company 
and  the  Manhattan  Fire  Alarm  Company  for  franchises  to  do  business  in  the  city  of 
New  York  were  read  and  submitted: 

The  Pneumatic  Fire  Alarm  Telegraph  System, 

New  York,  October  10,  1895. 

To  the  Honorable  Board  of  Electrical  Control  of  the  City  of  New  York: 

Gentlemen  : — This  Company  being  a signal  telegraph  company,  and  regularly  in- 
corporated, hereby  respectfully  applies  to  your  'Honorable  Board  for  a franchise  or 
permit  to  run  electrical  conductors,  for  signal  purposes,  in  the  City  of  New  York,  in 
accordance  with  the  laws  and  regulations  of  your  Board,  and  in  support  of  our  ap- 
plication, beg  to  submit  the  following  papers: 

(i)  Certified  copy  of  our  Certificate  of  Incorporation,,  under  the  laws  of  the 
State  of  New  Jersey. 
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(2)  Letters  dated  April  6tli  and  igtli  respectively,  of  the  Corporation  Trust  Com- 
pany of  New  Jersey  (our  transfer  agents,  etc.),  showing  that  the  necessary  certificate 
has  been  filed  with  the  Secretary  of  State  of  New  York,  permitting  us  to  do  business 
in  this  State. 

(3)  Certificate  of  the  New  York  Board  of  Fire  Underwriters,  showing  that  our 
first,  or  sample  equipment  (14  West  23d  street)  is  fully  approved  and  in  accordance 
with  their  rules  and  regulations  on  the  subject,  thereby  reducing  the  insurance  rate 
therein,  and  in  all  buildings  similarly  equipped. 

(4)  Official  assignment  of  signal  numbers  for  this  Company,  by  the  New  York 
Fire  Department,  as  per  papers  dated  September  17th  and  23d  respectively. 

Yours  respectfully, 

THOMAS  R.  BROWN,  President. 

Manhattan  Fire  Alarm  Company, 

No.  19  Barclay  Street, 

New  York,  November  15,  1895. 

To  the  Board  of  Electrical  Control,  New  York: 

Gentlemen  : — The  Manhattan  Fire  Alarm  Company,  a corporation  organized  un- 
der the  Laws  of  the  State  of  New  York,  has  been  authorized  by  the  Board  of  File 
Commissioners  to  connect  its  auxiliary  system  with  the  street  fire  alarm  boxes  of  the 
City  of  New  York, 

We  hereby  respectfully  request  a franchise  from  your  Board,  to  do  business  in 
the  City  of  New  York,  and  erect  and  maintain  wires  as  our  business  may  require, 
under  such  regulations  as  may  be  prescribed  by  your  Board. 

Respectfully  yours, 

MANHATTAN  FIRE  ALARM  CO., 

By  JNO.  J.  ADAMS,  Attorney. 

In  connection  with  the  foregoing  applications  the  following  resolution  was 
adopted: 

Resolved,  That  the  applications  of  the  Pneumatic  Fire  Alarm  Telegraph  Com- 
pany, and  the  Manhattan  Fire  Alarm  Company,  requesting  this  Board  for  franchises 
to  do  business  in  New  York,  and  asking  for  certain  privileges  to  erect  wires  and 
operate  electrical  conductors,  be  referred  to  a committee  to  be  named  by  the  Mayor, 
who  will  ascertain  and  report  to  the  Board  whether  it  is  a duly  incorporated  com- 
pany under  the  laws  of  the  State  of  New  York,  and  the  proper  parties  to  obtain  such 
privileges. 

Commissioners  Kearny  and  Hess  were  appointed  by  the  Mayor  as  such  Com- 
mittee. 

The  following  communications  were  read  and  ordered  spread  upon  the  minutes: 
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Headquarters  Fire  Department, 

1 57  and  159  East  67TH  Street, 

New  York,  October  14th,  1895. 

The  Honorable  Board  of  Electrical  Control: 

Gentlemen  : — I have  the  honor  to  inform  you  that  a line  of  telegraph  poles  on 
124th  street,  between  Madison  and  Lenox  avenues,  formerly  occupied,  jointly,  by  this 
Department  and  the  Metropolitan  Telephone  Company,  which  is  the  property  of 
this  Department,  but  from  which  its  wires  were  removed  about  a year  ago,  is  now 
entirely  unused,  the  Metropolitan  Telephone  Company  having  removed  their  wires 
therefrom,  and  having  no  further  use  for  the  poles. 

Upon  this  report  from  the  Superintendent  of  Telegraph,  it  is  recommended  that 
your  Board  have  the  poles  removed. 

Very  respectfully, 

O.  H.  LaGRANGE,  Prseident. 

Headquarters  Fire  Department, 

157  and  159  East  67TH  Street, 

« 

New  York,  October  24th,  1895. 

The  Honorable  Board  of  Electrical  Control: 

Gentlemen  : — A request  was  made  upon  your  Board  by  this  Department  some 
time  since,  for  duct  space  in  the  subway  in  i2Sth  street,  to  which  you  replied,  under 
date  of  the  21st  of  July,  that  there  was  a vacant  duct  in  that  street,  owned  by  the 
Consolidated  Telegraph  and  Electrical  Subway  Company,  which  there  was  reason 
to  believe  would  be  assigned  to  this  Department  in  a day  or  so;  and  a subsequent 
communication  was  received  from  you,  under  date  of  the  24th  of  July,  in  which  it 
was  stated  that  your  Board  had  the  right  to  compel  the  Empire  City  Subway  Com- 
pany to  provide  space  for  the  city  departments,  but  had  not  such  rights  with  the 
Consolidated  Telegraph  and  Electrical  Subway  Company,  but  that  the  Consolidated 
Telegraph  and  Electrical  Subway  Company  had  indicated  their  willingness  to  donate 
a subway  duct  to  the  Fire  Department,  provided  that  the  Fire  Department' assumed 
the  responsibility  of  putting  their  telegraph  wires  so  near  high  tension  wires,  as  the 
Board  has  established  a rule  separating  these  two  classes  of  wires  as  a protection  to 
life  and  property;  but  should  this  Department  decide  to  occupy  such  space,  that  a 
letter  to  the  Consolidated  Telegraph  and  Electrical  Subway  Company,  asking  for  the 
duct,  would  be  all  that  would  be  necessary  to  obtain  possession  of  it. 

Referring  to  the  law  under  which  these  subways  are  authorized,  attention  is  called 
to  Section  4,  of  Chapter  499  of  the  Act  of  1885,  which  says: 

“It  shall  be  the  duty  of  said  Board,  in  devising  subways,  so  to  devise  them  that 
they  may  be  used  by  any  such  city  for  the  electric  wires  operated  by  its  Fire, 
Police,  or  other  Departments,  without  expense,  except  the  expense  of  wires  or  con- 
ductors, etc.” 

Attention  is  also  called  to  the  extract  of  the  contract  and  agreement  of  22d  of  July, 
1886,  between  your  Board  and  the  Consolidated  Telegraph  and  Electrical  Subway 
Company,  which  says: 
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“The  said  party  of  the  second  part  shall,  without  charge,  supply  to  the  City  of 
New  York  all  space  necessary  for  its  electric  conductors  and  the  electrical  conductors 
of  each  separate  department  of  said  city.  If  at  any  time,  this  space  shall  not  be  suf- 
ficient for  all  companies  so  applying  for  the  same,  such  space  shall  be  provided  as 
shall  be  so  needed,  by  the  party  of  the  second  part  at  its  own  cost,  subject  to  the 
approval  of  the  parties  of  the  first  part  or  their  successors,  as  in  the  original  con- 
struction.” 

Attention  is  also  called  to  the  agreement  of  April  7th,  1887,  which  says: 

“The  said  party  of  the  second  part  shall,  without  charge,  supply  to  the  City  of 
New  York  all  space  in  such  subway  necessary  for  its  electric  conductors  and  the 
electrical  conductors  of  each  separate  department  of  said  city  which  may  now  or 
hereafter  be  required.  If,  at  any  time,  the  space  in  su.ch  subway  shall  not  be  suffi- 
cient for  all  companies  or  corporations  so  applying  for  the  same,  or  for  the  City  of 
New  York  or  any  of  its  departments,  the  additional  space  needed  shall  be  provided 
by  the  party  of  the  second  part  at  its  own  cost,  by  the  construction,  maintenance, 
equipment  and  operation  of  additional  subways  sufficient  therefor,”  etc. 

The  Commissioners  of  this  Department,  therefore,  are  of  the  opinion  that  the 
city  is  entitled,  by  right,  to  accommodations  in  the  subways  wherever  constructed 
under  these  laws,  in  which  case  they  could  not  accept  of  such  accommodations  in  the 
form  of  donation,  with  the  suggested  responsibilities  attached. 

This  Board  also  respectfully  calls  attention  to  a resolution,  which  appears  in  the 
minutes  of  the  Board  of  Electrical  Control  of  September  8th,  1892,  to  wit.: 

“Resolved,  That  whenever  the  Consolidated  Telegraph  and  Electrical  Subway 
Company,  or  the  Empire  City  Subway  Company,  Limited,  is  ordered  to  construct  a 
subway  in  any  street  or  avenue,  the  Secretary  for  the  Board  is  authorized  to  order 
the  Company,  whenever  the  proper  application  is  made  therefor,  to  construct  a sub- 
way in  the  same  trench,  provided  no  subway  shall  be  constructed  in  any  such  street 
or  avenue  which'  has  been  paved  within  three  years.” 

It  is  important  that  this  Department  should,  at  this  time,  have  subway  facilities, 
wherever  they  are  available  or  may  be  provided,  as  follows: 

In  Second  avenue,  between  Eourteenth  and  Eorty-second  streets,  and  between 
Sixty-eighth  and  128th  streets. 

In  Eirst  avenue,  between  Houston  and  Twenty-third  streets,  and  Fifty-sixth 
and  125th  streets. 

In  i2Sth  street,  between  Third  avenue  and  East  River. 

In  Avenue  A,  between  Fifty-fourth  and  Ninety-second  streets. 

And  this  Board  requests  that  it  be  informed,  as  soon  as  possible,  if  facilities  in 
the  streets  above  specified,  or  any  portion  of  the  same,  will  be  provided  by  direction 
of  the  Board  of  Electrical  Control. 

Very  respectfully, 


O.  H.  LaGRANGE,  President. 
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Headquarters  Fire  Department^ 

157  AND  159  East  67TH  Street, 

New  York,  October  28th,  1895. 

The  Honorable  Board  of  Electrical  Control: 

Gentlemen  : — In  order  to  enable  this  Department  to  remove  its  overhead  wires 
on  Second  avenue,  between  Eourteenth  and  Eorty-second  streets — which,  the  Super- 
intendent of  Telegraph  reports,  will  enable  the  removal  of  the  poles  of  the  Metro- 
politan Telephone  Company,  upon  which  the  wires  of  this  Department  now  are — I 
have  the  honor  to  reciuest  that  duct  space  in  the  hign-tension  subway  in  Second  ave- 
nue, from  Fourteenth  to  Forty-second  street,  be  furnished  to  this  Department. 

Very  respectfully, 

O.  H.  LaGRANGE,  President. 

RECOMMENDATION  OF  THE  SECRETARY. 

Relating  to  Letters  of  the  Fire  Department  of  October  24  and  28,  1895. 

To  the  Board  of  Electrical  Control,  New  York  City: 

Gentlemen: — The  subject  matter  contained  in  the  letter  from  the  President  of 
the  Fire  Department  has  been  in  controversy  between  the  Fire  Department  and  the 
Board  of  Electrical  Control  for  several  years. 

The  points  raised  involve  a principle  adopted  by  the  Board  of  Electrical  Control 
at  the  beginning  of  the  construction  of  subways  (see  Board  of  Electrical  Control 
Report,  January,^  1888),  establishing  a rule  that,  in  the  interests  of  the  preservation  of 
life  and  property,  the  high  tension  electric  wires  being  dangerous  to  life,  shall  be 
put  in  different  subways  from  the  low  tension  wires,  and  wherever  possible  on  the 
opposite  side  of  the  street.  This  has  been  the  rule  in  the  construction  of  subways 
throughout  the  city  that  has  been  followed  with  but  few  exceptions. 

Another  point  that  has  escaped  the  attention  of  the  Eire  Commissioners  is  the 
fact  that,  by  Chapter  231  of  the  Laws  of  1891,  “the  Mayor  and  the  Board  of  Electrical 
Control  are  authorized  to  enter  into  a new  contract  with  the  Consolidated  Tele- 
graph and  Electrical  Subway  Company,”  which  new  contract  was  entered  into  under 
date  of  May  iSth,  1895,  and  contained  the  following  clause: 

Second:  Ihe  parties  of  the  first  part  agree  to  relieve  and  discharge,  and  they 
hereby  do  relieve  and  discharge  the  party  of  the  second  part  (the  Consolidated  Tele- 
graph and  Electrical  Subway  Company)  of  and  from  all  and  every  its  duties,  obli- 
gations and  liabilities  under  said  last  mentioned  agreement,  or  either  of  them,  so  far 
as  the  same  relates  to  the  building,  owning,  maintaining  and  operating  subways,  con- 
duits and  ducts  for  telephone  and  telegraph  conductors,  or  for  the  low  tension  electric 
light  and  power  conductors  of  the  Edison  Electric  Illuminating  Company  of  New 
York,  its  successors  or  assigns.” 

It  has  been  the  custom  of  the  Board  to  asume  from  the  above,  that  this  contract 
relieved  the  Consolidated  Telegraph  and  Electrical  Subway  Company  of  all  obliga- 
tion to  build  low  tension  subways,  and,  consequently,  to  furnish  said  low  tension 
subways  to  the  city  for  their  signaling  wires. 

Yours  respectfully, 

HENRY  S.  KEARNY,  Secretary. 
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On  motion  of  his  Honor,  the  Mayor,  the  Secretary  of  the  Board  was  directed  to 
communicate  with  the  Fire  Department  in  answer  to  their  letter  of  October  14,  1895, 
notifying  them  that  it  is  desirable  that  they  remove  the  poles  of  their  Department 
at  their  own  expense. 

The  application  of  the  Fire  Department  of  October  24,  1895,  for  the  accommo- 
dation of  its  wires  in  the  high  tension  subways  is  denied,  for  the  reason  that  the 
Board  deems  it  imwise  and  dangerous  to  life  and  property  to  place  the  high  tension 
wires  in  the  same  subways  with  those  known  as  low  tension  wires,  even,  if  under  the 
quotations  cited  in  the  Fire  Department  letter  the  Board  had  the  authority  to  do  so, 
this  being  only  a reiteration  of  the  policy  of  the  Board  from  the  beginning  of  the 
construction  of  subways,  to  separate  and  keep  apart  as  far  as  possible  the  wires  known 
as  high  tension  wires  and  dangerous  to  life  and  property,  from  those  known  as  low 
tension  wires. 

Office  of  the  Board  of  Electrical  Control, 

1264  Broadway, 

* New  York,  October  16,  1895. 

Bronx  Gas  and  Electric  Company,  Westchester,  New  York  City: 

Gentlemen  : — Our  inspectors  report  that  you  are  erecting  poles,  wires  and  other 
electrical  fixtures  along  the  streets  and  highways  in  Westchester,  a part  of  the  re- 
cently annexed  district. 

I wish  to  call  your  attention  to  the  fact  that  this  is  a violation  of  law,  and  in  op- 
position to  the  Rules  of  the  Board  of  Electrical  Control,  who  have  jurisdiction  over 
all  poles  and  wires  in  the  City  of  New  York.  (Chapter  263,  Laws  1892.) 

Before  you  can  legally  erect  any  poles  or  wires  you  must  first  make  application 
for  a franchise  to  do  business  in  the  city,  a thing  that  you  have  so  far  neglected  to  do, 
and  the  attention  of  the  Police  Department  has  been  called  to  your  violation,  with 
the  hope  on  our  part  that  you  will  be  interfered  with  by  the  Police  of  New  York  City 
from  further  violation  of  the  law. 

Yours  respectfully, 

HENRY  S.  KEARNY,  Secretary. 

The  Bronx  Gas  and  Electric  Company, 

Westchester,  N.  Y.,  October  17th,  1895. 

Henry  S.  Kearny,  Esq.,  Secretary,  Etc. : 

Dear  SiR:--Your  letter  of  i6th  inst.  duly  received.  Our  Company  has  not  been 
aware  of  any  acts  on  its  part  of  any  violation  of  law,  or  in  opposition  to  the  rules  of 
the  Board  of  Electrical  Control. 

We  shall  be  obliged  if  you  will  send  us  a copy  of  the  rules  of  the  Board  of  Elec- 
trical Control,  or  tell  us  where  we  may  obtain  the  same. 

Yours  respectfully, 

THE  BRONX  GAS  AND  ELECTRIC  CO.,  Per  N. 


1479 


[November  15,  1895. 


Office  of  the  Board  of  Electrical  Control, 

1264  Broadway,, 

New  York,  October  21st,  1895. 

Bronx  Gas  and  Electric  Company,  Westchester,  New  York  City; 

Gentlemen  : — Your  letter  of  the  17th  inst.  has  been  received.  In  response  to 
same  I beg  to  state,  that  in  our  letter  of  the  i6th  inst.  we  quoted  Chapter  263  of  the 
Laws  of  1892,  in  relation  to  erecting  and  maintaining  overhead  wires  without  the  au- 
thority of  the  Board  of  Electrical  Control. 

For  further  information  please  call  any  morning  about  10  o’clock  at  the  office  of 
the  Board. 

Yours  respectfully, 

HENRY  S.  KEARNY,  Secretary. 

REPORT  OF  THE  SECRETARY 

In  Relation  to  the  Bronx  Gas  and  Electric  Company  of  Westchester,  New  York 
City. 

To  the  Board  of  Electrical  Control,  New  York  City: 

Gentlemen  : — ^The  attention  of  the  Board  is  called  to  the  Bronx  Gas  and  Electric 
Company,  of  Westchester,  by  letter  of  the  Board,  dated  October  i6th,  1895,  with 
answer  from  the  Bronx  Gas  and  Electric  Company. 

Nothing  further  has  been  heard  from  the  above  mentioned  company,  though  our 
inspectors  report  extensive  construction  by  the  Bronx  Gas  and  Electric  Company, 
in  the  neighborhood  of  Morris  Park,  where  they  have  erected  numerous  poles  and 
lamp-posts  and  attached  wires  to  the  same,  and  are  now  operating  in  defiance  of  the 
Rules  and  Regulations  of  the  Board  and  the  laws  pertaining  thereto. 

The  attention  of  the  Mayor,  as  President  of  the  Board  of  Electrical  Control,  and 
also  of  the  Gas  Commission  of  the  City  of  New  York,  is  called  to  this  company  and 
their  defiant  attitude,  should  they  apply  to  the  Gas  Commission  for  a contract  to  light 
the  city  or  make  application  for  an  appropriation  before  the  Board  of  Estimate  and 
Apportionment. 

Yours  respectfully, 

HENRY  S.  KEARNY,  Secretary. 

, Postal  Telegraph -Cable  Company, 

Executive  Office,  253  Broadway, 

New  York,  November  nth,  1895. 

Col.  H.  S.  Kearny,  Secretary  Board  of  Electrical  Control,  1264  Broadway,  N.  Y. : 

Dear  Sir: — Understanding  that  your  Board  will  have  a meeting  to-day,  I desired 
to  renew  the  application  of  this  Company  for  a subway  duct  on  the  west  side  of  New 
street,  from  Beaver  to  Wall.  We  need  a duct  through  that  street  very  badly,  and 
also  need  an  additional  duct  through  Exchange  place,  from  Broadway  to  Broad 
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street,  to  connect  our  Broadway  and  Broad  street  underground  cables  together,  pro- 
vided the  suggested  New  street  duct  is  granted  us. 

Yours  truly, 

W.  H.  BAKER,  Vice-President. 

The  meeting  adjourned,  subject  to  the  call  of  the  Chair. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  in  the  City  of  New  York,  on  Monday,  December  2d,  189S,  at  ii  o’clock  A.  M. 

Present;  Mayor  William  L.  Strong,  President;  Commissioners  Jacob  Hess  and 
Thomas  L.  Hamilton. 

The  minutes  of  the  meeting  of  November  15th,  1895,  were  read  and  approved. 

The  following  applications  for  the  construction  of  a subway  and  the  erection  and 
maintaining  of  poles  and  overhead  wires  were  submitted: 

By  the  Edison  Electric  Illuminating  Company  of  New  York: 

EOR  SUBWAY  CONSTRUCTION. 

On  East  Eleventh  street,  south  side,  from  east  side  of  University  place  to  the 
west  side  of  Broadway. 

By  the  North  River  Electric  Light  and  Power  Company: 

FOR  THE  ERECTION  AND  MAINTAINING  OF  POLES  AND  OVERHEAD 

WIRES. 

To  run  one  (i)  alternating  circuit  on  existing  poles  on  the  west  side  of  Third 
avenue,  from  170th  street  north  to  177th  street. 

To  erect  poles  and  run  two  (2)  alternating  circuits  on  the  north  side  of  177th 
street  from  Third  avenue  west  to  Vanderbilt  avenue. 

The  Board  considered  the  foregoing  applications  and  adopted  the  following  reso- 
lutions: 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company  of 
New  York,  for  the  construction  of  a subway  for  the  accommodation  of  its  electrical 
conductors  dated  November  21st,  1895,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  Cfty  Subway  Company,  Limited,  be  and  is  ^hereby 
authorized  and  directed  to  construct  a subway  for  the  accommodation  of  low  tension 
electrical  conductors  as  follows: 

On  East  Eleventh  street,  south  side,  from  east  side  of  University  place  to  the  west 
side  of  Broadway. 
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Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subway  shall 
have  first  furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the 
occupation  of  said  subway,  and  the  payment  of  rental  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  That  the  street  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for  open- 
ing the  street  shall  be  granted. 

Resolved,  That  the  application  of  the  North  River  Electric  Light  and  Power- 
Company,  dated  November  2Sth,  1895,  to  run  one  (i)  alternating  circuit  on  existing 
poles  on  the  west  side  of  Third  avenue  from  170th  street  north  to  177th  street,  be 
and  is  hereby  granted. 

Resolved,  That  the  application  of  the  North  River  Electric  Light  and  Power 
Company,  dated  November  2Sth,  1895,  to  erect  poles  and  run  two  (2)  alternating  cir- 
cuits on  the  north  side  of  177th  street  from  Third  avenue  west  to  Vanderbilt  avenue, 

be  referred  to  a committee  to  be  appointed  by  his  Honor,  the  Mayor,  with  power 
to  act. 

The  Mayor  appointed  Commissioners  Hess  and  Hamilton  to  act  as  such  com- 
mittee. 

Adjourned,  subject  to  the  call  of  the  Chair. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Board  on  Monday,  December  9th,  1895,  at  2 o’clock  P.  M. 

Present:  Commissioners  Henry  S.  Kearny,  Jacob  Hess  and  Thomas  L.  Hamil- 
ton. 


The  applications  of  the  Edison  Electric  Illuminating  Company  of  New  York  for 
the  construction  of  subways  on: 


w Sullivan  street  to  the  west,  side  of 

West  Broadway. 

Spring  street,  north  side,  east  side  of  Mott  street  to  the  west  side  of  Elizabeth 
street,  were  submitted,  and  the  following  resolutions  adopted: 


Resolved,  That  the  applications  of  the  Edison  Electric  Illuminating  Company, 
of  New  York,  for  the  construction  of  subways  for  the  accommodation  of  its  elec- 
tiical  conductors,  dated  October  31st  and  November  12th,  1895,  be  and  are  hereby 
granted,  and 


Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low  tension 
electrical  conductors,  as  follows: 
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Prince  street,  north  side,  from  east  side  of  Sullivan  street  to  the  west  side  of 
West  Broadway. 

Spring  street,  north  side,  from  east  side  of  Mott  street  to  the  west  side  of  Eliza- 
beth street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  indiyiduals  making  application  for  the  construction  of  said  subways  shall 
have  first  furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the 
occupation  of  said  subways  and  the  payment  of  rental  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for  open- 
ing the  streets  shall  be  granted. 

I 

Adjourned,  subject  to  the  call  of  the  Chaii. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  M the 
Mayor,  in  the  City  of  New  York,  on  Saturday,  December  21st,  1895,  at  10  o’clock 

A.  M. 

Present;  Mayor  William  L.  Strong,  President;  Commissioners  Henry  S. 
Kearny,  Jacob  Hess  and  Thomas  L.  Hamilton. 


The  minutes  of  the  meetings  of  December  2d  and  9th,  189S,  were  read  and  ap- 
proved. 

The  following  reports  were  read  and  submitted: 

Hon.  William  L.  Strong,  Mayor,  President  of  the  Board  of  Electrical  Control,  New 
York  City: 

Dear  Sir:— Your  committee,  to  investigate  and  report  on  the  applications  of  the 
Pneumatic  Fire  Alarm  Telegraph  Company  and  the  Manhattan  Fire  Alarm  Com- 
pany for  franchises  to  do  business  in  the  City  of  New  York,  respectfully  submits  the 

following  as  its  report: 

Both  of  the  above  named  corporations  having  complied  with  the  Laws  of  the 
State  of  New  York,  and  appearing  to  be  financially  responsible  and  abundantly  cap- 
aS  to  serve  their  ustomers,  they  having  also  obtained  the  sanction  of  the  Board  of 
Fire  Un^rwriters  and  permission  from  the  Fire  Department^  of  the  City  of  New 
Lrk  to  connect  with  the  Fire  Department  Headquarters,  and  it  appearing  that  they 
would  materially  assist  the  Fire  Department  of  the  city,  it  is  deemed  advisable 

■grant  them  franchises. 

We  hereby  respectfully  recommend  that 
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Whereas,  The  Pneumatic  Fire  Alarm  Telegraph  Company  and  the  Manhattan 
Fire  Alarm  Company  have  petitioned  the  Board  of  Electrical  Control  for  franchises- 
to  do  business  in  the  City  of  New  York,  and  have  filed  with  the  said  Board  certified 
copies  of  their  certificates  of  incorporation,  now,  therefore,  be  it 

Resolved,  That  the  Pneumatic  Fire  Alarm  Telegraph  Company,  incorporated 
under  the  Laws  of  the  State  of  New  Jersey,  and  having  filed  the  necessary  certificate 
with  the  Secretary  of  the  State  of  New  York  permitting  it  to  do  business  in  this 
State,  is  hereby  authorized  and  empowered  to  lay  and  construct  suitable  wires  or 
other  conductors  in  subways  under  streets,  avenues  and  public  parks  and  places  of 
the  City  of  New  York,  for  conducting  and  distributing  electricity,  under  the  direc- 
tion of  the  Board  of  Electrical  Control,  subject  to  all  existing  rules  applicable  thereto, 
and  to  all  regulations  which  this  Board  may  hereafter  impose  by  resolution  or 
otherwise. 

Provided  always,  and  this  consent  is  given  on  that  express  condition  and  not 
otherwise,  that  until  the  further  order  and  resolution  of  this  Board  the  electrical  con- 
ductors of  said  company  shall  be  laid  or  constructed  by  the  Empire  City  Subway 
Company,  Limited,  under  and  in  pursuance  of  the  Statutes  of  the  State  of  New  York 
and  under  and  in  pursuance  of  the  supervision  of  this  Board. 

And  be  it  also 

Resolved,  That  the  Manhattan  Fire  Alarm  Company,  incorporated  under  the 
Laws  of  the  State  of  New  York,  is  hereby  authorized  and  empowered  to  lay  and  con- 
struct suitable  wires  or  other  conductors  in  subways  under  streets,  avenues  and  pub- 
lic parks  and  places  of  the  city  of  New  York,  for  conducting  and  distributing  elec- 
tricity, under  the  direction  of  the  Board  of  Electrical  Control,  subject  to  all  existing 
rules  applicable  thereto,  and  to  all  regulations  which  this  Board  may  hereafter  impose 
by  resolution  or  otherwise. 

Provided  always,  and  this  consent  is  given  on  that  express  condition  and  not 
otherwise,  that  until  the  further  order  and  resolution  of  this  Board  the  electrical  con- 
ductors of  said  Company  shall  be  laid  or  constructed  by  the  Empire  City  Subway 
Company,  Limited,  under  and  in  pursuance  of  the  Statutes  of  the  State  of  New  York,, 
and  under  and  in  pursuance  of  the  supervision  of  this  Board. 

Yours  respectfully, 

JACOB  HESS  AND  HENRY  S.  KEARNY,  Committee^ 

Hon.  William  L.  Strong,  Mayor,  President  of  the  Board  of  Electrical  Control,  Hew 
York  City: 

Dear  Sir: — Your  committee,  appointed  to  act  upon  the  application  of  the  North 
River  Electric  Light  and  Power  Company,  dated  November  25th,  1895;  to  erect  poles 
and  run  two  (2)  alternating  circuits  on  the  north  side  of  177th  street,  from  Third 
ayenue  west  to  Vanderbilt  avenue,  respectfully  reports: 

That  the  Chief  Inspector  of  the  Board  of  Electrical  Control  having  been  di- 
rected to  inspect  the  territory  covered  by  this  application,  reported  to  your  com- 
mittee that  the  said  locality  was  entirely  devoid  of  electric  lighting,  and  that  it  would 
add  materially  to  the  benefit  and  convenience  of  the  inhabitants  of  said  neighbor- 
hood if  this  application  were  granted. 
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Your  committee,  acting  upon  the  report  of  said  Chief  Inspector,  granted  the  ap- 
plication. Yours  respectfully, 

THOMAS  L.  HAMILTON  AND  JACOB  HESS,  Committee. 

On  motion  of  Commissioner  Kearny  it  was 

Ordered,  That  the  Pneumatic  Fire  Alarm,  and  Telegraph  Company  and  the 
Manhattan  Fire  Alarm  Company  be  permitted  to  operate  and  conduct  their  business 
in  accordance  with  the  resolutions  set  forth  in  the  foregoing  report. 

Commissioner  Hess  offered  the  following  resolution,  which  was  adopted: 

Resolved,  That  the  application  of  the  North  River  Electric  Light  and  Power 
Company  to  erect  poles  and  run  two  alternating  circuits  on  the  north  side  of  177th 
street  from  Third  avenue  west  to  Vanderbilt  avenue  be  granted  on  the  condition  that 

any  other  Company  desiring  to  occupy  said  line  for  similar  purposes  receive  per-  : 

mission  to  do  so  upon  the  payment  of  a fair  rental  for  the  same. 

The  following  applications  of  the  Metropolitan  Telephone  and  Telegraph  Com- 
pany were  read  and  submitted: 

To  build  a pole  line  on  Lincoln  avenue  from  Southern  boulevard  to  138th  street.  | 

To  build  a pole  line  on  Southern  boulevard  from  Webster  avenue  to  Jerome  ave-  i 

nue  and  from  Kingsbridge  road  to  Southern  boulevard  on  Marion  avenue,  Sherwood  ^ 

street  and  Bainbridge  avenue. 

To  build  a pole  line  on  Amsterdam  avenue  from  144th  to  183d  streets.  Eighth 
avenue  from  141st  street  to  iSSth  street,  i4Sth  street  from  Tenth  avenue  to  St.  Nicho- 
las avenue,  i4Sth  street  from  Eighth  avenue  to  Lenox  avenue. 

The  aforesaid  applications  were  referred  to  a committee  consisting  of  Commis- 
sioners Kearny,  Hess  and  Hamilton,  with  power  to  act  upon  the  same.  . 


The  following  report  as  to  the  work  of  the  Board  during  the  year  1895  was  read 
and  submitted,  and  ordered  spread  upon  the  minutes. 

Hon.  William  L.  Strong,  Mayor  of  the  City  of  New  York: 

Dear  Sir: — In  conformity  with  a request  received  from  your  office  under  date  of 
December  3d,  1895,  we  have  to  report,  as  to  the  work  of  the  Board  of  Electrical  Con- 
trol during  the  year  1895,  that  there  have  been  constructed  under  the  direction  of  the 
Board  of  Electrical  Control  and  at  the  request  of  the  various  electrical  companies  in 
the  city,  in  conformity  with  the  Law  of  1892,  relating  to  electrical  conductors  in  the 
City  of  New  York,  the  following  subways  in  and  through  various  streets  and  ave- 
nues of  the  city,  the  details  of  which  are  hereto  annexed  in  appendices  i and  2 for 
your  information  if  desired. 


LENGTH  OF  SUBWAYS  CONSTRUCTED  DURING  1895. 


Edison 


Electric  Light  & Power 

Trench 7.5  miles 

Single  Duct 18. i miles 


Trench 

Single  Duct 


9.9  miles 
II. 2 miles 
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TELEPHONE  AND  TELEGRAPH. 

Trench  9.6  miles  Single  Duct 46.02  miles 

In  addition  there  have  been  laid  for  ventilating  3.4  miles  of  pipe. 

The  total  construction  of  subways  in  the  city  up  to  the  present  date  is  as  follows : 


Trench 

Edison... 148.6  miles 

Electric  Light 106.5  miles 

Telephone  and  Telegraph 90.1  miles 

Ventilating  Pipe  


Single 

Duct 

202.3  niiles 
673.2  miles 
921,5  miles 
51.8  miles 


Total 345-2  miles  1848.8  miles 

Into  these  subways  have  been  drawn  and  are  now  operated  by  the  various  electrical 
companies : 


OCCUPANCY. 

40,992.1  miles  of  conductors  for  Telephone  and  Telegraph  service. 


384-4 

(( 

Ci 

the  Police  Department  service. 

580.9 

U 

(( 

Edison  lighting. 

734-0 

(( 

(i 

electric  light  and  power  service. 

1,035.0 

it 

(( 

the  Fire  Department  service. 

CONSTRUCTION. 

The  Board  has  not  seen  fit  to  change  the  general  form  of  underground  construction 
which  has  hitherto  been  in  operation,  viz.:  Wrought  iron  pipe  imbedded  in  hydraulic 
cement  concrete,  with  manholes  at  convenient  distances,  and  handholes  or  boxes  about 
every  intermediate  building  line,  with  covers  flush  with  the  street  pavement  for  the  pur- 
pose of  distributing  electrical  service.  This  has  been  found  to  be  the  most  successful 
form  of  construction  and  has  proved  uniformly  satisfactory,  both  for  convenience  of  the 
users  and  for  durability.  In  such  streets  as  had  been  repaved  prior  to  the  construction 
of  subways  in  them,  or  where  it  became  necessary  to  provide  additional  facilities  or 
make  repairs,  the  relaying  of  the  street  pavement  has  been  done  by  the  Department  of 
Public  Works,  or  under  its  supervision,  and  always  at  the  expense  of  the  companies 
owning  the  subways,  and  every  effort  has  been  made  to  secure  the  perfect  restoration  of 
the  pavement. 

Though  various  companies  are  constantly  asking  for  additional  construction  of 
subways,  attention  is  called  to  the  fact  that  the  occupancy  of  the  electric  light  subways 
has  been  materially  reduced  during  the  past  year,  caused  by  the  readjustment  of  various 
circuits  operated  by  several  electrical  companies,  working  arrangements  having  been 
perfected  during  the  past  year  between  some  of  them  where  formerly  they  operated  in 
opposition  to  and  in  competition  with  each  other. 

When  originally  constructed  the  subways  provided  for  a much  greater  development 
of  electric  lighting  in  the  city  than  has  up  to  the  present  time  materialized ; so  much  so, 
that  less  than  forty  per  cent,  of  the  high  tension  electric  light  subways  are  at  present 
actually  occupied  and  remunerative  to  the  owners.  There  are  still  many  streets  where 
electric  lighting  would  seem  to  be  desirable,  in  some  of  which  subways  have  been  re- 
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cently  asked  for,  but,  owing  to  the  lateness  of  the  season,  the  work  is  necessarily  de- 
layed until  next  spring. 

The  wisdom  of  the  Legislature  in  requiring  the  removal  of  all  wires  from  over- 
head and  the  transaction  of  electrical  business  by  means  of  conductors  in  subways  has 
been  demonstrated  to  have  been  eminently  justifiable  and  electrically  most  successful, 
besides  adding  materially  to  the  safety  of  the  public  and  the  general  appearance  of  the 
city,  by  the  removal  of  objectionable  and  unsightly  overhead  fixtures. 

By  the  removal  of  the  poles  and  overhead  wires  that  formerly  lined  the  streets  of 
the  city  an  objectionable  feature  to  the  Fire  Department  has  been  obliterated  and  an 
element  of  danger  to  the  men  fighting  fires  removed. 

The  operation  of  telegraph,  telephone  and  low  tension  conductors  in  the  subways 
has  passed  without  incident,  there  being  no  element  of  danger  pertaining  to  them  when 
placed  and  operated  separately  underground. 

Under  the  rules  established  by  the  Board  of  Electrical  Control  for  the  operation 
and  maintenance  of  high  tension  wires  in  subways,  frequent  tests  are  made  of  the  con- 
dition of  the  conductors  with  a view  to  their  maintenance  in  a manner  and  a condi- 
tion to  secure  absolute  safety  in  their  operation.  The  result  of  the  operation  of  the 
high  tension  electrical  conductors  during  the  year  1895  has  been  very  satisfactory, 
equalling  in  every  respect  the  commendable  showing  made  in  every  year  that  has 
elapsed  since  the  high  tension  conductors  have  been  operated  underground  ; and  it  is 
gratifying  to  state  that  not  the  slightest  injury  to  any  person  .has  occurred  since  the 
subways  have  been  occupied. 

COMPLAINTS,  VIOLATIONS  AND  REMOVALS. 

The  work  of  the  inspectors  of  the  Board  has  resulted  in  detecting  1,179  violations 
of  the  rules  and  regulations  during  the  year,  and  notices  have  been  sent  to  the  various 
corporations  and  individuals  at  fault.  These  violations  have  been  rectified  either  by  the 
owner  or  by  the  direction  of  the  Board  of  Electrical  Control.  There  are  still,  however, 
many  attempts  made  to  evade  the  law  and  defy  the  authority  of  the  Board  by  dishonest 
and  irresponsible  persons  throughout  the  city,  who  persistently  string  wires  for  private 
purposes.  Many  such  wires  have  been  detected  and  removed.  The  disposition  of  the 
legitimate  companies  to  conform  to  the  Rules  and  Regulations  of  the  Board  of  Electrical 
Control  is  generally  satisfactory,  and  where  they  have  been  notified  of  violations  on 
their  part  it  has  been  universally  demonstrated  to  the  Board  that  the  violation  was  the 
result  of  some  over-zealous  employe  rather  than  a willful  act  of  the  officers  of  the  com- 

panjc 

The  effect  of  this  underground  construction  has  been  the  removal  during  the  cur- 
ernt  year  of  1,150  poles  and  1,815  miles  of  overhead  wire,  making  a total  of  poles  and 
miles  of  wire  removed  since  the  creation  of  The  Board  of  Electrical  Control,  20,154 
poles  and  28,167  miles  of  wire. 

Though  the  construction  of  subways  has  necescitated  the  disturbance  of  the  street 
paving  very  materially,  thereby  causing  considerable  inconvenience  to  the  general  pub- 
lic, the  municipality  has  materially  benefited  by  it  through  the  free  occupancy  by  the 
Eire  and  Police  Departments  of  eighty-one  (81)  miles  of  subway,  which,  if  paid  for  at 
the  established  rental  would  amount  to  approximately,  Seventy  thousand  ($70,000.00) 
Dollars. 
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Though  in  former  years  the  Engineer  of  the  Board  has  made  frequent  efforts  to 
establish  the  construction  of  subways  under  the  sidewalks,  instead  of  in  the  roadway, 
through  one  cause  or  another  this  plan  has  not  been  satisfactorily  tested.  There  are 
many  advantages  which  would  arise  from  this  form  of  construction  if  it  could  be  put 
into  effect,  especially  avoiding  the  interruption  of  traffic  and  disturbance  of  the  paving 
of  the  roadway,  and  this  is  respectfully  suggested  for  your  consideration. 

The  transposition  of  the  electrical  service  of  the  greater  part  of  this  city,  which 
has  taken  place  under  the  direction  of  The  Board  of  Electrical  Control,  from  over- 
head to  underground,  great  as  it  has  been,  has  been  accomplished  with  comparatively 
slight  disturbance  to  the  business  of  the  companies  interested  or  the  convenience  of  their 
customers.  This  city  has  more  mileage  of  subway  and  a greater  mileage  of  wire  in 
operation  underground  than  any  other  city  in  the  world,  with  electrical  results  entirely 
satisfactory. 

Yours  respectfully, 

HENRY  S.  KEARNY, 

JACOB  HESS, 

THOMAS  L.  HAMILTON,  Commissioners. 

Whereupon  it  was 

Resolved,  That  the  Secretary  of  the  Board  be  directed  to  send  the  usual  ninety  (90) 
days’  notice  to  all  companies  owning  or  operating  overhead  wires  and  fixtures  in  streets 
where  subways  have  been  constructed,  to  remove  their  overhead  fixtures  within  the 
specified  time. 


APPENDIX  I. 


SUBWAYS  ORDERED  AND  COMPLETED  SINCE  JAN.  iST,  1895. 


April  30th,  1895. 


LOW  TENSION. 


For  the  American  District  Telegraph  Company. 

Eighth  street,  from  University  place  to  east  side  of  Third  avenue. 

Thirtieth  street,  from  the  southwest  corner  of  Broadway  to  the  west  side  of  Seventh 
avenue. 

Fourteenth  street,  from  Broadway  to  east  side  of  Third  avenue. 

Twenty-sixth  street,  from  northeast  corner  of  Broadway  to  east  side  of  Fourth 
avenue. 


April  30th,  1895. 

For  the  Edison  Electric  Illuminating  Company  of  New  York. 

Fourth  avenue,  east  side,  from  north  side  of  Twelfth  street  to  south  side  of  Four- 
teenth street. 

Sixth  avenue,  west  side,  from  north  side  of  Thirty-fifth  street  to  north  side  of 
Thirty-ninth  street. 
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Sixth  avenue,  east  side,  from  north  side  of  Twenty-sixth  street  to  north  side  of 
Thirty-first  street. 

June  7th,  1895. 

On  College  place,  both  sides,  from  south  side  of  Chambers  street  to  south  side  of 
Vesey  street. 

August  9th,  1895. 

Maiden  Lane,  north  side,  from  east  side  of  William  street  to  west  side  of  Pearl 
street. 

Hudson  street,  west  side,  from  south  side  of  Harrison  street  to  south  side  of  Frank- 
lin street. 

Franklin  street,  south  side,  from  west  side  of  Hudson  street  to  east  side  of  Green- 
wich street. 

Worth  street,  north  side,  from  west  side  of  West  Broadway  to  west  side  of  Hud- 
son street. 

Sixth  avenue,  east  side,  from  north  side  of  Waverly  place  to  north  side  of  Eighth 
street. 

Depew  place,  east  side,  from  south  side  of  Forty-second  street  to  south  side  of 
Forty-third  street. 

Mulberry  street,  east  side,  from  north  side  of  Canal  street  to  south  side  of  Grand 
street. 

Mulberry  street,  from  north  side  of  Grand  street  to  north  side  of  Broome  street. 

Greenwich  street,  east  side,  from  the  intersection  of  Fulton  and  Greenwich  streets 
to  the  intersection  of  Vesey  street. 

October  7th,  1895. 

From  west  intersection  of  Park  avenue  and  Seventy-fourth  street,  northward  to 
south  side  of  Seventy-fifth  street,  and  eastward  crossing  Park  avenue,  to  116 
East  Seventy-fifth  street.  (Distance  550  feet.) 

Spring  street,  south  side,  from  east  side  of  Mulberry  street  to  east  side  of  Broad- 
way. 

Worth  street,  north  side,  east  side  of  West  Broadway  to  west  side  of  Church  street. 

On  Park  avenue,  west  side,  from  Sixty-fifth  street  to  Sixty-sixth  street. 

Mercer  street,  east  side,  north  side  of  Fourth  street  to  south  side  of  Washington 
place. 

Broome  street,  south  side,  west  side  of  Elm  street  to  west  side  of  Centre  street. 

Broome  street,  south  side,  east  side  of  Broadway  to  west  side  of  Crosby  street. 

Waverly  place,  south  side,  east  side  of  Greene  street  to  west  side  of  Broadway. 

West  Fourth  street,  south  side,  west  side  of  West  Broadway  to  west  side  of  Greene 
street. 

On  Seventy-fifth  street,  south  side,  from  Madison  avenue  to  Fifth  avenue. 

On  Thirty-third  street,  north  side,  from  Madison  to  Fourth  avenue. 

Broadway,  east  side,  from  south  side  of  Forty-second  street  to  south  side  of  Forty- 
fifth  street. 

Seventh  avenue,  east  side,  from  south  side  of  Forty-fifth  street  to  south  side  of 
Fiftieth  street. 

Seventh  avenue,  west  side,  from  south  side  of  Fiftieth  street  to  north  side  of  Fifty- 
second  street. 

Seventh  avenue,  east  side,  from  north  side  of  Fifty-second  street  to  south  side  of 
Fifty-third  street. 
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West  Forty-fifth  street,  south  side,  from  east  side  of  Seventh  avenue  to  east  side  of 
Eighth  avenue. 

November  15th,  1895. 

East  Sixteenth  street,  north  side,  from  east  side  of  Fifth  avenue  to  west  side  of 
Union  Square. 

West  Broadway,  east  side,  from  north  side  of  Grand  street  to  north  side  of  Broome 
street. 

East  Thirty-second  street,  south  side,  from  east  side  of  Madison  avenue  to  west 
side  of  Fourth  avenue. 

Greenwich  street,  east  side,  south  side  of  Dey  street  to  south  side  of  Fulton  street. 

West  Fourth  street,  south  side,  west  side  of  Greene  street  to  west  side  of  Broadway. 

Washington  Square,  east  side,  south  side  of  Fourth  street  to  south  side  of  Wash- 
ington place. 

Mercer  street,  west  side,  south  side  of  Fourth  street  to  south  side  of  Washington 
place. 

Mercer  street,  both  sides,  south  side  of  Washington  place  to  north  side  of  Eighth 
street. 

Washington  place,  south  side,  east  side  of  Greene  street  to  east  side  of  Mercer 
street. 

Washington  place,  north  side,  east  side  of  Washington  Square  to  west  side  of 
Broadway. 

Waverly  place,  south  side,  west  side  of  Washington  Square,  East,  to  east  side  of 
Greene  street. 

Waverly  place,  north  side,  east  side  of  Greene  street  to  west  side  of  Broadway. 

East  Forty-third  street,  north  side,  west  side  of  Madison  avenue  to  west  side  of 
Vanderbilt  avenue. 

Fifth  avenue,  west  side,  from  south  side  of  Sixtieth  street  to  south  side  of  Sixty- 
sixth  street. 

December  2d,  1895. 

On  East  Eleventh  street,  south  side,  from  east  side  of  University  place  to  the  west 
side  of  Broadway. 

April  30th,  1895. 

For  the  Fire  Department. 

On  Eighth  street,  between  Broadway  and  Sixth  avenue. 

On  Maiden  lane,  from  Pearl  street  to  Front  street. 

April  30th,  1895. 

For  the  Metropolitan  Telephone  and  Telegraph  Company. 

Columbus  avenue,  from  looth  street  to  107th  street. 

Washington  street,  from  Duane  street  to  Spring  street. 

Washington  street,  from  Chambers  street  to  Duane  street. 

Duane  street,  from  Washington  street  to  Hudson  street. 

Hudson  street,  from  Duane  street  to  Worth  street. 

Fifth  avenue,  from  Twelfth  street  to  Twenty-third  street. 

Seventy-first  street,  from  Fourth  avenue  to  Lexington  avenue. 

Madison  avenue,  from  79th  street  to  104th  street. 

Bowery,  from  East  Houston  street  to  Fourth  avenue. 

Fourth  avenue,  from  Bowery  to  East  Eighth  street. 


December  21,  1895.] 


1490 


Cherry  street,  from  Rutgers  street  to  Jackson  street. 

Hudson  street,  from  Spring  street  to  Christopher  street. 

Fifth  avenue,  from  Forty-second  street  to  Fifty-eighth  street. 

August  9th,  1895. 

From  the  junction  of  iS5th  street  and  Edgecombe  avenue  to  a point  on  the  north 
side  of  iS5th  street,  about  midway  between  the  Harlem  Speedway  and  St. 
Nicholas  avenue. 

October  7th,  1895. 

Franklin  street,  from  Centre  street  to  Baxter  street. 

Baxter  street,  from  Franklin  street  to  Bayard  street. 

Bayard  street,  from  Baxter  street  to  Division  street. 

On  south  side  of  Franklin  street  from  West  Broadway  to  Washington  street. 

April  30th,  1895. 

For  the  Western  Union  Telegraph  Company. 

From  the  manhole  at  the  intersection  of  Broome  and  Ridge  streets,  through  Ridge 
and  Montgomery  streets  to  South  street. 

December  6th,  1895. 

For  the  Metropolitan  Telephone  and  Telegraph  Company. 

Kingsbridge  Road,  east  side,  200  feet  south  of  Harlem  Ship  Canal  to  200  feet  north 
of  Harlem  Ship  Canal. 

December  9th,  1895. 

For  the  Edison  Electric  Illuminating  Company  of  New  York. 

Prince  street,  north  side,  east  side  of  Sullivan  street  to  east  side  of  West  Broadway. 
Spring  street,  north  side,  east  side  of  Mott  street  to  the  west  side  of  Elizabeth 
street. 


APPENDIX  2. 


SUBWAYS  ORDERED  AND  COMPLETED  SINCE  JANUARY  iST,  1895. 

HIGH  TENSION. 

Franklin  street,  north  side,  east  side  of  Church  street  to  the  east  side  of  Green- 
wich street. 

Fourth  avenue,  east  side,  north  side  of  12th  street  to  the  south  side  of  14th  street. 

Fulton  street,  north  side,  west  side  of  Gold  street  to  the  east  side  of  Pearl  street. 

39th  street,  north  side,  east  side  of  Park  avenue  to  the  east  side  of  Lexington 
avenue. 

Beekman  street,  south  side,  west  side  of  Gold  street  to  the  east  side  of  Pearl  street. 

Eighth  street,  from  Second  avenue  to  Third  avenue. 

Water  street,  west  side,  north  side  of  Coenties  slip  to  north  side  of  Old  slip. 

Houston  street,  south  side,  west  side  of  Allen  street  to  east  side  of  Pitt  street. 

First  avenue,  west  side,  southwest  corner  of  Houston  street  to  the  northwest  corner 
of  Houston  street. 
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Avenue  B,  west  side,  from  the  southwest  corner  to  the  northwest  corner  of  Hous- 
ton street. 

Fifth  avenue,  east  side,  south  side  of  42d  street  to  the  north  side  of  47th  street. 

First  avenue,  west  side,  south  side  of  29th  street  to  the  south  side  of  42d  street. 

Fifth  avenue,  east  side,  north  side  of  S7th  street  to  the  north  side  of  doth  street. 

Delancey  street,  south  side,  east  side  of  Bowery  to  east  side  of  Chrystie  street. 

Fifth  avenue,  west  side,  south  side  of  42d  street  to  north  side  of  S7th  street. 

Avenue  A,  west  side,  north  side  of  S4th  street  to  north  side  of  g2d  street. 

Washington  place,  north  side,  east  side  of  Washington  Square  east  to  west  side  of 
Broadway. 

Grand  Circle,  south  side,  southwest  corner  of  Eighth  avenue  and  Grand  Circle  to 
southwest  corner  of  59th  street  and  Grand  Circle. 

Second  avenue,  west  side,  north  side  of  86th  street  to  south  side  of  129th  street. 

Fulton  street,  north  side,  west  side  of  Nassau  street  to  east  of  the  east  side  of  Nas- 
sau street. 

The  meeting  then  adjourned,  subject  to  the  call  of  the  Chair. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Board  on  Tuesday,  January  7th,  1896,  at  2.30  o’clock  P.  M. 

Present:  Commisisoners  Henry  S.  Kearny,  Jacob  Hess  and  Thomas  L.  Hamilton. 

The  Secretary  presented  the  resignation  of  Walter  G.  Byrne  as  Assistant  Secretary 
of  the  Board,  to  take  effect  January  15th,  1896. 

On  motion  of  Commissioner  Kearny  said  resignation  was  accepted  as  of  the  15th 
of  January. 

On  motion  of  Commissioner  Hamilton,  James  King  Duffy  was  duly  appointed  As- 
sistant Secretary  of  the  Board  of  Electrical  Control,  to  take  e.ffect  on  January  isth,  and 
the  Secretary  was  instructed  to  notify  him  of  his  appointment. 

Adjourned,  subject  to  the  call  of  the  Chair. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control  held  at  the  office  of  the 
Mayor,  Saturday,  April  nth,  1896,  at  ii  o’clock  A.  M. 

Present:  Mayor  William  L.  Strong,  President;  Commissioners  Henry  S.  Kearny, 
Jacob  Hess  and  Thomas  L.  Hamilton. 

Minutes  of  the  meetings  of  December  21st,  1895,  and  January  7th,  1896,  were  re^d 
and  approved. 

The  following  application  of  the  New  York  Fire  Notification  Company  for  a fran- 
chise to  do  business  in  the  City  of  New  York,  was  then  read: 

Office  of  New  York  Fire  Notification  Company, 

1512  Broadway, 

New  York,  April  ist,  1896. 

The  Honorable  Board  of  Electrical  Control,  New  York: 

Gentlemen: — ^The  New  York  Fire  Notification  Company  has  been  granted  per- 
mission by  the  Board  of  Fire  Commissioners  to  place  a fire  alarm  in  its  office  and  to 
connect  the  same  with  the  Fire  Alarm  of  the  New  York  Fire  Department.  Said  com- 
pany has  been  authorized  under  the  Laws  of  the  State  of  New  York  to  do  business,  and 
we  hereby  respectfully  request  a franchise  from  your  Board  to  erect  and  maintain  wires 
as  our  business  in  the  City  of  New  York  may  require,  under  such  regulations  as  may 
be  prescribed  by  your  Board. 

Respectfully  yours, 

NEW  YORK  FIRE  NOTIFICATION  CO., 

F.  A.  HOLROYD,  Treasurer. 


After  some  discussion  it  was  on  motion 

Resolved,  That  the  application  of  the  New  York  Fire  Notification  Company,  re- 
questing this  Board  for  a franchise  to  do  business  in  New  York,  and  asking  for  certain 
privileges  to  erect  wires  and  operate  electrical  conductors,  be  referred  to  a committee 
to  be  named  by  the  Mayor,  who  will  ascertain  and  report  to  the  Board  whether  it  is  a 
duly  incorporated  company  under  the  laws  of  the  State  of  New  York,  and  a proper  party 
to  obtain  such  privileges. 

Commissioners  Hess  and  Hamilton  were  appointed  such  committee. 

The  following  applications  for  the  construction  of  subways  were  submitted: 

By  the  Edison  Electric  Illuminating  Company  of  New  York. 

North  Moore  street,  south  side,  from  west  side  of  Hudson  street  to  west  side  of 
Varick  street. 

West  street,  east  side,  from  north  side  of  Laight  street  to  south  side  of  Vestry 
street. 
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Greenwich  street,  west  side,  north  side  of  Canal  street  to  north  side  of  Vandam 
street. 

West  Houston  street,  south  side,  from  east  side  of  Sullivan  street  to  east  side  of 
Congress  street. 

West  Fifty-sixth  street,  south  side,  from  west  side  of  Eighth  avenue  to  east  side  of 
Ninth  avenue. 

By  the  Mount  Morris  Electric  Light  Co. 

Two  three-inch  distributing  ducts  on  the  south  side  of  West  109th  street,  from  the 
east  side  of  Columbus  avenue  to  the  west  side  of  Eighth  avenue. 

Two  three-inch  distributing  ducts  on  the  west  side  of  Eighth  avenue,  from  the  south 
side  of  West  109th  street  to  the  south  side  of  West  iiith  street. 

By  the  United  Electric  Light  and  Power  Co. 

Erom  Grand  street,  through  Corlears  street  to  Corlears  Park. 

By  the  Western  Union  Telegraph  Co. 

One  three-inch  pipe  on  Exchange  place,  from  Broadway  to  Broad  street. 

The  Board  considered  the  foregoing  applications,  and  adopted  the  following  reso- 
lutions : 

Resolved,  That  the  applications  of  the  Edison  Electric  Illuminating  Company  of 
New  York  for  the  construction  of  subways  for  the  accommodation  of  its  electrical  con- 
ductors, be  and  are  hereby  granted. 

Resolved,  That  the  Empire. City  Subway  Company  (Limited)  be  and  it  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low  tension 
electrical  conductors  as  follows : 

North  Moore  street,  south  side,  from  the  west  side  of  Hudson  street  to  the  west 
side  of  Varick  street. 

West  street,  east  side,  from  north  side  of  Laight  street  to  the  south  side  of  Vestry 
street. 

Greenwich  street,  west  side,  north  side  of  Canal  street  to  north  side  of  Vandam 
street. 

West  Houston  street,  south  side,  from  east  side  of  Sullivan  street  to  east  side  of 
Congress  street. 

West  Eifty-sixth  street,  south  side,  from  west  side  of  Eighth  avenue  to  east  side 
of  Ninth  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Empire  City  Subway  Company  (Limited)  security  for  the  occupation 
of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  provided  by  Chap- 
ter 263  of  the  Laws  of  1892,  and 

Provided  that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department  of 
Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
the  streets  shall  be  granted. 
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Resolved,  That  the  applications  of  the  Mount  Morris  Electric  Light  Company  for 
the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors,  be  and 
are  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be  and 
it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation  of  high 
tension  electrical  conductors  as  follows : 

For  two  (2)  three  (3)  inch  ducts  in  109th  street,  from  the  east  side  of  Columbus 
avenue  to  the  west  side  of  Eighth  avenue  and  on  the  west  side  of  Eighth  avenue  from 
the  south  side  of  109th  street  to  the  south  side  of  iiith  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company,  security  for 
the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892,  and 

Provided  that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department  of 
Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  United  Electric  Light  and  Power  Company 
for  the  constiuction  of  a subway  foi  the  accommodation  of  its  electrical  conductors, 
be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  to  construct  a subway  for  the  accommodation  of  high  ten- 
sion electrical  conductors  as  follows  : 

From  Grand  street,  through  Corlears  street  to  Corlears  Park. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subway  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company,  security  for 
the  occupation  of  said  subway  and  the  payment  of  rentals  therefor  in  advance,  as  pro^ 
vided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided.  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
the  streets  shall  be  granted. 

Resolved.  That  the  application  of  the  Western  Union  Telegraph  Company  for  the 
construction  of  a subway  for  the  accommodation  of  its  electrical  conductors,  be  and  is 
hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  it  is  hereby 
authorized  and  directed  to  construct  a subway  for  the  accommodation  of  low  tension 
electrical  conductors  as  follows  : 

On  Exchange  place,  from  Broadway  to  Broad  street,  one  (i)  three  (3)  inch  pipe, 
for  use  of  said  Company, 

and  for  any  other  company  that  may  make  due  application. 
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Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subway  shall  have  first 
furnished  to  said  Empire  City  Subway  Company  (Limited)  secuiity  for  the  occupation 
of  said  subway  and  the  payment  of  rentals  therefor  in  advance,  as  provided  by  Chap- 
ter 263  of  the  Laws  of  1892,  and 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
the  streets  shall  be  granted. 

The  meeting  then  adjourned,  subject  to  the  call  of  the  Chair. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  on  Tuesday,  May  19th,  1896,  at  3 o’clock  P.  M. 

Present:  Mayor  William  L.  Strong,  President;  Commissioners  Henry  S.  Kearny, 
Jacob  Hess  and  Thomas  L.  Hamilton. 

The  minutes  of  the  meeting  of  April  nth,  1896,  were  read  and  approved. 

The  following  applications  for  the  construction  of  subways  and  a subsidiary  were 
submitted : 

By  the  Manhattan  Electric  Light  Company  (Limited)  : 

One  three-inch  distributing  duct  on  the  north  side  of  West  Fifty-ninth  street,  from 
the  northwest  corner  of  Fifty-ninth  street  and  Grand  Circle  to  the  east  side  of  Ninth 
avenue. 

One  three-inch  duct  from  the  northeast  corner  of  Fifty-ninth  street  and  Ninth  ave- 
nue to  the  northwest  corner  of  Fifty-ninth  street  and  Ninth  avenue. 

And  from  northwest  corner  of  Fifty-ninth  street  and  Grand  Ciicle  to  the  south- 
west corner  of  Sixtieth  street  and  Boulevard. 

One  three-inch  distributing  duct  on  south  side  of  noth  street  from  the  west  side  of 
First  avenue  to  the  west  side  of  Fifth  avenue. 

By  the  United  Electric  Light  and  Power  Comipany : 

One  three-inch  distributing  duct  on  Spring  street,  from  east  side  of  Eighteenth 
street  to  east  side  of  Broadway. 

By  the  Madison  Square  Light  Company: 

Two  three-inch  ducts  crossing  First  avenue  at  Twenty-fourth  street,  from  the 
northeast  corner  to’  the  northwest  corner. 

By  the  Mount  Morris  Electric  Light  Company : 

One  three-inch  distributing  duct  on  the  north  side  of  Carmine  street,  from  the  west 
side  of  Bleecker  street  to  Sixth  avenue. 

One  three-inch  distributing  duct  on  the  west  side  of  Sixth  avenue,  from  Carmine 
street  to  the  north  side  of  West  Twelfth  street. 
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One  four-inch  distributing  duct  on  the  south  side  of  109th  street,  from  the  east  side 
of  Columbus  avenue  to  the  west  side  of  Columbus  avenue. 

One  four-inch  distributing  duct  on  the  west  side  of  Columbus  avenue,  from  the 
south  side  of  109th  street  to  the  south  side  of  Fifty-ninth  street. 

One  four-inch  distributing  duct  on  Fifty-ninth  street,  from  the  east  side  of  ColuniT 
bus  avenue  to  the  west  side  of  Columbus  avenue. 

One  four-inch  distributing  duct  on  the  east  side  of  Columbus  avenue,  from  the 
south  side  of  109th  street  to  the  south  side  of  Fifty-ninth  street. 

By  the  Metropolitan  Telephone  and  Telegraph  Company; 

State  street.  Bowling  Green  to  south  side  of  Bridge  street. 

Rose  street,  Frankfort  street  to  Duane  street. 

Peck  Slip,  Pearl  street  to  east  side  of  Front  street. 

Catherine  street  (east  side),  Madison  street  to  Water  street. 

Broome  street,  Lewis  street  to  Mangin  street. 

Mangin  street  (east  side),  Lewis  street  to  south  side  of  Rivington  street. 

Avenue  D,  Second  street  to  Sixth  street. 

Sixth  street  (north  side),  Avenue  D to  east  side  of  Lewis  street. 

Greene  street  (east  side),  Houston  street  to  Fourth  street. 

Avenue  D,  Ninth  street  to  Twelfth  street. 

First  avenue  (east  side),  Twent3^-third  street  to  Twenty-sixth  street. 

Eleventh  avenue  (east  side).  Twenty-third  street  to  Twenty-sixth  street. 

Tenth  avenue  (east  side),  Thirtieth  street  to  Thirty-fourth  street. 

Second  avenue  (east  side),  Fifty-first  street  to  Fifty-fourth -street. 

First  avenue  (east  side).  Fifty-eighth  street  to  Seventy-ninth  street. 

West  End  avenue  (west  side).  Seventy-second  street  to  Ninetieth  street. 

103d  street  (south  side),  Columbus  avenue  to  west  side  of  Boulevard. 

104th  street.  Third  avenue  to  east  side  of  First  avenue. 

117th  street,  Third  avenue  to  east  side  of  Pleasant  avenue. 

Lenox  avenue,  ii6th  street  to  124th  street. 

By  the  Western  Union  Telegraph  Company; 

A subsidiary  duct  from  the  east  side  of  Greenwich  street,  corner  of  Harrison 
street,  through  Harrison  street  to  the  Mercantile  Exchange,  corner  of  Hudson  and  Har- 
rison streets.  (A  distance  of  about  350  feet.) 

The  foregoing  applications  were  considered  and  the  following  resolutions  adopted : 

Resolved,  That  the  application  of  the  Manhattan  Electric  Light  Company  (Limited), 
for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors  be 
and  are  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation  of 
high  tension  electrical  conductors  as  follows ; 

One  three-inch  distributing  duct  on  the  north  side  of  West  Eifty-ninth  street,  from 
the  northwest  corner  of  Grand  Circle  and  Fifty-ninth  street  to  the  northwest  corner  of 
Fifty-ninth  street  and  Ninth  avenue. 

And  from  the  northwest  corner  of  Fifty-ninth  street  and  Grand  Circle  to  south- 
west corner  of  Sixtieth  street  and  Boulevard. 


1497 


[May  ig,  1896. 


One  three-inch  distributing  duct  on  south  side  of  noth  street,  from  the  west  side 
of  First  avenue  to  the  west  side  of  Fifth  avenue. 

Pi'ovided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security  for 
the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  laws  of  1892,  and 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  United  Electric  Light  and  Power  Company 
for  the  construction  of  a subway  for  the  accommodation  of  its  electrical  conductors  be 
and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accommodation  of 
high  tension  electrical  conductors  as  follows : 

One  three-inch  distributing  duct  on  Spring  Street,  from  the  east  side  of  Elizabeth 
street  to  the  east  side  of  Broadway. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subway  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security  for 
the  occupation  of  said  subway  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  laws  of  1892,  and 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department 

of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 

the  streets  shall  be  granted. 

\ 

Resolved,  That  the  application  of  the  Madison  Square  Light  Company  for  the 
construction  of  a subway  for  the  accommodation  of  its  electrical  conductors,  dated  May 
14th,  1896,  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accommodation  of 
high  tension  electrical  conductors  as  follows ; 

Two  three-inch  ducts  crossing  First  avenue  at  Twenty-fourth  street,  from  the 
northeast  corner  to  the  northwest  corner  of  said  streets. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subway  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security  for 
the  occupation  of  said  subway  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  laws  of  1892,  and 
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Provided,  That  the  street  shall  be  rapaved  to  the  satisfaction  of  the  Department 
of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
the  street  shall  be  granted. 

Resolved,  That  the  applications  of  the  Mount  Morris  Electric  Light  Company  for 
the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors  be  and 
are  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  hereby  is  authorized  and  directed  to  construct  subways  for  the  accommodation 
of  high  tension  electrical  conductors  as  follows : 

One  three-inch  distributing  duct  on  the  north  side  of  Carmine  street,  from  the  west 
side  of  Bleecker  street  to  Sixth  avenue. 

One  three-inch  distributing  duct  on  the  west  side  of  Sixth  avenue,  from  Carmine 
street  to  the  north  side  of  West  Twelfth  street. 

One  four-inch  distributing  duct  on  the  south  side  of  109th  street,  from  the  east 
.^ide  of  Columbus  avenue  to  the  west  side  of  Columbus  avenue. 

One  four-inch  distributing  duct  on  the  west  side  of  Columbus  avenue,  from  the 
south  side  of  109th  street  to  the  south  side  of  Fifty-ninth  street. 

One  four-inch  distributing  duct  on  Fifty-ninth  street,  from  the  east  side  of  Colum- 
bus avenue  to  the  west  side  of  Columbus  avenue. 

One  four-inch  distributing  duct  on  the  east  side  of  Columbus  avenue,  from  the 
south  side  of  109th  street  to  the  south  side  of  Fifty-ninth  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security  for 
the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  laws  of  1892,  and 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  Metropolitan  Telephone  and  Telegraph  Com- 
pany for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors 
dated  April  30th,  1896,  be  and  it  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  it  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low  tension 
electrical  conductors  as  follows : 

State  street.  Bowling  Green  to  south  side  of  Bridge  street. 

Rose  street,  Frankfort  street  to  Duane  street. 

Peck  Slip,  Pearl  street  to  east  side  of  Front  street. 

Catherine  street  (east  side),  Madison  street  to  Water  street. 

Broome  street,  Lewis  street  to  Mangin  street. 

Mangin  street  (east  side),  Lewis  street  to  south  side  of  Rivington  street 
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Avenue  D,  Second  street  to  Sixth  street. 

Sixth  street  (north  side),  Avenue  D to  east  side  of  Lewis  street. 

Greene  street  (east  side),  Houston  street  to  Fourth  street. 

Avenue  D,  Ninth  street  to  Twelfth  street. 

First  avenue  (east  side).  Twenty-third  street  to  Twenty-sixth  street. 

Eleventh  avenue  (east  side).  Twenty-third  street  to  Twenty-sixth  street. 

Tenth  avenue  (east  side).  Thirtieth  street  to  Thirty-fourth  street. 

Second  avenue  (east  side).  Fifty-first  street  to  Fifty-fourth  street. 

First  avenue  (east  side).  Fifty-eighth  street  to  Seventy-ninth  street. 

West  End  avenue  (west  side).  Seventy-second  street  to  Ninetieth  street. 

103d  street  (south  side),  Columbus  avenue  to  west  side  of  Boulevard. 

104th  street.  Third  avenue  to  east  side  of  First  avenue. 

117th  street.  Third  avenue  to  east  side  of  Pleasant  avenue, 

Lenox  avenue,  ii6th  street  to  124th  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Empire  City  Subway  Company  (Limited)  security  for  the  occupation 
of  said  subways  and  the  payment  of  rentals  therefor,  in  advance,  as  provided  by  Chapter 
263  of  the  Laws  of  1892,  and 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  Western  Union  Telegraph  Company  for  the 
construction  of  a subsidiary  duct  for  the  accommodation  of  its  electrical  conductors, 
dated  April  3d,  1896,  be  and  it  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company  (Limited)  be  and  it  is  hereby 
authorized  and  directed  to  construct  a subsidiary  duct  for  the  accommodation  of  low 
tension  electrical  conductors  as  follows : 

From  the  east  side  of  Greenwich  street,  corner  of  Harrison  street,  through  Harri- 
son street  to  the  Mercantile  Exchange,  corner  of  Hudson  and  Harrison  streets.  (A 
distance  of  about  350  feet.) 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subsidiary  shall  have 
first  furnished  to  said  Empire  City  Subway  Company  (Limited)  securty  for  the  occu- 
pation of  said  subsidiary  duct  and  the  payment  of  rentals  therefor,  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  That  the  street  shall  be  I'epaved  to  the  satisfaction  of  the  Department 
of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
the  street  shall  be  granted. 
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The  application  of  the  New  York  Fire  Notification  Compan}'-  for  a franchise  to  do 
business  in  the  City  of  New  York  was  then  considered  and  the  committee  to  investigate 
and  report  presented  the  following  as  its  report : 

Hon.  William  L.  Strong,  Mayor,  President  of  the  Board  of  Electrical  Control,  New 
York  City : 

Dear  Sir: — ^Your  committee  to  investigate  and  report  on  the  application  of  the 
New  York  Fire  Notification  Company  for  a franchise  to  do  business  in  the  City  of  New 
York,  respectfully  submits  the  following  as  its  report: 

The  above-named  corporation  having  complied  with  the  Laws  of  the  State  of  New 
York,  and  appearing  to  be  financially  responsible  and  abundantly  capable  to  serve  its 
customers,  it  having  also  obtained  the  sanction  of  the  Board  of  Fire  Underwriters,  and 
permission  from  the  Fire  Department  of  the  City  of  New  York  to  connect  with  the 
Fire  Department  Headquarters,  and  it  appearing  that  its  patrons  would  be  materially 
benefited,  it  is  deemed  advisable  to  grant  it  a franchise. 

We  therefore  respectfully  recommend  that 

Whereas,  The  New  York  Fire  Notification  Company  has  petitioned  the  Board  of 
Electrical  Control  for  a franchise  to  do  business  in  the  City  of  New  York,  and  has 
filed  with  the  said  Board  certified  copies  of  its  certificates  of  incorporation,  now,  there- 
fore, be  it 

Resolved,  That  the  New  York  Fire  Notification  Company,  having  filed  the  neces- 
sary certificate  with  the  Secretary  of  the  State  of  New  York  permitting  it  to  do  business, 
be  and  it  is  hereby  authorized  and  empowered  to  lay  and  construct  suitable  wires  or 
other  conductors  in  subways  under  streets,  avenues  and  public  parks  and  places  of  the 
City  of  New  York,  for  conducting  and  distributing  electricity,  under  the  direction  of 
the  Board  of  Electrical  Control,  subject  to  all  existing  rules  applicable  thereto,  and  to 
all  regulations  which  the  Board  may  hereafter  impose  by  resolution  or  otherwise. 

Provided,  always,  and  this  consent  is  given  on  the  express  condition  and  not 
otherwise,  that  until  the  further  order  and  resolution  of  this  Board  the  electrical  con- 
ductors of  said  company  shall  be  laid  in  subways  constructed  by  the  Empire  City  Sub- 
way Company  (Limited)  under  and  in  pursuance  of  the  Statutes  of  the  State  of  New 
York  and  under  and  in  pursuance  of  the  supervision  of  this  Board. 

Yours  respectfully, 

JACOB  HESS, 

THOS.  L.  HAMILTON,  Committee. 

On  motion  of  Commissioner  Kearny  said  report  was  adopted  and  the  Secretary 
was  directed  to  notify  the  said  company  that  it  was  authorized  to  do  business  in  the 
City  of  New  York. 

The  application  of  the  Duplex  Telephone  and  Construction  Company,  dated  May 
4,  1896,  for  permission  to  build  a pole  line  on  Bronx  place,  from  Third  avenue  to  City 
line,  and  string  two  wires  on  same,  also  to  build  a pole  line  on  Third  avenue,  from  City 
line  to  Boston  Post  road,  and  string  two  wires  on  same,  was  then  read  and  the  following 
resolution  was  adopted : 
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Resolved,  That  the  application  of  the  Duplex  Telephone  and  Construction  Com- 
pany, dated  May  4,  1896,  requesting  permission  to  build  a pole  line  on  Bronx  place,  from 
Third  avenue  to  the  City  line,  and  to  string  wires  thereon,  and  also  to  build  a pole  line 
on  Third  aventae  from  City  line  to  Boston  Post  road,  and  string  wires  thereon,  be  re- 
ferred to  a committee  to  be  named  by  the  Mayor,  who  will  ascertain  and  report  to  the 
Board  whether  the  Duplex  Telephone  and  Construction  Company  is  a duly  incorpo- 
rated company,  authorized  to  transact  business  under  the  Laws  of  the  State  of  New 
York,  and  a proper  party  to  obtain  the  permission  asked  for,  and  whether  it  is  advisable 
to  grant  the  pending  application. 

The  Mayor  appointed  Commissioners  Kearny  and  Hamilton  as  such  committee. 

A communication  dated  April  24,  1896,  from  Messrs.  Hoadly,  Lauterbach  & John- 
son complaining  of  wires  alleged  to  be  the  property  of  the  Holmes  Electric  Protective 
Company  was  read. 

At  the  request  of  William  N.  Cohen,  Esq.,  counsel  for  the  complainants,  the  Board 
ordered  an  investigation  and  a report  at  the  next  meeting. 

A communication  from  the  City  Improvement  Society  to  the  Mayor,  dated  May 
5th,  1896,  regarding  the  necessity  of  lighting  Columbus  avenue  with  electricity  was  read, 
and  it  was  ordered  that  the  Secretary  acknowledge  receipt  of  said  communication. 

The  meeting  then  adjourned  subject  to  the  call  of  the  Chair. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  on  Thursday,  July  9th,  1896,  at  2.30  P.  M. 

Present:  Mayor  William  L.  Strong,  President;  Commissioners  Henry  S.  Kearny, 
Jacob  Hess  and  Thomas  L.  Hamilton. 

The  minutes  of  the  meeting  of  May  19th,  1896,  were  read  and  approved. 

The  following  applications  for  the  construction  of  subways  for  high  tension  elec- 
trical conductors  service  were  submitted : 

By  the  New  York  Heat,  Light  and  Power  Company. 

One  three-inch  duct  on  Frankfort  street,  from  Gold  street  to  William  street. 

One  three-inch  duct  on  William  street,  from  Frankfort  street  to  Duane  street. 

One  three-inch  duct  on  North  William  street,  from  Frankfort  street  to  Park  Row. 

By  the  United  Electric  Light  and  Power  Company : 

One  three-inch  distributing  duct  on  St.  Mark’s  place,  from  First  avenue  to  Second 
avenue. 

One  four-inch  distributing  duct  on  west  side  of  Essex  street,  from  south  side  of 
Grand  street  to  north  side  of  Hester  street. 
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One  three-inch  distributing  duct  on  north  side  of  Hester  street,  from  east  side  of 
Allen  street  to  west  side  of  Norfolk  street. 

One  three-inch  distributing  duct  on  west  side  of  Sixth  avenue,  from  south  side  of 
Bleecker  and  Carmine  streets  to  south  side  of  Twelfth  street. 

One  four-inch  distributing  duct  on  Fifty-ninth  street,  from  the  Grand  Circle  west 
to  Tenth  avenue. 

One  three-inch  distributing  duct  on  Forty-seventh  street,  from  Eighth  avenue  to 
Ninth  avenue. 

One  three-inch  distributing  duct  on  north  side  of  Waverly  place,  from  west  side  of 
Broadway  to  east  side  of  University  place. 

One  three-inch  distributing  duct  on  west  side  of  Mercer  street,  from  south  side 
of  Fourth  street  to  south  side  of  Eighth  street. 

One  three-inch  distributing  duct  on  south  side  of  Fourth  street,  from  west  side  of 
Broadway  to  west  side  of  Sixth  avenue. 

The  foregoing  applications  were  considered  and  the  following  resolutions  adopted : 

Resolved,  That  the  application  of  the  New  York  Heat,  Light  and  Power  Company 
for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors, 
dated  June  loth,  1896,  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation 
of  high  tension  electrical  conductors  as  follows : 

One  three-inch  duct  on  Frankfort  street,  from  Gold  street  to  William  street. 

One  three-inch  duct  on  William  street,  from  Frankfort  street  to  Duane  street. 

One  three-inch  duct  on  North  William  street,  from  Frankfort  street  to  Park  Row. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security  for 
the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  laws  of  1892,  and 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
the  streets  shall  be  granted. 

Resolved,  That  the  applications  of  the  United  Electric  Light  and  Power  Company 
for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors  be 
and  are  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be^ 
and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  laccommodation 
of  high  tension  electrical  conductors  as  follows: 

One  three-inch  distributing  duct  on  St.  Mark’s  place,  from  First  avenue  to  Second 
avenue. 

One  four-inch  distributing  duct  on  west  side  of  Essex  street,  from  south  side  of 
Grand  street  to  north  side  of  Hester  street. 
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One  three-inch  distributing  duct  on  north  side  of  Hester  street,  from  east  side  of 

Allen  street  to  west  side  of  Norfolk  street. 

One  three-inch  distributing  duct  on  the  west  side  of  Sixth  avenue,  fiom  south  side 
of  Bleecker  and  Carmine  streets  to  south  side  of  Twelfth  street. 

One  three-inch  distributing  duct  on  Fifty-ninth  street  from  the  Grand  Circle  west 

to  Ninth  avenue. 

One  four-inch  distributing  duct  on  Fifty-ninth  street,  from  east  side  of  Ninth  ave- 
nue to  west  side  of  Tenth  avenue. 

One  three-inch  distributing  duct  on  Forty-seventh  street,  from  Eighth  avenue  to 
Ninth  avenue. 

One  three-inch  distributing  duct  on  north  side  of  Waverly  place,  from  west  side  of 

Broadway  to  east  side  of  University  place. 

One  three-inch  distributing  duct  on  west  side  of  Mercer  street,  from  south  side  of 

Fourth  street  to  south  side  of  Eighth  street. 

One  three-inch  distributing  duct  on  the  south  side  of  Fourth  street,  fiom  west  side 

of  Broadway  to  west  side  of  Sixth  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security  for 
the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  laws  of  1892,  and 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works,  by  or  at  the'  expense  of  the  company  to  which  the  permit  for  opening 
the  streets  shall  be  granted. 

The  following  application  of  the  New  York  Telephone  Company  for  a franchise 
to  do  business  in  the  city  of  New  York  was  read: 

New  York  Telephone  Company, 

Successor  to 

The  Metropolitan  Telephone  and  Telegraph  Co., 
Office  of  the  President. 

New  York,  July  7th,  1896. 

To  the  Board  of  Electrical  Control,  in  and  for  the  City  of  New  York; 

Gentlemen  : — The  New  York  Telephone  Company  respectfully  shows  to  this  Board 
that  it  is  a corporation  of  the  State  of  New  York,  duly  organized  under  and  by 
virtue  of  the  provisions  of  Article  VIII.  of  the  Transportation  Corporations  Law, 
as  more  fully  appears  by  the  Certificate  of  Incorporation  of  said  Company,  of 
which  a certified  copy  is  hereto  annexed. 

That  said  Company  was  organized  for  the  purpose  of  constructing,  maintain- 
ing and  operating  telephone  and  telegraph  lines  in  the  City  of  New  York  and 
elsewhere,  and  that  it  is  duly  authorized  by  law  to  construct,  maintain  and 
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operate  electrical  conductors  in  the  public  streets,  avenues  and  highways  of  said 
city. 

That  said  Company  desires  to  place  its  conductors  underground  in  said 
streets,  avenues  and  highways. 

That  in  cases  where  the  public  interests  do  not  require  the  electrical  conduc- 
tors to  be  placed  underground  or  for  any  cause  it  is  impracticable  to  advan- 
tageously operate  underground  the  electrical  conductors  required  by  said  Com- 
pany, it  desires  to  be  permitted  to  deviate  from  an  underground  system,  and  to 
carry  such  conductors  along  or  across,  and  above  said  streets,  avenues  and  high- 
ways, so  far  as  authorized  by  law. 

The  said  Company  respectfully  asks  that  such  action  be  taken  and  such  au- 
thority given  it  by  resolution  of  the  Board  as  may  be  requisite  and  proper  in  the 
premises. 

Respectfully, 

CHAS.  F.  CUTLER,  President. 

Annexed  to  said  communication  was  a copy  of  the  Certificate  of  Incorpora- 
tion of  the  New  York  Telephone  Company,  with  certificate  of  Secretary  of  State 
attached. 

After  consideration  of  the  application,  it  appearing  that  the  said  Company 
is  a reorganization  of  existing  corporations  and  has  taken  over  the  interests  and 
franchises  of  companies  well  known  to  the  Board,  and  for  many  years  operating 
under  the  license  of  the  Board,  the  following  resolution  was  adopted: 

Whereas,  The  New  York  Telephone  Company  has  submitted  to  this  Board  a 
certified  copy  of  its  Certificate  of  Incorporation,  from  which  it  appears  that  said 
company  is  duly  incorporated  under  and  by  virtue  of  the  provisions  of  Article 
VIII.  of  the  Transportation  Corporations  Law,  for  the  purpose  of  constructing, 
maintaining  and  operating  telephone  and  telegraph  lines  in  the  City  of  New  York, 
and  elsewhere,  and  said  company  is  by  law  duly  authorized  to  construct,  main- 
tain and  operate  electrical  conductors  in  the  public  streets,  avenues  and  highways 
of  said  city;  and 

Whereas,  Said  New  York  Telephone  Company  desires  to  place  its  conductors 
underground  in  said  streets,  avenues  and  highways,  in  the  subways  prepared 
under  the  authority  of  this  Board,  or  its  predecessors. 

Resolved,  That  said  New  York  Telephone  Company  be  and  it  is  hereby 
authorized  and  empowered  to  and  construct  suitable  wires  or  other  conductors 
in  subways  under  streets,  avenues  and  public  places  of  the  City  of  New  York  for 
conducting  and  distributing  electricity  for  telephonic  and  telegraphic  purposes 
under  the  direction  and  supervision  of  the  Board  of  Electrical  Control  subject  to 
all  existing  rules  applicable  thereto  and  to  all  regulations  which  this  Board  may 
hereafter  impose  by  resolution  or  otherwise;  such  electrical  conductors  to  be 
laid  and  constructed  in  and  through  the  subways  of  the  Empire  City  Subway 
Company,  Limited,  until  the  further  order  and  resolution  of  this  Board. 
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The  application  of  the  Duplex  Telephone  and  Construction  Company^  which 
was  laid  over  from  the  last  meeting,  pending  a report,  was  taken  up,  but  owing 
to  the  absence  of  the  representative  of  the  company  the  matter  was  laid  over  until 
the  next  meeting  of  the  Board. 

The  matter  of  the  complaint  presented  at  the  last  meeting  by  Hoadley, 
Lauterbach  & Johnson  was  then  taken  up  for  action.  Counsel  for  complainants 
not  being  present,  and  no  one  appearing  on  behalf  of  the  Holmes  Electric  Pro- 
tective Company,  consideration  of  the  matter  was  deferred  until  the  next  meeting. 

The  meeting  then  adjourned  subject  to  the  call  of  the  Chair. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Board,  1264  Broadway,  on  Wednesday,  July  22d,  1896,  at  12  M. 

Present:  Commissioners  Henry  S.  Kearny,  Jacob  Hess  and  Thomas  L.  Ham- 
ilton. 

The  following  applications  for  the  construction  of  subways  for  the  accommo- 
dation of  electrical  conductors  were  submitted: 

By  the  Edison  Electric  Illuminating  Company: 

On  the  east  side  of  Sixth  avenue  from  Fifteenth  street  to  Nineteenth  street. 

By  the  Mount  klorris  Electric  Light  Company: 

One  three-inch  distributing  duct  on  the  south  side  of  West  Third  street  from 
the  west  side  of  Sixth  avenue  to  the  west  side  of  West  Broadway. 

By  the  United  Electric  Light  and  Power  Company: 

One  three-inch  distributing  duct  on  Third  avenue  from  the  southwest  corner 
of  Fifty-sixth  street  to  the  northeast  corner  of  Fifty-sixth  street  and  Third  avenue. 

The  foregoing  applications  were  considered  and  the  following  resolutions 
adopted: 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company 
for  the  construction  of  a subway  for  the  accommodation  of  its  electrical  con- 
ductors be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is 
hereby  authorized  and  directed  to  construct  a subway  for  the  accommodation  of 
low  tension  electrical  conductors  as  follows: 

On  the  east  side  of  Sixth  avenue  from  Fifteenth  street  to  Nineteenth  street. 

Provided  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subway  shall 
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have  first  furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for 
the  occupation  of  said  subway  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892,  and 

Provided  that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works,  by  or  at  the  expense  of  the  Company  to  which  the  permit  for 
opening  the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  Mount  Morris  Electric  Light  Company 
for  the  construction  of  a subway  for  the  accommodation  of  its  electrical  conduc- 
tors be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accom- 
modation of  high  tension  electrical  conductors  as  follows: 

One  three-inch  distributing  duct  on  the  south  side  of  West  Third  street  from 
the  west  side  of  Sixth  avenue  to  the  west  side  of  West  Broadway. 

Provided  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subway  shall 
have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Com- 
pany security  for  the  occupation  of  said  subway  and  the  payment  of  rentals  there- 
for in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit 
for  opening  the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  United  Electric  Light  and  Power  Com- 
pany for  the  construction  of  a subsidiary  for  the  accommodation  of  its  electrical 
conductors  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  a subsidiary  for  the  ac- 
commodation of  high  tension  electrical  conductors  as  follows: 

One  three-inch  distributing  duct  on  Third  avenue  from  the  southwest  corner 
of  Eifty-sixth  street  to  the  northeast  corner  of  Fifty-sixth  street  and  Third  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subway  shall 
have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Com- 
pany security  for  the  occupation  of  said  subway  and  the  payment  of  rentals  there- 
for in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  that  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit 
for  opening  the  streets  shall  be  granted. 


The  meeting  then  adjourned. 
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Meeting  of  the  Boaid  of  Electrical  Control,  held  at  the  office  of  the  Board  on 
Wednesday,  August  sth,  1896. 

Present:  Commissioners  Henry  S.  Kearny,  Jacob  Hess  and  Thomas  L.  Ham- 
ilton. 


The  following  application  of  the  Edison  Electric  Illuminating  Company  for 
the  construction  of  subways  for  the  accommodation  of  electrical  conductors  was 
submitted: 

Beaver  street  (north  side),  from  east  side  of  New  street  to  west  side  of  Broadway. 

Fifth  avenue  (east  side),  from  north  side  of  Twelfth  street  to  south  side  of 
Fourteenth  street. 

Sixth  avenue  (east  side),  from  north  side  of  Twelfth  street  to  north  side  of 
Fourteenth  street. 

Twelfth  street  (north  side),  from  115-119  East  Twelfth  street  (Edison  Sta- 
tion) to  east  side  of  Sixth  avenue. 

The  foiegoing  application  was  considered,  and  the  following  resolution 
adopted: 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company 
for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conduc- 
tors, dated  July  29th,  1896,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  .Subway  Company,  Limited,  be  and  it  is 
hereby  authorized  and  directed  to  construct  subways  for  the  accommodation  of 
low  tension  electrical  conductors  as  follows : 

Beaver  street  (north  side),  from  east  side  of  New  street  to  west  side  of  Broadway. 

Fifth  avenue  (east  side),  from  north  side  of  Twelfth  street  to  south  side  of 
Fourteenth  street. 

Sixth  avenue  (east  side),  from  north  side  of  Twelfth  street  to  north  side  of 
Fourteenth  street. 

Twelfth  street  (north  side),  from  115-119  East  Twelfth  street  (Edison  Sta- 
tion) to  east  side  of  Sixth  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnished  to  said  Empire  City  Subway  Company,  Limited,  security 
for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  ad- 
vance, as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  Company  to  which  the  permit 
for  opening  the  streets  shall  be  granted. 

The  petition  of  the  Third  Avenue  Railroad  Company  for  permission  to  use 
trolley  motive  power  on  the  Kingsbridge  extension  in  New  York  City,  from  i62d 


August  5,  1896.] 


1508 


street  north,  with  a copy  of  the  notice  of  sale  of  the  street  railroad  franchise  by 
the  Mayor,  Aldermen  and  Commonalty  of  the  City  of  New  York,  dated  October 
2ist,  1895,  with  the  affidavit  of  consent  of  the  property  owners  and  the  diagram  of 
proposed  trolley  pole  and  a map  of  the  Third  avenue  railroad  system,  was  sub- 
mitted by  the  ?ttorney  of  the  road,  Edward  Lauterbach,  Esq. 

From  the  examination  of  the  papers  above  enumerated,  it  appearing  that  the 
Third  Avenue  Railroad  Company  has  acquired  from  the  Mayor,  Aldermen  and 
Commonalty  of  the  City  of  New  York  the  right  to  lay  tracks  and  operate  a 
surface  road  on  Broadway,  or  Kingsbridge  road,  from  i62d  street  northerly  and 
northwesterly  through  and  along  Kingsbridge  road  to  the  city  limits; 

Also  from  the  junction  of  Kingsbridge  road  and  Riverdale  avenue,  running 
northerly  and  northwesterly  through  and  along  Riverdale  avenue  to  the  city 
limits; 

Also  from  i62d  street,  as  projected,  through  and  along  Eleventh  avenue,  or 
Boulevard,  to  the  junction  of  Kingsbridge  road  at  or  near  169th  street,  with  all 
the  necessary  connections,  &c.,  for  the  convenient  working  of  the  road. 

On  motion  of  Commissioner  Hess  the  following  resolution  was  unanimously 
adopted: 

Resolved,  That  the  Third  Avenue  Railroad  Company  be  and  it  is  granted 
permission  to  erect  trolley  poles  and  the  necessary  wires  and  fixtures  for  operat- 
ing a trolley  road  on  Kingsbridge  road,  or  Broadway,  from  i62d  street,  northerly 
and  northwesterly^  through  and  along  Kingsbridge  road  to  the  intersection  of 
Riverdale  avenue; 

Also,  from  the  junction  of  Kingsbridge  road  and  Riverdale  avenue,  running 
northerly  and  northwesterly  through  and  along  Riverdale  avenue  to  the  city  limits ; 

Also,  from  i62d  street,  as  projected,  through  and  along  Eleventh  avenue,  or 
Boulevard,  to  the  junction  of  Kingsbridge  road  at  or  near  169th  street. 

The  said  work  to  be  performed  under  the  rules,  regulations  and  directions 
of  the  Board  of  Electrical  Control,  strictly  in  accordance  with  the  franchise 
granted  by  the  Mayor,  Aldermen  a:nd  Commonalty  of  the  City  of  New  York. 

Permission  of  the  Railroad  Commissioners  of  the  State  of  New  York  must 
first  be  obtained  for  operating  the  said  road  by  electric  trolley  power. 

The  Secretary  of  the  Board  was  directed  to  issue  the  necessary  permit  in  writ- 
ing as  above. 


The  meeting  then  adjourned. 
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Minutes  of  the  meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  on  Wednesday,  September  i6th,  1896,  at  2 o’clock  P.  M. 

Present:  Mayor  William  L.  Strong,  President;  Commissioners  Henry  S. 
Kearny  and  Thomas  L.  Hamilton. 

The  minutes  of  the  meetings  of  July  9th  and  22d,  and  August  5th  were  read 
and  approved. 

The  following  applications  were  submitted  for  the  construction  of  subways 
for  the  accommodation  of  electrical  conductors: 

By  the  New  York  Telephone  Company;, 

On  Columbus  avenue  from  107th  street  to  109th  street. 

On  Seventy-fifth  street,  from  the  east  side  of  West  End  avenue  to  the  west 
side  of  said  avenue. 

On  Seventy-seventh  street  from  the  east  side  of  West  End  avenue  to  the  west 
side  of  said  avenue. 

On  Eighty-sixth  street,  from  the  east  side  of  West  End  avenue  to  the  west 
side  of  said  avenue. 

By  the  Edison  Electric  Illuminating  Company  of  New  York: 

West  Broadway,  east  side,  from  south  side  of  Canal  street  to  north  side  of 
Prince  street. 

Park  avenue,  west  side^  from  south  side  of  Eortieth  street  to  south  side  of 
Forty-second  street 

Madison  avenue,  east  side,  from  south  side  of  Fifty-ninth  street  to  south 
side  of  Sixtieth  street. 

By  the  Mount  Morris  Electric  Light  Company: 

One  three-inch  distributing  duct  crossing  Eighth  avenue  at  a point  opposite 
2285  Eighth  avenue,  from  the  east  side  to  the  west  side  of  said  avenue. 

One  three-inch  distributing  duct  on  the  north  side  of  West  iiith  street  from 
the  east  side  of  Eighth  avenue  to  the  west  side  of  Eighth  avenue. 

One  three-inch  distributing  duct  on  the  east  side  of  Eighth  avenue  from  the 
north  side  of  West  iiith  street  to  the  south  side  of  West  i2Sth  street. 

One  four-inch  distributing  duct  on  the  west  side  of  Eighth  avenue  from  the 
south  side  of  West  iiith  street  to  the  south  side  of  West  125th  street. 

By  the  United  Electric  Light  and  Power  Company: 

One  three-inch  distributing  duct  on  the  west  side  of  West  End  avenue  from 
Seventy-second  street  to  Eightieth  street. 

The  followiirg  application  for  the  construction  of  subsidiaries  for  the  accom- 
modation of  electrical  conductors  was  submitted  by  the  Manhattan  Electric  Light 
Company,  Limited: 

From  the  subway  conduit  on  First  avenue  at  Seventy-third  street  to  Nos.  321 
and  323  East  Seventy-third  street,  a distance  of  about  300  feet. 

Also  from  said  conduit  at  Seventy-first  street  and  First  avenue  to  No.  422 
East  Seventy-first  street,  a distance  of  about  300  feet. 
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All  said  applications  were  considei'ed  and  the  following  resolutions  adopted: 

Resolved,  That  the  application  of  New  York  Telephone  Company  for  the  construc- 
tion of  subways  for  the  accommodation  of  its  electrical  conductors,  dated  August  19th, 
1896,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is 
hereby  authorized  and  directed  to  construct  subways  for  the  accommodation  of 
low  tension  electrical  conductors  as  follows: 

On  Columbus  avenue  from  107th  street  to  109th  street. 

On  Seventy-fifth  street,  from  the  east  side  of  West  End  avenue  to  the  west 
side  of  said  avenue. 

On  Seventy-seventh  street  from  the  east  side  of  West  End  avenue  to  the  west 
side  of  said  avenue. 

On  Eightj'-sixth  street,  from  the  east  side  of  West  End  avenue  to  the  west 
side  of  said  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnished  to  said  Empire  Citj’-  Subway  Company,  Limited,  security 
for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  ad- 
vance. as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  Company  to  which  the  permit 
for  opening  the  streets  shall  be  granted. 

Resolved,  That  the  applications  of  the  Edison  Electric  Illuminating  Company 
of  New  York  for  the  construction  of  subways  for  the  accommodation  of  its  elec- 
trical conductors,  dated  September  nth  and  15th,  1896,  be  and  are  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is 
hereby  authorized  and  directed  to  construct  subways  for  the  accommodation  of 
low  tension  electrical  conductors  as  follows: 

West  Broadway,  east  side,  from  south  side  of  Canal  street  to  north  side  of 
Prince  street. 

Park  avenue^  west  side,  from  south  side  of  Fortieth  street  to  south  side  of 
Forty-second  street. 

Madison  avenue,  east  side,  from  south  side  of  Fifty-ninth  street  to  south  side 
of  Sixtieth  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnished  to  said  Empire. City  Subway  Company,  Limited,  security 
for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  ad- 
vance, as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 
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Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  Company  to  which  the  permit 
for  opening  the  streets  shall  be  granted. 

Resolved,  That  the  applications  of  the  Mount  Morris  Electric  Light  Company 
for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conduc- 
tors, dated  August  21st,  1896,  be  and  are  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accom- 
modation of  high  tension  electrical  conductors,  as  follows: 

One  three-inch  distributing  duct  crossing  Eighth  avenue  at  a point  opposite 
2285  Eighth  avenue,  from  the  east  side  to  the  west  side  of  said  avenue. 

One  three-inch  distributing  duct  on  the  north  side  of  West  ilith  street,  from 
the  east  side  of  Eighth  avenue  to  the  west  side  of  Eighth  avenue. 

One  three-inch  distributing  duct  on  the  east  side  of  Eighth  avenue,  from  the 
north  side  of  West  iiith  street  to  the  south  side  of  West  125th  street. 

One  four-inch  distributing  duct  on  the  west  side  of  Eighth  avenue,  from  the 
south  side  of  West  iiith  street  to  the  south  side  of  West  125th  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway 
Company  security  for  the  occupation  of  said  subways  and  the  payment  of  rentals 
therefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  Thai  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  Company  to  v/hich  the  peimit 
for  opening  the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  United  Electric  Light  and  Power  Com- 
pany for  the  construction  of  a subway  for  the  accommodation  of  its  electrical 
conductors,  dated  August  6th,  1896,  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accom- 
modation of  high  tension  electrical  conductors,  as  follows: 

One  three-inch  distributing  duct  on  the  west  side  of  West  End  avenue,  from 
Seventy-second  street  to  Eightieth  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subway 
shall  have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway 
Company  security  for  the  occupation  of  said  subway  and  the  payment  of  rentals  there- 
for in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  Company  to  v/hich  the  permit 
for  opening  the  streets  shall  be  granted. 
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Resolved,  That  the  application  of  the  Manhattan  Electric  Light  Company, 
Limited,  for  the  construction  of  subsidiaries  for  the  accommodation  of  its  electrical  con- 
ductors, dated  September  14th,  1896,  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  subsidiaries  for  the  accom- 
modation of  high  tension  electrical  conductors,  as  follows. 

hrom  the  subway  conduit  on  First  avenue  at  Seventy-third  street  to  Nos.  321 
and  323  East  Seventy-third  street,  a distance  of  about  300  feet. 

Also  from  said  conduit  at  Seventy-first  street  and  First  avenue  to  No.  422  East 
Seventy-first  street,  a distance  of  about  300  feet. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subsidiaries 
shall  have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway 
Company  security  for  the  occupation  of  said  subsidiaries  and  the  payment  of 
rentals  therefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  Company  to  vNiich  the  permit 
for  opening  the  streets  shall  be  granted. 

Meeting  then  adjourned  subject  to  the  call  of  the  Chair. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office 
of  the  Board,  1264  Broadway,  on  Tuesday,  October  6th,  1896,  at  2 o clock  P.  M. 

Present;  Commissioners  Henry  S.  Kearny,  Jacob  Hess  and  Thomas  L.  Ham- 
ilton. 

In  the  absence  of  the  President  of  the  Board,  Commissioner  Pless  was  se- 
lected as  Chairman  of  said  meeting. 

The  following  application  made  by  the  Fleischhauer  Electric  Light  and 
Power  Company  f9r  a franchise  to  do  business  in  the  City  of  New  York  was  then 

read: 

“Fleischhauer  Electric  Ihght  & Power  Co., 

General  Office,  North-west  Cor.  44TH  St.  & ist  Ave., 

New  York,  October  2d,  1896. 

To  the  Honorable  Board  of  Electrical  Control  in  and  for  the  City  of  New  York: 

The  petitioner,  the  Fleischhauer  Electric  Light  and  Power  Company,  re- 
spectfully shows: 
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I-  That  your  petitioner  is  a corporation  duly  organized  in,  under  and  pur- 
suant to  the  laws  of  the  State  of  New  York,  and  having  lawful  right  to  manufac- 
ture and  use  electricity  for  producing  light,  heat  and  power  in  the  City  of  New 
York. 

II-  That  your  petitioner  is  duly  organized  and  supplied  with  ample  means 
for  the  production  and  supply  and  distribution  of  electricity  under  and  in  accord- 
ance with  the  statutes  of  the  State  of  New  York,  and  the  rules  and  regulations  of 
the  Board  of  Electrical  Control. 

Ill-  'I  hat  your  petitioner  is  ready  to  make  agreements  for  the  distribution  of 
electricity  produced  by  it,  upon  being  authorized  to  prosecute  the  business  over 
electrical  conductors  in  the  City  of  New  York,  as  required  by  the  agreement  be- 
tween the  Board  of  Electrical  Control  and  the  Consolidated  Telegraph  and  Elec- 
tiical  Subway  Company,  and  upon  obtaining  use  of  sufficient  ducts  and  spaces  in 
the  conduits  of  the  underground  system  for  the  transaction  of  its  business,  it  will 
be  able  to  enter  upon  and  transact  the  business  of  producing,  conveying  and  distributing 
electricity  within  the  said  city  according  to  the  system  inaugurated  by  the  Board  of 
Electrical  Control,  and  under  such  reasonable  regulations  as  your  Honorable  Board  may 
provide. 

IV.— And  your  petitioner  further  respectfully  requests  your  Honorable  Board 
to  exercise  the  powers  conferred  upon  it  by  the  Laws  of  the  State  of  New  York, 
to  authorize  and  enable  your  petitioner  to  prosecute  the  transaction  of  business 
over- electrical  conductors  in  the  City  of  New  York  through  the  streets,  avenues, 
public  parks  and  places  thereof,  upon  such  terms  and  conditions  as  the  public 
convenience  and  welfare  may  require,  and  as  may  be  required  by  the  agreement 
,of  the  Board  of  Electrical  Control  with  the  Consolidated  Telegraph  and  Elec- 
trical Subway  Company;  and  that  your  Honorable  Board  will  adopt  and  pass  the 
resolution  conferring  such  right  upon  this  petitioner. 

In  witness  whereof,  said  corporation,  the  Fleischhauer  Electric  Light  and  Power 
Co.,  has  caused  these  present  to  be  signed  by  its  president  and  its  corporate  seal  to  be 
afhxed  this  2nd  day  of  October,  i8g6. 

(Seal.)  JACOB  FLEISCHHAUER,  President.” 

Accompanying  said  application  was  a certified  copy  of  the  certificate  of  in- 
corporation of  the  Fleischhauer  Electric  Light  and  Power  Company. 

After  some  discussion,  on  motion  of  Commissioner  Hamilton,  it  was 

Resolved,  That  the  application  of  the  Fleischhauer  Electric  Light  and  Power 
Company,  requesting  this  Board  for  a franchise  to  do  business  in  the  City  of 
New  York,  and  asking  for  certain  privileges  to  erect  wires  and  operate  electrical 
conductors,  be  referred  to  the  Chairman  of  this  meeting,  as  a committee,  to  as- 
certain and  report  to  the  Board  whether  said  company  is  duly  incorporated  under 
the  laws  of  the  State  of  New  York,  and  is  a proper  party  to  obtain  the  privileges  asked 
for,  and  that  said  committee  report  at  the  next  meeting  of  the  Board. 


The  meeting  then  adjourned  subject  to  the  call  of  the  Chair. 
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Meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the  Mayor,  Thurs- 
day, October  29th,  1896,  at  3 o’clock  P.  M. 

Present:  Mayor  William  L.  Strong,  President;  Commissioners  Henry  S. 
Kearny,  Jacob  Hess  and  Thomas  L.  Hamilton. 

Minutes  of  the  meetings  of  September  i6th  and  October  6th  were  read  and  approved. 

Application  from  the  Treasury  Department  of  the  United  States,  dated  Sep- 
tember 25th,  1896^  asking  for  subway  on  Wall  street,  between  Sub-Treasury 
Building  and  Customs  House,  was  read,  together  with  request  from  Secretary  of 
the  Board  to  the  Corporation  Counsel,  asking  for  opinion  as  to  power  of  the 
Board  to  grant  same. 

Special  Deputy  Collector  Dudley  F.  Phelps,  and  Special  Agent  Walter  H. 
Hills,  appeared  on  behalf  of  the  Treasury  Departnient.  After  some  discussion,  it 
appearing  that  no  reply  to  the  letter  sent  him  had  been  received  from  the  Cor- 
poration Counsel,  it  was. 

Resolved,  That  the  Secretary  communicate  with  the  Corporation  Counsel  and 
request  an  immediate  answer  to  the  first  inquiry  contained  in  the  letter  addressed 
to  him  under  date  of  September  29th,  and  that  the  application  of  the  Treasury  De- 
partment lie  over,  pending  the  receipt  of  same. 

The  following  applications  were  submitted  for  the  construction  of  subways 
for  the  accommodation  of  electrical  conductors: 

By  the  United  Electric  Light  and  Power  Company ; 

For  one  three-inch  distributing  duct  on  the  east  side  of  Orchard  street  from 
the  north  side  of  Hester  street  to  the  north  side  of  Canal  street. 

By  the  Block  Lighting  and  Power  Company  No.  i: 

For  one  four-inch  duct  on  the  south  side  of  Thirty-first  street  from  the  west 
side  of  Fifth  avenue  to  the  west  side  of  Sixth  avenue. 

By  the  Manhattan  Electric  Light  Company; 

For  duct  on  the  east  side  of  Fourth  avenue  from  northeast  corner  of  Eighth 
street  to  northeast  corner  of  Twelfth  street. 

On  west  side  of  Second  avenue  from  southwest  corner  of  Forty-second  street 
to  the  southwest  corner  of  Fourteenth  street. 

On  the  north  side  of  Seventy-second  street  from  the  northwest  corner  of  Avenue  A 
to  the  northwest  corner  of  Fifth  avenue. 

By  the  Edison  Electric  Illuminating  Company  of  New  York: 

On  East  Forty-first  street,  south  side,  from  east  side  of  Fourth  avenue  to  east 
side  of  Lexington  avenue. 

All  said  applications  were  considered  and  the  following  resolutions  adopted: 


ISIS 


[October  29,  1896. 


Kesolved,  That  the  application  of  the  United  Electric  Light  and  Power  Com- 
pany for  the  construction  of  a subway  for  the  accommodation  of  its  electrical 
conductors,  dated  October  8th,  1896,  be  and  is  hereby  granted.  f 

.j 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accommodation 
of  high  tension  electrical  conductors,  as  follows  : 

One  three-inch  distributing  duct  on  east  side  of  Orchard  street  from  north 
side  of  Hester  street  to  north  side  of  Canal  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subway 
shall  have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway 
Company  secuiity  for  the  occupation  of  said  subway  and  the  payment  of  rentals  therefor 
in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  Thai  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  Company  to  which  the  I'ermit 
for  opening  the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  Block  Lighting  and  Power  Company 
No.  I for  the  construction  of  a subway  for  the  accommodation  of  its  electrical 
conductors,  dated  October  26th,  i8g6,  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  heieby  authoiized  and  directed  to  construct  a subway  for  the  accommodation 
of  high  tension  electrical  conductors,  as  follows  : 

One  four-inch  duct  on  south  side  of  Thirty-first  street  from  west  side  of  Fifth 
avenue  to  west  side  of  Sixth  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subway  shall  have 
first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security 
for  the  occupation  of  said  subway  and  the  payment  of  rentals  therefor  in  advance,  as 
provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  Company  to  which  the  permit 
for  opening  the  streets  shall  be  granted. 

Resolved,  That  the  applications  of  the  Manhattan  Electric  Light  Company  for 
the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors  be 
and  are  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accom- 
modation of  high  tension  electrical  conductors,  as  follows: 

On  east  side  of  Fourth  avenue  from  northeast  corner  of  Eighth  street  to 
northeast  corner  of  Twelfth  street. 
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On  west  side  of  Second  avenue  from  southwest  corner  of  Forty-second  street 
to  the  southwest  corner  of  Fourteenth  street. 

On  the  north  side  of  Seventy-second  street  from  the  northwest  corner  of  Avenue  A 
to  the  northwest  corner  of  Fifth  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway 
Company  security  for  the  occupation  of  said  subways  and  the  payment  of  rentals 
therefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  Company  to  which  the  permit 
for  opening  the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company 
of  New  York  for  the  construction  of  a subway  for  the  accommodation  of  its  elec- 
trical conductors  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is 
hereby  authorized  and  directed  to  construct  a subway  for  the  accommodation  of  low  ten- 
sion electrical  conductors  as  follows : 

On  south  side  of  Forty-first  street,  from  east  side  of  Fourth  avenue  to  east  side 
of  Lexington  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnished  to  said  Empire  City  Subway  Company,  Limited,  security 
for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  ad- 
vance, as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  Company  to  which  the  permit 
for  opening  the  streets  shall  be  granted. 

Commissioner  Hess,  as  the  Committee  appointed  to  investigate  and  report 
upon  the  application  of  the  Eleischhauer  Electric  Light  and  Power  Company  for  a 
franchise  to  do  business  in  the  City  of  New  York,  presented  the  following; 

Hon.  William  L.  Strong,  Mayor,  President  Board  of  Electrical  Control: 

Dear  Sir:— Your  committee,  heretofore  appointed  to  investigate  and  report  on 
the  application  of  the  Eleischhauer  Electric  Light  and  Power  Company  for  a 
franchise  to  do  business  in  the  City  of  New  York,  having  considered  the  matters 
referred  to  it,  respectfully  submits  the  following  report; 

The  above  corporation  having  complied  with  the  laws  of  the  State  of  New 
York,  and  appearing  to  be  financially  responsible  and  able  to  serve  customers,  and 
it  appearing  that  its  patrons  would  be  materially  benefited,  it  is  deemed  advisable 
to  grant  it  a franchise.  . 
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It  is,  therefore,  respectfully  recommended,  that 

Whereas,  The  Fleischhauer  Electric  Light  and  Power  Company  has  peti- 
tioned the  Board  of  Electrical  Control  for  a franchise  to  do  business  in  the  City 
of  New  York,  and  has  filed  with  the  said  Board  a certified  copy  of  its  certificate 
of  incorporation,  now,  therefore. 

Resolved,  That  the  Fleischhauer  Electric  Light  and  Power  Company  having 
filed  the  necessary  certificate  with  the  Secretary  of  the  State  of  New  York  and 
the  Clerk  of  the  City  and  County  of  New  York  permitting  it  to  do  business,  be 
and  it  is  hereby  authorized  and  empowered  to  lay  and  construct  suitable  wires  01 
other  conductors  in  subways  under  streets,  avenues,  public  parks  and  places  in 
the  City  of  New  York  for  conducting  and  distributing  electricity  under  the  direc- 
tion of  the  Board  of  Electrical  Control,  subject  to  all  existing  rules  applicable 
thereto  and  to  all  regulations  which  the  Board  may  hereafter  impose  by  resolution 
or  otherwise. 

Provided,  always,  and  this  consent  is  given  on  that  express  condition  and  not 
otherwise,  that  until  the  further  order  and  resolution  of  this  Board  the  electrical 
conductors  of  said  company  shall  be  laid  in  subways  constructed  by  the  Consol: - 
dated  Telegraph  and  Electrical  Subway  Company  under  and  in  pursuance  of  ^-he 
statutes  of  the  State  of  New  York  and  under  the  supervision  of  this  Board. 


Respectfully  submitted. 
Dated  N.  Y.,  Oct.  28,  1896. 


JACOB  HESS,  Committee. 


On  motion  of  Commissioner  Hamilton  said  report  was  adopted  and  the  Sec- 
retary was  directed  to  notify  the  Fleischhauer  Electric  Light  and  Power  Company 
that  it  was  authorized  to  do  business  in  the  City  of  New  York. 


The  following  communications,  together  with  a certified  copy  of  Agreement  of 
Consolidation  between  the  Manhattan  Electric  Light  Company,  Limited,  and  the 
Madison  Square  Light  Company,  were  read  and  submitted: 

Manhattan  Electric  Light  Co. 

Office  and  Station, 

8oth  St.  and  East  End  Ave. 

New  York,  Sept.  10,  1896 

To  the  Honorable  the  Board  of  Electrical  Control,  Henry  S.  Kearny,  Esq.,  Secretary, 
New  York  City: 

Dear  Sir: — We  would  respectfully  notify  you,  and  through  you  the  Board  of 
Electrical  Control  of  the  City  of  New  York,  that  on  September  ist,  1896,  the  Man- 
hattan Electric  Light  Co.,  Ltd.,  and  the  Madison  Square  Light  Co.  were  consoli- 
dated under  and  by  the  laws  of  the  State  of  New  York  into  the  Manhattan  Electric 
Light  Co. 
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The  papers  required  by  law  for  this  consolidation  were  on  the  said  date  duly 
filed  with  the  Secretary  of  the  State  of  New  York,  and  in  the  office  of  the  Clerk 
of  the  County  of  New  York. 

By  the  said  act,  all  the  rights,  privileges,  franchises  and  interests  of  every  kind 
enjoyed  by  the  corporations  so  consolidated,  together  with  all  obligations  and  lia- 
bilities thereunder,  have  been  transferred  to  and  vested  in  the  Manhattan  Electric 
Light  Co. 

Yours  very  respectfully, 

MANHATTAN  ELECTRIC  LIGHT  CO., 

By  E.  A.  LESLIE,  Vice-President. 

Manhattan  Electric  Light  Co. 

Office  and  Station, 

Both  St.  and  East  End  Ave. 

New  York,  October  5th,  1896. 

The  Honorable  Henry  S.  Kearny,  Commissioner  and  Secretar39  Board  of  Electrical 
Control^  1264  Broadway,  City. 

Dear  Sir: — In  further  relation  to  the  consolidation  of  the  Manhattan  Electric  Light 
Company,  Ltd.,  and  the  Madison  Square  Light  Company,  under  the  name  of  the 
first-named  company,  omitting  the  word  “limited,”  concerning  which  we  wrote 
you  under  date  of  September  10,  1896,  we  would  add  that  this  consolidation  was 
effected  under  Section  8,  et  seq.,  of  the  Business  Corporations  Law  of  this  State, 
under  which  such  consolidation  vests  in  the  resulting  company,  without  any 
further  deed^  act  or  transfer,  all  and  every  the  rights  and  powers,  subject  to  all 
the  liabilities  and  limitations  thereunder,  enjoyed  by  the  corporations  so  consoli- 
dated. 

The  papers  required  by  the  statute  to  effect  such  consolidation  were  duly 
filed  on  September  i,  1896,  with  the  Secretary  of  the  State  of  New  York  and  with 
the  Clerk  of  the  County  of  New  York.  A certified  copy  of  these  papers  is  handed 
you  herewith. 

In  practice  the  result  of  such  consolidation  is  that  the  Manhattan  Company 
is  continued  and  charged  with  all  the  powers  and  privileges  and  all  the  liabilities 
of  the  Madison  Square  Light  Company. 

We  hope  that  this  further  explanation  will  furnish  you  with  all  the  informa- 
tion you  may  desire  in  the  premises,  and  in  accordance  with  Section  ii  of  the 
statute,  wherein  franchises  are  specifically  mentioned  as  transferred,  your  Board 
is  relieved  from  the  necessity  of  any  formal  action  beyond  the  recognition  of 
such  consolidation  by  the  entry  of  this  communication  in  your  records. 

Yours  truly, 

MANHATTAN  ELECTRIC  LIGHT  CO., 


E.  A.  LESLIE,  Vice-President. 
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After  considering  the  foregoing,  the  following  resolution  was  adopted: 

Whereas,  the  Manhattan  Electric  Light  Company  has  submitted  to  this  Board 
a certified  copy  of  agreement  of  consolidation  between  the  Manhattan  Electric 
Light  Company,  Limited,  and  the  Madison  Square  Light  Company,  from  which  it 
appears  that  the  said  companies  have  duly  consolidated,  as  by  statute  permitted, 
under  the  name  and  style  of  the  Manhattan  Electric  Light  Company,  for  the  pur- 
pose of  continuing  the  transmission  of  electricity  for  the  production  of  heat,  light 
and  power,  as  by  said  first  mentioned  companies  heretofore  conducted,  and  the 
said  company  being  now  duly  authorized  to  construct,  maintain  and  operate  elec- 
trical conductors  in  the  public  streets,  avenues  and  highways  of  the  City  of  New 
York;  and 

Whereas^  the  Manhattan  Electric  Light  Company  desires  to  place  its_conduc-, 
tors  underground  in  said  streets,  avenues  and  highways,  in  the  subways  prepared 
under  the  authority  of  this  Board  or  its  predecessors. 

Resolved,  That  the  Manhattan  Electric  Light  Company  be  and  it  is  hereby 
authorized  and  empowered  to  lay  and  construct  suitable  wires  or  other  conductors 
in  subways  under  streets,  avenues  and  public  places  in  the  City  of  New  York 
for  conducting  and  distributing  electricity  for  heat,  light  and  power  under  the 
direction  and  supervision  of  the  Board  of  Electrical  Control,  subject  to  all  exist- 
ing rules  applicable  thereto,  and  to  all  regulations  which  this  Board  may  hereafter 
impose  by  resolution  or  otherwise.  Such  electrical  conductors  to  be  laid  and  con- 
structed in  and  through  the  subways  of  the  Consolidated  Telegraph  and  Electrical 
Subway  Company  until  the  further  order  and  resolution  of  this  Board. 

An  application,  made  by  the  West  Side  Electric  Company,  for  a franchise  to 
do  business  in  the  City  of  New  York,  attached  to  which  was  a certified  copy  of 
said  company’s  articles  of  incorporation,  was  read  and  submitted  as  follows: 

APPLICATION  TO  BOARD  OF  ELECTRICAL  CONTROL  FOR  FRAN- 
CHISE TO  ERECT  AND  MAINTAIN  WIRES  IN  THE  CITY 

OF  NEW  YORK. 

New  York,  October  26,  .1896. 

The  West  Side  Electric  Company,  by  this  its  application,  respectfully  shows 
that  it  is  a corporation  duly  organized  under  the  laws  of  the  State  of  New  York, 
having  lawful  power  to  manufacture,  use  and  supply  electricity,  and  to  operate 
electrical  conductors  in  the  streets,  avenues  and  highways  of  the  City  of  New  York 
hereinafter  mentioned. 

The  said  company  respectfully  requests  the  Board  of  Electrical  Control  in 
and  for  the  City  of  New  York  to  grant  to  the  .said  company  the  franchise  to  erect 
and  maintain  wires  as  its  business  in  the  City  of  New  York  may  require  under 
such  regulations  as  may  be  prescribed  by  the  said  Board,  and  the  said  company 
hereby  agrees  to  comply  with  all  such  rules  and  regulations. 
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The  said  company  has  a capital  of  twenty-five  thousand  dollars,  all  of  which  has- 
been  subscribed  for,  and  ten  per  cent,  has  been  paid  in. 

THE  WEST  SIDE  ELECTRIC  CO., 

By  E.  C.  SIMONSON,  President. 

Accompanying  said  application  for  franchise  was  the  following  application  for 
subways  for  the  accommodation  of  electrical  conductors: 

One  three-inch  duct  on  West  End  avenue  from  south  side  of  Seventy-ninth, 
street  to  north  side  of  Ninety-first  street. 

One  three-inch  duct  on  south  side  of  Eightj''- eighth  street  from  West  End 
avenue  to  and  across  Western  Boulevard. 

After  due  deliberation  of  the  foregoing  matter.  Commissioners  Hess,  Kearny 
and  Hamilton  were  appointed  by  his  Honor  the  Mayor  as  a committee  to  investi- 
gate the  right  of  said  company  to  receive  a franchise,  with  full  power  to  act,  and 
subject  to  the  granting  of  such  franchise  said  company’s  application  for  the  con- 
struction of  subways  was  granted  under  the  following  resolution: 

Resolved,  That  the  application  of  the  West  Side  Electric  Company  for  the 
construction  of  subways  for  the  accommodation  of  its  electrical  conductors,  dated 
October  26th,  1896,  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accom- 
modation of  high  tension  electrical  conductors,  as  follows: 

One  three-inch  duct  on  West  End  avenue  from  south  side  of  Seventy-nintb 
street  to  north  side  of  Ninety-first  street. 

One  three-inch  duct  on  south  side  of  Eighty-eighth  street  from  West  End 
avenue  to  and  across  the  Western  Boulevard. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways- 
shall  have  first  furnished  to- said  Consolidated  Telegraph  and  Electrical  Subway 
Company  security  for  the  occupation  of  said  subways  and  the  paj^ment  of  rentals- 
therefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

■ Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  Company  to  which  the  permit 
for  opening  the  streets  shall  be  granted. 

The  following  applications  for  franchises  to  do  business  in  the  City  of  New 
York  were  then  read  and  submitted: 

“Mason  Carriage  Call  Service.” 

New  York,  October  12th,  1896. 

To  the  Honorable  Board  of  Electrical  Control  of  the  City  of  New  York: 

Gentlemen  : — This  Company,  being  a telegraph  and  telephone  company,  and  regu- 
larly incorporated,  hereby  respectfully  applies  to  your  Honorable  Board  for  a 


1521 


[October  29,  1896. 


franchise  or  permit  to  run  electrical  conductors  for  such  telegraph  and  telephone 
purposes  in  the  City  of  New  York,  in  accordance  with  the  law  and  regulations  of 
your  Board;  and  in  support  of  our  application,  we  beg  to  submit  a certified  copy 
of  opr  Certificate  of  Incorporation  under  the  Laws  of  the  State  of  New  York. 

The  electrical  conductors  to  be  used  by  this  company  are  those  formerly  used 
by  the  Mason  Stable  Company,  Limited,  to  connect  their  various  offices  and 
stables  with  the  residence  of  their  patrons;  which  entire  plant  so  formerly  used  by 
the  Mason  Stable  Company  this  present  Company  has  taken  over;  and  in  con- 
formity with  the  notice  heretofore  served  by  your  Honorable  Board  on  the 
Mason  Stable  Company,  requiring  it  to  take  down  certain  of  their  overhead  wires, 
in  a time  therein  stated,  this  present  Company^  the  “Mason  Carriage  Call  Service,” 
desires  your  franchise  and  permit  at  as  early  a date  as  possible,  so  that  contracts 
may  be  made  by  the  subscribing  company  with  the  subway  and  any  and  all  tele- 
graph and  telephone  companies  in  the  city  that  may  be  necessary,  and  that  the 
order  of  your  Honorable  Board,  directing  the  Mason  Stable  Company  to  take 
down  its  wires  may  be  complied  with,  without  causing  a breach  in  the  present 
service  of  the  Mason  Stable  Co.  to  its  patrons,  which  breach,  if  any  occurred, 
would  be  of  great  pecuniary  damage  to  the  Mason  Stable  Company;  and  the 
“Mason  Carriage  Call  Service”  would  further  request  that  permission  be  granted 
it  to  carry  its  wires  overhead  where  the  same  do  not  interfere  with  the  rules  of 
the  Department. 

Respectfully  yours, 

S.  H.  MASON, 

Pres.  Mason  Carriage  Call  Service. 

New  York  Athletic  Club  Stabi.es, 

102  East  41  st  Street. 

Daniel  Coleman,  Proprietor. 

New  York,  Aug.  17,  1896. 

To  the  Board  of  Electrical  Control  in  and  for  the  City  of  New  York: 

Gentlemen  : — The  Coleman  Call  and  Signal  Company  respectfully  shows  to  this 
Board  that  it  is  a corporation  of  the  State  of  New  York,  duly  organized  under 
and  by  virtue  of  the  provisions  of  article  eight  of  the  Transportation  Corpora- 
tions Law,  as  more  fully  appears  by  the  certificate  of  incorporation  of  said  com- 
pany, of  which  a certified  copy  is  hereto  annexed: 

That  said  company  was  organized  for  the  purpose  of  constructing,  maintain- 
ing and  operating  call  boxes  in  the  City  of  New  York,  and  that  it  is  duly  author- 
ized by  law  to  construct,  maintain  and  operate  electrical  conductors  in  the  public 
streets,  avenues  and  highways  of  said  city. 

That  said  company  desires  to  place  its  conductors  in  said  streets,  avenues  and 
highways. 

That  in  cases  where  the  public  interests  do  not  require  the  electrical  con- 
ductors to  be  placed  underground  or  for  any  cause  it  is  impracticable  to  ad- 
vantageously operate  underground  the  electrical  conductors  required  by  said 
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company,  it  desires  to  be  permitted  to  deviate  from  an  underground  system,  and 
to  carry  such  conductors  along  or  across  and  above  said  streets^  avenues  and 
highways  as  far  as  authorized  by  law. 

The  said  company  respectfully  asks  that  such  action  be  taken  and  such  author- 
ity be  given  it  by  resolution  of  the  Board  as  may  be  requisite  and  proper  in  the 
premises. 

Respectfully, 

DANIEL  COLEMAN,  President. 

And  also  the  following: 

New  York  Athletic  Club  Stables, 

102  East  41  st  Street. 

Daniel  Coleman,  Proprietor. 

New  York,  Aug.  24,  1896. 

To  the  Board  of  Electrical  Control: 

Gentlemen  : — Having  obtained  a charter  from  the  State  of  N.  Y.,  called  the  Cole- 
man Call  and  Signal  Co.,  and  presenting  same  to  the  Board  for  your  approval  I 
would  respectfully  ask  that  this  clause  be  attached  to  said  document:  That  the 
Coleman  Call  and  Signal  Company  is  to  be  used  only  and  exclusively  for  carriage 
calls. 

Hoping  this  will  meet  with  the  approval  of  your  honorable  body, 

I am,  respectfully, 

DANIEL  COLEMAN,  President. 

General  Office 

Metropolitan  Messenger  Company, 

7 West  27TH  Street. 

New  York,  Oct.  21,  1896. 

To  the  Honorable  Board  of  Electrical  Control,  1264  Broadway: 

Gentlemen  : — The  Metropolitan  Messenger  Co.,  a corporation  duly  organized  under 
the  laws  of  the  State  of  New  York,  a certified  copy  of  incorporation  is  attached 
herewith,  to  furnish  messengers  on  call,  to  receive  and  deliver  packages  and  ex- 
press matters  of  all  kinds,  to  furnish  cabs  and  conveyances  of  all  kinds,  to  receive, 
address  and  deliver  circulars,  to  furnish  and  put  in  order  electric  apparatus  of  all 
kinds,  and  to  do  a general  messenger  business,  respectfully  asks: 

That  they  be  granted  a franchise  by  the  Board  of  Electrical  Control  in  and 
for  the  City  of  New  York,  to  use  the  subways  in  the  streets,  avenues  and  highways 
built  under  their  directions,  for  such  electrical  conductors  as  may  be  necessary 
for  the  business  of  said  company,  and  that  they  may  be  permitted  to  string  elec- 
tric conductors  .above  ground  in  such  localities  where  it  is  impracticable  to  ad- 
vantageously operate  their  conductors  underground. 

Very  respectfully, 

CHAS.  H.  PORTER,  Gen’l  Manager. 
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The  Drawbaugh  Telephone  and  Telegraph  Co., 
90-94  Broadway  and  2 Wall  Street. 

New  York,  October  i4tli,  1896. 

To  the  Honorable,  the  Board  of  Electrical  Control  in  and  for  the  City  of  New 
York,  New  York  City: 

Gentlemen: — ihe  Drawbaugdi  Telephone  and  Telegraph  Company  hereby  applies 
for  a franchise  to  do  an  electrical  business  in  accordance  with  the  terms  of  its 
articles  of  incorporation,  a certified  copy  of  which  is  herewith  enclosed,  within  the 
city  and  county  of  New  York,  and  the  right  to  place  its  wires  and  electrical  con- 
ductors in  the  subways  in  said  city. 

The  Company  was  incorporated  July  25,  1883,  for  the  purpose,  among  others, 
of  constructing,  maintaining  and  using  a line  or  lines  of  electrical  telegraph  within 
the,  limits  of  the  State  of  New  York,  and  generally  over,  under  and  along  the 
streets,  alleys,  roads,  highways,  lots,  squares  and  other  subdivisions  of  the  said  city, 
among  others. 

The  company  is  desirous  of  doing  a telephone  business  within  the  city  and 
county  of  New  York,  and  of  erecting,  maintaining  and  using  a central  station 
with  connections  with  its  various  subscribers  in  said  city^  and  connections  beyond 
said  city,  and  for  this  purpose  desires  the  approval  of  your  honorable  Board,  and 
a franchise  for  said  purpose. 

THE  DRAWBAUGH  TELEPHONE  & TELEGRAPH  CO., 

By  J.  R.  BARTLETT,  President. 

On  motion  of  Commissioner  Kearny,  it  was 

Resolved,  That  the  several  applications  presented  at  this  meeting,  to  wit: 
Mason  Carriage  Call  Service  Company,  Coleman  Cali  and  Signal  Company,  Metro- 
politan Messenger  Company  and  Drawbaugh  Telephone  and  Telegraph  Company, 
requesting  this  Board  for  franchises  to  do  business  in  the  City  of  New  York, 
and  asking  for  certain  privileges  to  erect  and  maintain  wires  and  operate  electrical 
conductors  therein,  be  referred  to  a committee  of  three,  to  be  named  by  the  Presi- 
dent of  this  Board,  which  will  investigate  said  several  applications  and  report  to 
this  Board  whether  said  companies  are  duly  incorporated  under  the  laws  of  the 
State  of  New  York,  and  are  the  proper  parties  to  obtain  the  franchises  and  privi- 
leges asked  for. 

The  Mayor  appointed  Commissioners  Kearny,  Hess  and  Hamilton  as  such 
committee. 

The  demand  of  the  Eastchester  Electric  Company  for  a franchise  to  do  busi- 
ness in  the  City  of  New  York  was  taken  up  for  consideration.  The  Secretary 
stated  that  the  Eastchester  Electric  Company  had  made  application  to  the  Board 
of  Electrical  Control  for  a franchise  in  July,  1895.  The  same  was  duly  referred, 
and  it  was  considered  inadvisable  to  grant  the  application. 
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Frank  P.  Slade,  Esq.,  counsel  for  the  Eastchester  Electric  Company^  appeared 
before  the  Board  at  this  meeting  to  urge  the  claim  of  the  company  for  a franchise. 
After  some  discussion  between  said  counsel  and  the  Mayor,  President  of  the  Board, 
as  to  the  conditions  under  which  the  Village  of  Wakefield  granted  the  said  East- 
chester Electric  Company  the  exclusive  right  to  use  its  streets  and  erect  poles  for 
electric  lighting,  and  the  making  of  a contract  for  five  years,  a few  days  before  the 
territory  became  a part  of  the  City  of  New  York,  and  the  fact  that  the  station 
of  the  company  and  all  of  its  plant  were  located  in  Mount  Vernon,  outside  of  the 
City  of  New  York,  where  it  would  be  beyond  the  jurisdiction  and  control  of  the 
Board  of  Electrical  Control; 

On  motion,  it  was  decided  by  the  unanimous  vote  of  the  Board  that  the  fran- 
chise should  not  be  granted. 

A communication  frOm  C.  H.  Jackson,  Vice-President  and  Manager  of  the 
United  Electric  Light  and  Power  Company,  dated  October  20,  1896,  was  read,  in- 
quiring if  this  Board  made  any  distinction  between  the  height  at  which  high  and 
low  tension  arc  lamps  might  be  hung,  and  suggesting  that  a change  be  made  in  the 
rule  regulating  the  height  at  which  these  lamps  should  be  hung. 

It  was  the  unanimous  opinion  of  the  Board  that  it  would  be  unwise  to  make 
any  change  in  the  rule  regulating  the  minimum  height  of  lamps,  or  any  distinction 
as  to  the  height  at  which  high  tension  and  low  tension  lamps  might  be  hung. 

Meeting  then  adjourned  subject  to  the  call  of  the  Chair. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Board,  1264  Broadway,  Friday,  October  30th,  1896,  at  ii  o’clock  A.  M. 

Present;  Commissioners  Henry  S.  Kearny,  Jacob  Hess  and  Thomas  L.  Hamilton. 

On  behalf  of  the  committee  appointed  at  the  meeting  held  October  29th,  1896,  to 
investigate  the  right  of  the  West  Side  Electric  Company  to  receive  a franchise  to  do 
business  in  the  City  of  New  York,  with  full  power  to  act  in  the  premises,  Commis- 
sioner Kearny  reported  that  the  committee  had  given  the  application  of  said  company 
full  consideration,  and,  after  examination  of  the  papers  and  certificates  filed  in  its 
behalf,  that  it  appears  that  said  company  is  duly  incorporated  under  the  provisions  of 
the  Transportation  Corporation  law  for  the  purpose  of  constructing,  maintaining  and 
operating  electrical  conductors  in  the  City  of  New  York;  that  it  is  abundantly  able  to 
serve  its  customers  and  is  a proper  party  to  obtain  the  franchise  asked  for. 

Thereupon,  the  following  resolution  was  adopted; 

Whereas,  The  West  Side  Electric  Company  has  petitioned  the  Board  of  Electrical 
Control  for  a franchise  to  do  business  in  the  City  of  New  York,  and  has  filed  with  the 
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said  Board  a certified  copy  of  its  certificate  of  incorporation,  now,  on  the  favorable 
report  of  the  committee  appointed  to  investigate  the  same. 

Resolved,  That  the  West  Side  Electric  Company  having  filed  the  necessary  certifi- 
cate with  the  Secretary  of  the  State  of  New  York  and  the  Clerk  of  the  City  and  County 
of  New  York,  permitting  it  to  do  business,  be  and  it  hereby  is  authorized  and  empow- 
ered to  lay  and  construct  suitable  wires  or  other  conductors  in  subways  under  streets, 
avenues,  public  parks  and  places  in  the  City  of  New  York  for  conducting  and  distribut- 
ing electricity  under  the  direction  of  the  Board  of  Electrical  Control,  subject  to  all 
existing  rules  applicable  thereto  and  to  all  regulations  which  the  Board  may  hereafter 
impose  by  resolution  or  otherwise. 

Provided  always,  and  this  consent  is  given  on  that  express  condition  and  not  other- 
wise, that  until  the  further  order  and  resolution  of  this  Board  the  electrical  conductors 
of  said  company  shall  be  laid  or  constructed  by  the  Consolidated  Telegraph  and  Elec- 
trical Subway  Company  under  and  in  pursuance  of  the  statutes  of  the  State  of  New 
York  and  under  the  supervision  of  this  Board. 

The  meeting  then  adjourned. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Board,  1264  Broadway,  on  Thursday,  November  12th,  1896,  at  3 o’clock  P.  M. 

Present:  Commissioners  Henry  S.  Kearny,  Jacob  Hess  and  Ihomas  L.  Hamilton. 

The  following  applications  for  the  construction  of  subways  for  the  accommodation 
of  electrical  conductors  were  submitted : 

By  the  Mount  Morris  Electric  Light  Company: 

One  three-inch  distributing  duct  on  the  north  side  of  West  104th  street  from  the 
west  side  of  Columbus  avenue  to  a line  opposite  the  centre  of  the  Grace  Methodist 
Episcopal  Church,  situated  on  the  north  side  of  West  104th  street  about  325  feet  from 
the  west  side  of  Columbus  avenue. 

' One  three-inch  duct  on  Seventieth  street  from  Columbus  avenue  to  Central  Park 
West. 

One  four-inch  distributing  duct  on  the  west  side  of  Eighth  avenue  from  the  south 
side  of  West  125th  street  to  the  north  side  of  West  125th  street. 

By  the  United  Electric  Light  and  Power  Company: 

One  three-inch  distributing  duct  on  north  side  of  St.  Mark’s  place  from  northeast 
corner  of  Second  avenue  and  St.  Mark’s  place  to  northwest  corner  Second  avenue  and 
St.  Mark’s  place. 

One  four-inch  distributing  duct  on  the  south  side  of  Seventy-fifth  street  from  east 
side  of  Columbus  avenue  to  West  End  avenue. 

One  four-inch  distributing  duct  at  each  of  the  following  crossings : 

Sixty-third  street,  from  east  side  to  west  side  of  Columbus  avenue. 
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Seventieth  street,  from  east  side  to  west  side  of  Columbus  avenue. 

Seventy-third  street,  from  east  side  to  west  side  of  Columbus  avenue. 

Eighty-fifth  street,  from  east  side  to  west  side  of  Columbus  avenue. 

1 he  foregoing  applications  were  considered  and  the  following  resolutions  adopted : 

Resolved,  ihat  the  applications  of  the  Mount  Morris  Electric  Light  Company  for 
the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors  be  and 
are  hereby  granted. 

Resolved,  Ihat  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation 
of  high  tension  electrical  conductors  as  follows 

One  three-inch  distributing  duct  on  north  side  of  104th  street  from  west  side  of 
Columbus  avenue  to  east  side  of  Amsterdam  avenue. 

One  three-inch  distributing  duct  on  Seventieth  street  from  Columbus  avenue  to 
Central  Park  West. 

One  four-inch  distributing  duct  on  west  side  of  Eighth  avenue  from  south  side  of 
125th  street  to  north  side  of  125th  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security  for 
the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892,  and 

_ Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department  of 
Public  Works  by  or  at  the  exiDense  of  the  company  to  which  the  permit  for  opening  the 
streets  shall  be  granted. 

Resolved,  That  the  applications  of  the  United  Electric  Light  and  Power  Company 
for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors  be 
and  are  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation 
of  high  tension  electrical  conductors  as  follows : 

One  three-inch  distributing  duct  on  north  side  of  St.  Mark’s  place  from  northeast 
corner  of  Second  avenue  and  St.  Mark’s  place  to  northwest  corner  of  Second  avenue 
and  St.  Mark’s  place. 

One  four-inch  distributing  duct  on  south  side  of  Seventy-fifth  street  from  east  side 
of  Columbus  avenue  to  West  End  avenue. 

One  four-inch  distributing  duct  at  each  of  the  following  crossings: 

On  Columbus  avenue  at  Sixty-third  street,  from  the  east  side  to  the  west  side  of 
said  avenue. 

On  Columbus  avenue  at  Seventieth  street,  from  the  east  side  to  the  west  side  of 
said  avenue. 
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On  Columbus  avenue  at  Seventy-third  street,  from  the  east  side  to  the  west  side 
of  said  avenue. 

On  Columbus  avenue  at  Eighty-fifth  street,  from  the  east  side  to  the  west  side 
of  said  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security  for 
the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department  of 
Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening  the 
streets  shall  be  granted. 

The  meeting  then  adjourned. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  on  Friday,  November  20th,  1896,  at  i o’clock  P.  M. 

Present:  Mayor  William  L.  Strong,  President;  Commissioners  Jacob  Hess  and 
Thomas  L.  Hamilton. 

The  minutes  of  the  meetings  of  October  29th,  October  30th  and  November  12th, 
were  read  and  approved. 

The  Assistant  Secretary  read  a communication  from  F.  J.  Worcester,  Esq.,  pro- 
testing against  the  erection  and  maintenance  of  a guy  stub  in  front  of  No.  469  West 
144th  street,  together  with  a report  of  the  Chief  Inspector  on  the  same  and  a reply  by 
Commissioner  Hamilton  to  a letter  of  complaint  received  by  him  from  Mr.  Worcester. 
U.  N.  Bethel,  Esq.,  appeared  before  the  Board  on  behalf  of  the  New  York  Telephone 
Company,  the  owners  of  the  guy  stub  complained  of,  and  explained  the  situation  by  a 
diagram  of  the  premises.  After  due  deliberation  and  consideration  of  the  matter,  it 
was,  on  motion, 

Resolved,  That  a committee  of  two  be  named  by  His  Honor,  the  Mayor,  to  proceed 
to  said  locality  to  examine  the  premises  and  investigate  the  complaint,  and  report  to 
the  Board  at  its  next  meeting  the  result  of  such  investigation. 

Commissioners  Hess  and  Hamilton  were  named  as  such  committee. 


The  meeting  then  adjourned. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Board,  on  Wednesday,  November  25th,  1896,  at  2 o’clock  P.  M. 

Present : Commissioners  Henry  S.  Kearny,  Jacob  Hess  and  Thomas  L.  Hamilton. 

Applications  were  submitted  by  the  Edison  Electric  Illuminating  Company  of  New 
for  the  construction  of  subways  for  the  accommodation  of  electrical  conductors  as 
follows ; 

Eouith  avenue,  east  side,  from  north  side  of  Tenth  street  to  south  side  of  Twelfth 
street. 

East  Tenth  street,  north  side,  from  east  side  of  Eourth  avenue  to  east  side  of 
Broadway. 

Bowery,  west  side,  from  north  side  of  Bond  street  to  south  side  of  Great  Jones 
street. 

Spring  street,  north  side,  from  east  side  of  Mulberry  street  to  east  side  of  Mott 
street. 

Fourth  avenue,  west  side,  from  south  side  of  Twelfth  street  to  south  side  of  Four- 
teenth street. 

The  foregoing  applications  were  considered  and  the  following  resolution  adopted : 

Resolved.  That  the  applications  of  the  Edison  Electric  Illuminating  Company  of 
New  York  for  the  construction  of  subways  for  the  accommodation  of  its  electricai  con- 
ductors be  and  are  hereby  granted. 

Resolved,  That  the  Empiie  City  Subway  Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low  tension 
electrical  conductors  as  follows : 

Fourth  avenue,  east  side,  from  north  side  of  Tenth  street  to  south  side  of  Twelfth 
street. 

East  Tenth  street,  north  side,  from  east  side  of  Fourth  avenue  to  east  side  of 
Broadway. 

Bowery,  west  side,  from  north  side  of  Bond  street  to  south  side  of  Great  Jones 
street. 

Spring  street,  north  side,  from  east  side  of  Mulberry  street  to  east  side  of  Mott 
street. 

Fourth  avenue,  west  side,  from  south  side  of  Twelfth  street  to  south  side  of  Four- 
teenth street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the  occupation 
of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  provided  by  Chapter 
263  of  the  Laws  of  1892,  and 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department  of 
Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening  the 
streets  shall  be  granted. 


The  meeting  then  adjourned. 
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[December  8,  1896. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Board,  1264  Broadway,  on  Tuesday,  December  8th,  1896,  at  12  o’clock  noon. 

Present : Commissioners  Henry  S.  Kearny,  Jacob  Hess  and  Thomas  L.  Hamilton. 

In  the  absence  of  the  President  of  the  Board,  Commissioner  Hess  was  selected  to 
act  as  Chairman. 

The  following  applications  for  the  construction  of  subways  for  the  accommodation 
of  electrical  conductors  were  read  and  submitted : 

By  the  New  York  Telephone  Company: 

West  End  avenue,  from  southwest  corner  of  Ninetieth  street  to  the  northwest 
corner  of  Ninety-first  street.  ■ 

By  the  Edison  Electric  Illuminating  Company  of  New  York: 

Madison  avenue,  west  side,  from  south  side  of  Seventy-ninth  street  to  north  side 
of  Eightieth  street. 

By  the  United  Electric  Light  and  Power  Company : 

One  three-inch  distributing  duct  on  the  east  side  of  Lexington  avenue  from  the 
southeast  corner  of  Twenty-ninth  street  to  the  northeast  corner  of  Twenty-eighth  street. 
One  four-inch  distributing  duct  on  the  south  side  of  Seventy-fifth  street,  from  the 

east  side  of  Columbus  avenue  to  the  west  side  of  Central  Park  West. 

/ 

The  foregoing  applications  were  considered  and  the  following  resolutions  adopted : 

Resolved,  That  the  application  of  the  New  York  Telephone  Company  for  the  con- 
struction of  a subway  for  the  accommodation  of  its  electrical  conductors  be  and  is 
hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company.  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  a subway  for  the  accommodation  of  low  tension 
electrical  conductors  as  follows  : 

On  West  End  avenue,  from  the  southwest  corner  of  Ninetieth  street  to  the  north- 
west corner  of  Ninety-first  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the  occupation 
of  said  subway  and  the  payment  of  rentals  therefor  in  advance,  as  provided  by  Chapter 
263  of  the  Laws  of  1892,  and 

Provided,  That  the  streets  shall  be  repaved  to  the  satisfaction  of  the  Department  of 
Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening  the 
streets  shall  be  granted. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company  of 
New  York  for  the  construction  of  a subway  for  the  accommodation  of  its  electrical 
conductors,  dated  November  25th,  1896,  be  and  is  hereby  granted. 
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Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  a subway  for  the  accommodation  of  low  tension 
electrical  conductors  as  follows : 

Madison  avenue,  from  the  south  side  of  Seventy-ninth  street  to  the  north  side  of 
Eightieth  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subway  shall  have  first 
furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the  occupation 
of  said  subway  and  the  payment  of  rentals  therefor  in  advance,  as  provided  by  Chapter 
263  of  the  Laws  of  1892,  and 

Provided,  That  the  street  shall  be  repaved  to  the  satisfaction  of  the  Department  of 
Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening  the 
street  shall  be  granted. 

Resolved,  That  the  applications  of  the  United  Electric  Light  and  Power  Company 
for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors  be 
and  are  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation 
of  high  tension  electrical  conductors  as  follows : 

One  three-inch  distributing  duct  on  the  east  side  of  Lexington  avenue  from  the 
southeast  corner  of  Twenty-ninth  street  to  the  northeast  corner  of  Twenty-eighth 
street. 

One  four-inch  distributing  duct  on  the  south  side  of  Seventy-fifth  street  from  the 
east  side  of  Columbus  avenue  to  the  west  side  of  Central  Park  West. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subway  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security  for 
the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  m advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  That  the  street  shall  be  repaved  to  the  satisfaction  of  the  Department  of 
Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening  the 
street  shall  be  granted. 

The  meeting  then  adjourned. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  on  Tuesday,  February  2d,  1897,  at  3 o’clock  P.  M. 

Present:  Mayor  William  L.  Strong,  President;  Commissioners  Flenry  S.  Kearny 
and  Jacob  Fless. 

» 

Minutes  of  meetings  of  November  20th  and  25th  and  December  8th,  1896,  were 
read  and  approved. 

The  committee  appointed  at  meeting  of  October  29th,  1896,  to  investigate  and  report 
on  the  application  of  the  Mason  Carriage  Call  Service  for  a franchise  to  operate  elec- 
trical conductors  in  the  City  of  New  York,  offered  the  following  report: 

To  the  Board  of  Electrical  Control: 

Gentlemen  : — The  committee  appointed  at  the  meeting  held  October  29th,  1896,  to 
investigate  and  report  upon  the  application  of  the  Mason  Carriage  Call  Service  for  a 
franchise  to  operate  electrical  conductors  in  and  under  the  streets  and  highways  in  the 
City  of  New  York,  having  duly  considered  the  matter  referred  to  it,  begs  leave  to  make 
the  following  report : 

The  certificate  of  said  company  sets  forth  its  purposes  to  be  those  of 

“constructing,  owning,  using  and  maintaining  lines  of  electric  telegraph  and 
telephone  wholly  within  the  limits  of  this  city,” 

and  the  said  company  appears  from  the  papers  filed  to  be  incorporated  in  accordance 
with  the  provisions  of  Article  Eight  of  the  Transportation  Corporations  Law,  and  a 
proper  party  to  receive  the  franchise  asked  for. 

Dated  Feby.  2,  1897. 

Respectfully, 

HENRY  S.  KEARNY, 

JACOB  HESS, 

THOS.  L.  HAMILTON, 

Committee. 


The  report  was  received  and  the  following  resolution  adopted: 

Whereas,  The  Mason  Carriage  Call  Service  has  petitioned  the  Board  of  Electrical 
Control  for  a franchise  to  do  business  in  the  City  of  New  York,  and  has  filed  with  the 
said  Board  a certified  copy  of  its  certificate  of  incorporation,  now,  on  the  favorable  re- 
port of  the  committee  appointed  to  investigate  the  same. 

Resolved,  That  the  Mason  Carriage  Call  Service  having  filed  the  necessary  certifi- 
cate with  the  Secretary  of  the  State  of  New  York  and  the  Clerk  of  the  City  and  County 
■of  New  York,  permitting  it  to  do  business,  be  and  it  hereby  is  authorized  and  empow- 
ered to  lay  and  construct  suitable  wires  or  other  conductors  in  subways  under  streets, 
avenues,  public  parks  and  places  in  the  City  of  New  York  for  conducting  and  distribut- 
ing electricity  under  the  direction  of  the  Board  of  Electrical  Control,  subject  to  all  ex- 
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isting  rules  applicable  thereto  and  to  all  regulations  which  the  Board  may  hereafter 
impose  by  resolution  or  otherwise. 

Provided  always,  and  this  consent  is  given  on  that  express  condition  and  not  other- 
wise, that  until  the  further  order  and  resolution  of  this  Board  the  electrical  conductors 
of  said  company  shall  be  laid  in  subways  constructed  by  the  Empire  City  Subway  Com- 
pany, Limited,  under  and  in  pursuance  of  the  statutes  of  the  State  of  New  York  and 
under  the  supervision  of  this  Board. 

The  committee  appointed  to  investigate  and . report  on  the  application  of  the  Cole- 
man Call  and  Signal  Company  for  a franchise  to  operate  electrical  conductoi's  in  the 
City  of  New  York  offered  the  following  report: 

To  the  Board  of  Electrical  Control: 

The  committee  appointed  at  the  meeting  held  October  29th,  1896,  to  investigate  and 
report  upon  the  application  of  the  Coleman  Call  and  Signal  Company  for  a franchise  to 
operate  electrical  conductors  in  and  under  the  streets  and  highways  in  the  City  of  New 
York,  having  duly  considered  the  matter  referred  to  it,  begs  leave  to  make  the  follow-, 
ing  report : 

The  application  filed  with  the  certified  copy  of  the  certificate  of  incorporation  sets 
forth  that  the  Coleman  Call  and  Signal  Company 

“is  duly  organized  under  and  by  virtue  of  the  provisions  of  Article  Eight  of 
the  Transportation  Corporations  Law.” 

This  is  not  correct,  for  the  certificate  sets  forth  that  the  corporation  is  formed  pursuant 
to  the  provisions  of  the  Business  Corporations  Law. 

The  objects  of  the  company  are  set  forth  to  be 

“To  maintain  and  operate  electrical  wires  for  signal  and  call  purposes.” 

The  Transportation  Corporations  Law  provides  in  Article  Eight  thereof  for  tele- 
graph and  telephone  companies  as  follows : 

“Seven  or  more  persons  may  become  a corporation  for  the  purpose  of  con- 
structing, owning,  using  and  maintaining  a line  or  lines  of  electric  telegraph 
or  telephone,  wholly  within  or  partly  beyond  the  limits  of  this  State,”  &c. 

Chapter  460  of  the  Laws  of  1896,  amending  the  Business  Corporations  Law,  and 
which  said  chapter  became  a law  May  9th,  1896,  provides  as  follows : 

“Three  or  more  persons  may  become  a stock  corporation  for  any  lawful 
business  purpose  or  purposes  other  than  a moneyed  corporation,  or  a corpora- 
tion provided  for  by  the  Banking,  the  Insurance,  the  Railroad  and  the  Trans- 
portation Corporations  Law,”  &c. 

It  is  thus  shown  that  at  the  date  of  the  incorporation  of  the  Coleman  Call  and 
Signal  Company,  to  wit,  August  nth,  1896,  the  incorporation  of  companies  for  the 
maintaining  or  operating  of  lines  of  electric  telegraph  or  telephone  could  only  be  done 
under  the  provisions  of  the  Transportation  Corporations  Law. 

The  meaning  and  intent  of  the  phrase  “signal  and  call  purposes”  used  in  the  cer- 
tificate under  consideration  can  fairly  be  taken  as  meaning  telegraph  and  telephone,  and 
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such  interpretation  is  assisted  by  the  language  of  the  application,  which  sets  forth  more 
fully  the  objects  of  said  company.  It  is  therefore  fully  apparent  that  this  corporation 
should  have  been  organized  under  the  provisions  of  Article  Eight  aforesaid.  Another 
irregularity,  and  one  fatal  to  the  validity  of  the  company,  assuming  it  to  be  intended  as 
a telegraph  or  telephone  company,  is  that  it  is  incorporated  with  three  instead  of  seven 
persons. 

We  recommend  that  the  application  of  this  company  for  a franchise  be  rejected  as 
irregular,  the  corporation  being,  in  the  opinion  of  this  committee,  not  a valid  existing 
corporation  within  the  meaning  of  the  Transportation  Corporations  Act.  Considered 
as  a valid  business  corporation  the  Board  would  have  no  right  to  grant  it  a franchise 
under  the  opinion  of  the  Corporation  Counsel,  given  to  the  Board,  and  dated  Novem- 
ber 2ist,  1896. 

Dated  Feb.  2,  1897. 

Very  respectfully, 

HENRY  S.  KEARNY, 

JACOB  HESS, 

THOS.  L.  HAMILTON, 

Committee. 

On  reading  said  report  the  following  resolution  was  adopted: 

Resolved,  That  the  report  be  received  and  the  recommendation  of  the  committee 
adopted,  and  the  Secretary  be  directed  to  inform  the  Coleman  Call  and  Signal  Com- 
pany of  the  rejection  of  its  application. 

The  committee  appointed  to  consider  the  application  of  the  Metropolitan  Messenger 
Company  for  a franchise  to  operate  electrical  conductors  in  the  City  of  New  York  then 
offered  its  report  as  follows : 

To  the  Board  of  Electrical  Control: 

Gentlemen  : — The  committee  appointed  at  the  meeting  held  October  29th,  1896,  to 
investigate  and  report  upon  the  application  of  the  Metropolitan  Messenger  Company  for 
a franchise  to  operate  electrical  conductors  in  and  under  the  streets  and  highways  in 
the  City  of  New  York,  having  duly  considered  the  matter  referred  to  it,  begs  leave  to 
make  the  following  report: 

This  corporation  is  organized  under  and  in  conformity  with  the  provisions  of  the 
Business  Corporations  Law  and  appears  to  be  a properly  organized  company  and  duly 
empowered  to  exercise  all  of  its  purposes  as  set  forth  in  its  certificate  of  incorporation, 
to  wit : 

“To  furnish  messengers  on  call ; to  receive  and  deliver  packages  and  ex- 
press matters  of  all  kinds;  to  furnish  cabs  and  conveyances  of  all  kinds;  to 
receive,  address  and  deliver  circulars;  to  furnish  and  put  in  order  electrical 
apparatus  of  all  kinds  and  to  do  a general  messenger  business.” 

This  company  is  a business  corporation  purely,  and  not  any  of  its  objects  brings 
it  within  the  operation  of  the  Transportation  Corporations  Law. 
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The  statutes  creating  this  Board  and  defining  its  duties,  set  forth  that  it  shall  grant 
the  privileges  and  impose  the  purposes  of  its  creation  to  and  upon 

“All  duly  authorized  companies  operating  or  intending  to  operate  electrical 
conductors  in  any  street,  avenue  or  highway,”  &c. 

This  company  is  not  within  the  meaning  of  duly  authorized  companies  operating 
or  intending  to  operate  electrical  conductors,  for  by  the  restrictions  of  its  purposes,  as 
set  forth  in  its  certificate,  it  can  neither  construct,  maintain  nor  operate  any  electrical 
conductois  in  any  manner  or  way  whatever.  This  Board  can  no  more  grant  the  pend- 
ing application  than  it  could  grant  a similar  application  to  any  person,  firm  or  corpora- 
tion not  possessing  legislative  authority  to  use  the  public  streets  for  the  transmission  of 
electricity,  and  the  application  should  therefore  be  denied. 

Dated  February  2,  1897. 

Very  respectfully. 


HENRY  S.  KEARNY, 

JACOB  HESS, 

THOS.  L.  HAMILTON, 

Committee. 

On  reading  said  report  the  following  resolution  was  adopted ; 

Resolved,  That  the  report  be  received  and  the  recommendation  of  the  committee 
adopted,  and  that  the  Secretary  be  directed  to  inform  the  Metropolitan  Messenger  Com- 
pany of  the  rejection  of  its  application. 

The  committee  appointed  to  consider  the  application  of  the  Drawbaugh  Telephone 
and  Telegraph  Company  for  a franchise  to  operate  electrical  conductors  in  the  City  of 
New  York  made  the  following  report: 

New  York,  February  ist,  1897. 

To  the  Board  of  Electrical  Control,  New  York  City: 

Gentlemen  : The  committee  appointed  at  the  meeting  held  October  29th,  1896,  to 
investigate  and  report  upon  the  application  of  the  Drawbaugh  Telephone  and  Tele- 
graph Company  for  a franchise  to  operate  electrical  conductors  in  the  City  of  New 
York,  reports  as  follows : 

That  the  matter  of  said  application  is  still  before  said  committee ; that  a meeting 
was  held  at  the  office  of  the  Board  on  December  14th,  1896,  all  of  the  members  of  the 
committee  being  present;  that  the  Drawbaugh  Telephone  and  Telegraph  Company 
was  represented  by  Henry  C.  Andrews,  Esq.,  of  counsel  for  the  said  company.  Mr. 
Andrews  made  a verbal  statement  to  the  committee  as  to  the  present  condition  and 
purposes  of  the  said  company,  but  there  was  not  produced  at  that  time  any  evidence 
that  would  warrant  the  committee  in  making  any  final  report  in  favor  of  said  applica- 
tion. M^r.  Andrews  asked  time  within  which  to  prepare  and  present  the  necessary 
proofs  required  by  your  committee.  Such  extension  of  time  was  granted  him,  and 
pending  the  receipt  of  such  required  information  the  committee  adjourned. 
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Your  committee  asks  leave  to  continue  the  consideration  of  the  subject  referred 
to  it. 


Yours  respectfully, 


HENRY  S.  KEARNY, 
JACOB  HESS, 

THOS.  L.  HAMILTON, 


Committee. 


On  motion  the  report  was  received  and  the  committee  empowered  to  continue  its 
work. 

The  following  applications  for  franchises  to  operate  electrical  conductors  in  the 
City  of  New  York  were  then  read  and  submitted : 

New  York,  Nov.  7th,  1896. 

Hon.  Henry  S.  Kearny,  Secretary,  Board  of  Electrical  Control,  1264  Broadway,  New 
York  City. 

Dear  Sir:- — ^We  beg  to  enclose  herewith  certified  copy  of  our  Certificate  of  Incorpo- 
ration, and  herewith  respectfully  apply  for  a transfer  of  our  franchise  heretofore  stand- 
ing in  the  name  of  the  Pneumatic  Fire  Alarm  Telegraph  Co.,  to  the  new  company  in 
question.  We  have  incorporated  the  latter  company  under  the  Laws  of  the  State  of 
New  York,  for  the  purpose  of  operating  our  electrical  conductors  in  this  city,  because 
the  previous  company  being  a foreign  corporation  and  transacting  business  in  this  State 
only  by  virtue  of  the  Certificate  of  the  Secretary  of  State,  it  was  questionable  on  your 
part  as  to  whether  your  franchise  could  be  legally  vested  in  a foreign  corporation,  and 
consequently  in  order  to  avoid  any  doubt,  we  have  incorporated  under  the  laws  of  this 
State,  in  accordance  with  your  suggestion. 

Yours  respectfully, 

NEW  YORK  FIRE  ALARM  TELEGRAPH  CO., 

Per  THOMAS  R.  BROWN,  President. 


Greater  New  York  Electric  Light  and  Power  Company, 

General  Office,  Northwest  Cor.  44TH  St.  & ist  Ave., 

New  York,  November  4th,  1896. 

To  the^Honorable  Board  of  Electrical  Control,  in  and  for  the  City  of  New  York: 

The  petitioner,  the  Greater  New  York  Electric  Light  and  Power  Company,  respect- 
fully shows  : 

I.  That  your  petitioner  is  a corporation  duly  organized  in,  under  and  pursuant  to 
the  laws  of  the  State  of  New  York,  and  having  lawful  right  to  manufacture  and  use 
electricity  for  producing  light,  heat  and  power  in  the  City  of  New  York. 

H.  That  your  petitioner  is  duly  organized  and  supplied  with  ample  means  for  the 
production  and  supply  and  distribution  of  electricity  under  and  in  accordance  with  the 
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statutes  of  the  State  of  New  York  and  the  rules  and  regulations  of  the  Board  of 
Electrical  Control. 

III.  That  your  petitioner  is  ready  to  make  agreements  for  the  distribution  of 
electricity  produced  by  it,  upon  being  authorized  to  prosecute  the  business  over  electrical 
conductors  in  the  City  of  New  York,  as  required  by  the  agreement  between  the  Board 
of  Electrical  Control  and  the  Consolidated  Telegraph  and  Electrical  Subway  Company, 
and  upon  obtaining  use  of  sufficient  ducts  and  spaces  in  the  conduits  of  the  underground 
system  for  the  transaction  of  its  business,  it  will  be  able  to  enter  upon  and  transact  the 
business  of  producing,  conveying  and  distributing  electricity  within  the  said  city  accord- 
ing to  the  system  inaugurated  by  the  Board  of  Electrical  Control,  and  under  such  rea- 
sonable regulations  as  your  Honorable  Board  may  provide. 

IV.  And  your  petitioner  further  respectfully  requests  your  Honorable  Board  to 
exercise  the  powers  conferred  upon  it  by  the  laws  of  the  State  of  New  York,  to  author- 
ize and  enable  your  petitioner  to  prosecute  the  transaction  of  business  over  electrical 
conductors  in  The  City  of  New  York  through  the  streets,  avenues,  public  parks  and 
places  thereof  upon  such  terms  and  conditions  as  the  public  convenience  and  welfare 
may  require,  and  as  may  be  required  by  the  agreement  of  the  Board  of  Electrical  Con- 
trol with  the  Consolidated  Telegraph  and  Electrical  Subway  Company;  and  that  your 
Honorable  Board  will  adopt  and  pass  the  resolution  conferring  such  right  upon  this 
petitioner. 

In  witness  whereof,  said  corporation,  the  Greater  New  York  Electric  Light  and 
Power  Company,  has  caused  these  presents  to  be  signed  by  its  president  and 
its  corporate  seal  to  be  affixed  this  fourth  day  of  November,  eighteen  hundred 
and  ninety-six. 

[SEAL.]  JACOB  FLEISCHHAUER,  President. 

Greater  New  York  Signal  Company. 

General  Office,  Northwest  Corner  44TH  St.  and  ist  Ave. 

New  York,  November  4th,  1896. 

To  the  Honorable  Board  of  Electrical  Control  in  and  for  the  City  of  New  York: 

The  petitioner,  the  Greater  New  York  Signal  Company,  respectfully  shows: 

I.  That  your  petitioner  is  a corporation  duly  organized  in,  under  and  pursuant  to 
the  laws  of  the  State  of  New  York,  to  make,  own,  lease  or  otherwise  acquire  mechanical 
devices  for  the  purpose  of  signaling  from  public  and  private  buildings,  stores,  dwell- 
ings and  places  in  the  territory  embraced  in  Greater  New  York,  to  a certain  central 
station  or  stations  in  said  territory;  to  place  such  mechanical  signal  or  call  boxes  in 
public  and  private  buildings,  stores  and  dwellings  in  said  territory. 

H.  That  your  petitioner  is  duly  organized  and  supplied  with  ample  means  for  the 
production  and  supply  and  distribution  of  electricity  under  and  in  accordance  with  the 
statutes  of  the  State  of  New  York  and  the  rules  and  regulations  of  the  Board  of  Elec- 
trical Control. 

HI.  That  your  petitioner  is  ready  to  make  agreements  for  the  distribution  of  elec- 
tricity produced  by  it  upon  being  authorized  to  prosecute  the  business  over  electrical 
conductors  in  the  City  of  New  York,  as  required  by  the  agreement  between  the  Board 
of  Electrical  Control  and  the  Empire  City  Subway  Company,  Limited,  and  upon  ob- 
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taining  use  of  sufficient  ducts  and  spaces  in  the  conduits  of  the  underground  system 
for  the  transaction  of  its  business  it  will  be  able  to  enter  upon  and  transact  the  business 
of  producing,  conveying  and  distributing  electricity  for  signaling,  call  and  telegraphic 
purposes  within  the  boundaries  of  the  Greater  New  York,  according  to  the  system 
inaugurated  by  the  Board  of  Electrical  Control,  and  under  such  reasonable  regulations 
as  your  Honorable  Board  may  provide. 

IV.  And  your  petitioner  further  respectfully  reciuests  your  Honorable  Board  to 
exercise  the  powers  conferred  upon  it  by  the  laws  of  the  State  of  New  York,  to  author- 
ize and  enable  your  petitioner  to  prosecute  the  transaction  of  business  over  electrical 
conductors  in  the  City  of  New  York  through  the  streets,  avenues,  public  parks  and 
plaees  thereof  upon  such  terms  and  conditions  as  the  public  convenience  and  welfare 
may  require,  and  as  may  be  required  by  the  agreement  of  the  Board  of  Electrical  Con- 
trol with  the  Empire  City  Subway  Company,  Limited;  and  that  your  Honorable  Board 
will  adopt  and  pass  the  resolution  conferring  such  right  upon  this  petitioner. 

In  witness  whereof,  the  said  corporation,  the  Greater  New  York  Signal  Company, 
has  caused  these  presents  to  be  signed  by  its  president  and  its  corporate  seal 
to  be  affixed  this  fourth  day  of  November,  eighteen  hundred  and  ninety-six. 

[seal.]  ' JACOB  FLEISCHHAUER,  President. 

New  Yoric,  January  14th,  1897. 
Honorable  Board  of  Electrical  Control,  New  York  City: 

CENTLEitEN  : — Encloscd  I send  you  a certified  copy  of  the  amended  certificate  of 
incorporation  of  the  Metropolitan  Messenger  Company  showing  amendments  comply- 
ing with  the  requirements  of  the  Transportation  Corporations  Law,  also  certificate 
showing  increase  of  directors  from  four  to  seven.  The  original  certificate  was  filed 
with  you  on  October  22d,  1896. 

The  Metropolitan  Messenger  Company  in  its  amended  application  hereby  asks  that 
it  be  granted  a franchise  by  your  Board  in  and  for  the  City  of  New  York  to  use  the 
suljways  in  streets,  avenues  and  highways  under  your  direction  for  such  electrical  con- 
ductors as  may  be  necessary  for  the  business  of  said  company,  and  that  it  may  be  per- 
mitted to  string  electrical  conductors  above  ground  in  such  localities  where  it  is  im- 
practical to  put  their  conductors  underground.  . 

Yours  very  truly, 

PERCY  L.  KLOCK,  President. 

Accompanying  said  several  applications  were  certified  copies  of  the  certificate  of 
incorporation  of  the  companies  referred  to  in  them. 

The  following  resolution  was  then  adopted: 

Resolved,  That  the  several  applications  presented  at  this  meeting,  to  wit : 

The  "New  York  Eire  Alarm  Telegraph  Company,”  the  “Greater  New  York  Elec- 
tric Light  and  Power  Company,”  the  “Greater  New  York  Signal  Company”  and  the 
“Metropolitan  Messenger  Company”  (amended  certificate),  requesting  this  Board  for 
franchises  to  operate  electrical  conductors  in  the  City  of  New  York,  be  referred  to  a 
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committee  to  be  named  by  the  President  of  the  Board  to  investigate  said  several  appli- 
cations and  report  whether  said  several  companies  are  duly  incorporated  under  the 
laws  of  the  State  of  New  York  and  are  proper  parties  to  obtain  the  franchises  and 

privileges  asked  for. 

$ 

The  Mayor  appointed  Commissioners  Kearny,  Hess  and  Hamilton  as  such  Com- 
mittee. 

The  committee  appointed  at  the  meeting  of  November  20th,  i8g6,  to  consider  the 
complaint  made  by  F.  J.  Worcester  against  the  maintenance  of  a guy  stub  on  i^4th 
street  -near  Amsterdam  avenue,  offered  the  following  report  : 

New  York,  February  2nd,  1897. 

To  Hon.  William  L.  Strong,  President,  Etc., 

Dear  Sir: — The  committee  appointed  at  the  meeting  held  November  20th,  1896,  to 
investigate  and  report  upon  the  matter  of  the  complaint  against  the  maintenance  by 
the  New  York  Telephone  Company  of  the  guy  stub  now  at  No.  469  West  144th  street, 
begs  leave  to  report : 

Your  committee  met  and  proceeded  to  the  premises  in  question  where  a personal 
inspection  to  the  stub  and  examination  of  its  relation  to  the  pole  line  now  standing  on 
Amsterdam  avenue  and  on  144th  street,  were  had.  Various  plans  looking  to  the  re- 
moval of  the  stub  were  considered,  but  none  was  found  to  be  feasible,  and  the  com- 
mittee is  compelled  to  report  tkat  so  long  as  the  Telephone  Company  maintains  or  is 
permitted  to  maintain  the  present  line  of  poles,  as  the  same  now  stands  on  said  avenue 
and  street,  the  guy  stub  or  one  in  practically  the  same  position  must  be  permitted  to 
remain,  and  indeed  is  necessary  as  a measure  of  public  .safety. 

Respectfully  submitted, 

JACOB  HESS, 

THOS.  L.  HAMILTON. 

Committee. 

The  committee  also  submitted  the  following  letter : 

New  York  Telephone  Company, 

New  York,  January  20th,  1897. 
Henry  S.  Kearny,  Esq.,  Secretary,  Board  of  Electrical  Control,  1264  Broadway : 

Dear  Sir  : — Respecting  the  guy  stub  in  144th  street,  near  Amsterdam  avenue,  about 
which  information  was  asked  by  the  Board  of  Electrical  Control  at  its  meeting  in  the 
Mayor’s  office  on  November  20th,  1896,  I beg  to  report  that  after  inspection  and  careful 
consideration  of  a number  of  suggestions,  we  believe  that  the  pole  line,  which  makes  a 
sharp  turn  westward  from  Amsterdam  avenue  at  144th  street,  would  be  rendered  dan- 
gerous to  the  public,  if  deprived  of  the  support  afforded  by  the  stub  in  question.  The 
line  at  this  point  is  very  heavy.  The  poles  are  as  large  as  it  is  practicable  to  use,  and 
because  of  the  sharp  turn  the  strain  is  exceedingly  great.  The  line  being  mainly  for 
Long  Distance  business  it  is  necessary  that  open  wires  be  used.  Were  the  stub  re- 
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moved,  a sleet  or  snow  storm,  especially  if  accompanied  by  higdi  winds,  would,  doubt- 
less cause  a break  at  the  corner  named,  and  the  line  for  many  blocks  would  be  pulled 
into  the  street.  It  does  not  seem  possible,  therefore,  to  remove  the  stub  at  the  present 
time. 

- At  the  suggestion  of  the  committee  appointed  by  the  Board  of  Electrical  Control 
to  consider  the  matter  a conference  was  held  with  Mr.  F.  J.  Worcester  and  other  resi- 
dents of  144th  street,  who  made  several  suggestions  respecting  the  matter.  We  have 
been  desirous  of  complying  with  the  requests  of  these  gentlemen,  if  it  could  be  done 
without  endangering  the  public  safety,  and  have  considered  carefully  every  plan  sug-. 
gested,  with  the  result  stated. 

Very  truly  yours, 

U.  N.  BETHELL,  General  Manager. 

On  motion  the  report  was  received  and  the  committee  discharged  from  further  con- 
sideration of  the  matter. 

The  following  communications  from  the  Fire  Department  were  then  read : 

Headquarters  Fire  Department, 

157  AND  159  East  Sixty-seventh  Street, 

New  York,  Dec.  14,  1896. 

Hon.  Board  of  Electrical  Control,  1262  Broadway: 

Gentlemen  : — In  view  of  the  numerous  instances  of,  and  serious  damage  to,  the 
fire  alarm  telegraph  cables  of  this  Department,  caused  by  the  subsequent  drawing  in  of 
cables  of  other  city  departments  in  the  same  duct,  resulting  in  the  cutting  out  of  entire 
circuits  for  a considerable  period  of  time,  therebj'  endangering  the  Fire  IJepartment 
service,  rendering  interference  with  other  cables  occupying  the  same  duct  possible, 
and  causing  unnecessaiy  expense  for  replacing  and  repairing  such  damage,  the  Board 
of  Fire  Commissioners  earnestly  requests  that  separate  ducts  be  hereafter  provided  in 
the  subways  for  the  use  of  this  Department. 

It  should  be  further  considered  that  the  withdrawal  of  cables  so  injured  for  the 
purpose  of  repairing  the  same,  as  also  drawing  them  in  after  such  repairs  have  been 
made,  is  liable  to  damage  the  other  cables  in  the  duct. 

Your  careful  and  favorable  consideration  of  this  application  is  requested. 

Veiy  respectfully, 

JAMES  R.  SHEFFIELD,  President. 

Headquarters  Fire  Department, 

157  AND  159  East  Sixty-seventh  Street, 

New  York,  Jan.  30,  1897. 

Hon.  Board  of  Electrical  Control,  1262  Broadway : 

Gentlemen  :■ — By  direction  of  this  Board,  and  acting  as  Chairman  of  the  Com- 
mittee having  charge  of  the  Fire  Alarm  Telegraph  and  Subway  Cable  System,  I beg 
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to  submit  a copy  of  a report  made  to  us  on  the  i6th  instant  by  the  Superintendent  of 
the  Fire  Alarm  System. 

It  is  the  understanding  of  this  Board  that  the  cables  of  the  Department  are  entitled 
to  space  in  the  subways,  and  we  believe  that  the  fact  that  such  has  not  been  hitherto 
granted  is  due  to  a misunderstanding  on  the  part  of  your  Board,  and  possibly  a failure 
to  clearly  present  the  necessity  on  the  part  of  our  predecessors  in  this  Department.  If 
we  are  right  in  our  belief  that  such  space  should  be  arranged  for  and  granted  to  the 
Department  in  the  subways,  it  is,  of  course,  entirely  improper  that  independent  work 
for  the  purpose  of  placing  such  circuits  underground  should  be  undertaken  by  this  De- 
partment at  its  own  cost. 

Will  you  kindly  give  this  matter  your  early  attention,  as  you  will  see  that  the  cir- 
cumstances which  lead  to  this  letter  are  of  a somewhat  important  character— rendered 
more  so  by  the  injury  arising  to  our  overhead  lines  from  the  exigencies  of  the  winter, 
and  from  the  increased  service  which  is  required  from  such  lines  during  the  winter 
season  by  reason  of  a great  increase  in  the  number  of  fires  which  is  to  be  expected 
during  this  period  of  the  year. 

I have  sent  a copy  of  this  letter  to  His  Honor,  the  Mayor,  and  awaiting  a response 
at  your  early  convenience,  I remain. 

Respectfully  yours, 

THOS.  STURGIS,  Comr. 

Fire  Department, 

Bureau  of  Fire  Alarm  Telegraph,  Etc., 

New  York,  Jan.  i6th,  1897.  ^ 

Hon.  Tho%ias  Sturgis,  Commissioner  and  Chairman  Committee  on  lelegiaph,  Etc.. 

Dear  Sir:— I have  the  honor  to  report  that  Fire  Alarm  Box  29,  located  at  MaMen 
lane  and  Front  street,  is  connected  from  the  main  subway  at  Pearl  street  and  Maiden 
lane,  by  an  overhead  loop  from  Pearl  to  Front  streets.  In  1890,  when  the  fire  alaim 
boxes  in  that  neighborhood  were  connected  underground,  this  particular  box  was  made 
an  exception  for  the  reason  that  the  necessary  space  in  the  subway  in  Maiden  lane 
could  not  be  procured  in  which  to  put  the  cable.  The  reason  which  was  given  at  the 
time  was  that  all  the  space  was  occupied.  Frequent  efforts  have  been  made  since  that 
time  for  subway  space,  but  without  avail.  It  being  understood  that  the  city  is  entitled 
to  free  space  for  the  wires  of  the  Fire  Alarm  Telegraph  in  all  subways  constiucted 
under  the  new  law,  it  has  been  a doubt  heretofore  in  the  minds  of  the  Commissioners 
whether  the  the  facilities  necessary  to  provide  such  service,  should  be  at  cost  to  the 
city,  in  streets  where  the  general  subways  have  been  constructed.  Conditions  similar 
to  the  above  exist  on  Seventh  avenue,  between  14th  street  and  32d  stieet,  wdieieon  aie 
located  four  street  boxes  and  a line  of  telegraph  poles.  A subway  was  constructed 
upon  that  avenue  in  1891  and  space  applied  for,  for  the  use  of  this  Department,  but 
denied,  for  the  same  reason  as  before  mentioned.  All  these  stations  should  now^  be 
connected  underground  as  early  as  possible.  The  loop  in  Maiden  lane  has  seveial 
times  been  broken,  the  pole  line  on  Seventh  avenue  is  old,  and  requires  constant  recon- 
struction, the  circuits  thereon  are  affected  more  or  less  by  storms,  thus  affecting  othei 
portions  of  the  same  circuits  which  are  underground,  and  I respectfully  suggest  that 
the  necessary  subway  construction  should  be  done  by  this  Department,  unless  it  is  de- 
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cided  that  the  subway  company  should  be  required  to  provide  it,  and  I respectfully  ask 
to  be  advised  whether  in  providing  specifications  for  underground  work,  those  places 
shall  be  included. 

Very  respectfully, 

(Signed)  J.  ELLIOT  SMITH,  Superintendent. 

The  following  resolution  was  then  adopted : 

Resolved,  That  the  communications  from  the  Fire  Department,  dated  December 
14th,  1896,  and  January  30th,  1897,  and  the  copy  of  report  thereto  annexed  be  referred 
to  a committee  to  be  named  by  the  President  of  this  Board  to  investigate  the  several 
matters  of  complaint  therein  contained  and  to  report  what  can  be  done  to  remove  the 
causes  of  such  complaints. 

The  Mayor  named  Commissioner  Kearny  as  such  committee. 

Correspondence  between  the  Tucker  Electrical  Construction  Company  and  the 
Board  of  Electrical  Control,  and  between  the  Board  and  the  Department  of  Public 
Works,  relative  to  an  application  made  by  the  first  named  company  for  leave  to  place 
pipes  for  electrical  conductors  under  the  sidewalk  on  West  77th  street,  near  West  End 
avenue,  was  then  read.  It  showed  the  refusal  by  the  Board  of  Electrical  Control  to 
sanction  the  placing  of  said  pipes  and  the  granting  of  such  permission  by  the  Depart- 
ment of  Public  Works  to  place  same  under  the  sidewalk. 

The  Board  then  presented  its  Report  for  1896,  as  follows: 

REPORT  OF  THE  BOARD  OF  ELECTRICAL  CONTROL 

For  the  Year  1896. 

New  York,  December  2gth,  i8g6. 
Hon.  Willi.\m  L.  Strong,  Mayor  of  the  City  of  New  York: 

Dear  Sir  : — Following  the  custom  of  this  Board  of  reviewing,  at  the  end  of  each 
year,  its  work  for  the  year  preceding,  we  beg  to  lay  before  you  the  report  of  the  re- 
sults accomplished  by  the  Board  of  Electrical  Control  during  the  year  1896,  and  a re- 
view of  the  work  now  in  hand, . as  follow's  : 

We  first  submit  the  summary  of  subways  constructed  in  and  through  various 
streets  and  avenues  of  the  city  during  the  year,  under  the  direction  of  the  Board  of 
Electrical  Control,  at  the  request  of  the  various  electrical  companies  operating  in  the 
City  of  New  York.  Such  construction  has  been  conducted  in  accordance  with  the  re- 
quirements of  Chapter  263  of  the  Laws  of  1892,  relating  to  electrical  subways  in  the 
City  of  New  York. 

LENGTH  OF  SUBWAYS  CONSTOUCTED  DURING  1S96. 

For  the  Edison  Electric  Co  For  Electric  Light  & Power  Cos. 

Trench .-..5.  miles  Trench 12. 88  miles 

Single  Duct. 8.78  miles  Single  Duct 3472  miles 
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FOR  TELEPHONE  AND  TELEGRAPH  COMPANIES. 

Trench 6.08  miles  Single  Duct. J .28.94  miles 

In  addition  to  the  foregoing,  and  for  . the  purpose  of  ventilating  these  subways, 
there  have  been  laid  4.85  miles  of  six-inch  ventilating  pipe  in  the  trenches  above  men- 
tioned. 

The  total  construction  of  subways  in  the  city  up  to  the  present  date  is  summarized 


as  follows : \ 

Class.  Duct. 

Edison  (low  tension) 211.23  miles. 

Electric  Light  (high  tension) 707-78 

Telephone  and  Telegraph...... PSO.QO  ‘ 

Ventilating  pipe  


Total  ’ 1,926.82  miles. 


The  total  construction  is  shown  in  the  following  table  in  detail,  giving  class  of  ser- 
vice, linear  feet  and  total  mileage,  by  years,  as  follows : 
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OCCUPANCY. 


Into  these  subways  have  been  drawn  and  are  now  operated  by  the  various  elec 
trical  companies: 


51,032.82  miles  of 
386.CO  “ 

992.00  “ 
894.95  “ 


conductors  for  Telephone  and  Telegraph  service. 

“ the  Police  Department  service. 

“ the  Fire  Department  service. 

“ Electric  Light  and  Power  service. 

Edison  Lighting  service. 


CONSTRUCTION  OF  SUBWAYS — METHODS  AND  RESULTS. 

Experience  and  the  tests  of  use  and  time  all  amply  verify  the  wisdom  of  the 
Board  of  Electrical  Control  in  its  selection  of  the  present  general  system  of  subway 
construction,  from  the  many  experimented  with  in  the  early  days  of  its  existence,  and 
it  has  not  been  deemed  wise  to  deviate  from  this  system.  The  subways  as  con- 
structed consist  mainly  of  wrought  iron  pipe  laid  in  hydraulic  cement  conciete,  and 
are  accessible  by  means  of  working  manholes  at  the  intersection  of  every  block.  They 
are  further  equipped  with  hand-boxes  having  covers  flush  with  the  surface  of  the 
street  at  the  building  lines  along  the  streets,  so  that  distribution  of  the  curient  may 
be  made  wherever  required  along  the  lines  of  the  subways,  without  disturbing  the 
surface  of  the  roadway. 

The  work  of  the  construction  of  subways  was  begun  about  eleven  years  ago  un- 
der the  direction  of  the  Board  of  Commissioners  of  Electrical  Subways,  the  prede- 
cessor of  the  present  the  Board  of  Electrical  Control,  and  the  first  subways  were 
constructed  by  that  Board  to  test  the  validity  of  the  statute  creating  the  Board  and 
to  force  the  question  of  the  obedience  of  the  electrical  companies  to  the  will  of  the 
people,  to  an  issue.  The  first  company  to  avail  itself  of  the  use  of  the  subways  was 
the  Metropolitan  Telephone  and  Telegraph  Company,  and,  gradually,  and  in  the 
face  of  what  at  first  seemed  almost  insurmountable  obstacles,  the  general  use  of  the  sub- 
ways was,  as  contemplated  by  law,  forced  upon  all  of  the  electrical  companies  doing 
business  in  the  city.  For  the  past  ten  years  the  subways  have  been  occupied  for  tele- 
graph, telephone  and  low  tension  electric  light  purposes,  and  in  all  cases  success- 
fully. ’ 

One  of  the  first  tenants  was  the  Fire  Department  of  the  City  of  New  York,  a 
part  of  the  municipal  service  that  has  most  largely  benefited  by  the  constiuction 
and  facilities  of  the  subway.  Securing,  as  they  have,  an  absolute  immunity  from  dis- 
turbance by  storm  or  accident,  the  saving  of  life  and  property  has  been  materially 
facilitated,  and  relieved  as  they  have  been  from  the  presence  of  overhead  wires,  their 
work  at  critical  times  has  been  freed  from  that,  which  often,  under  old  conditions, 
was  their  chief  embarrassment.  The  provisions  of  the  various  subway  acts  which 
provided  for  the  occupancy  free  of  charge  by  the  various  municipal  departments  has 
sequred  to  the  city  departments  of  Fire  and  Police  the  right  of  way  through  all  sub- 
ways as  fast  as  they  are  constructed,  and  every  benefit  that  has  come  or  could  come 
from  the  construction  of  these  subways  has  in  this  manner  inured  directly  to  the  tax- 
payers without  cost  to  them  or  to  any  of  the  departments  thus  benefited. 

The  occupancy  of  the  subways  by  the  companies  using  high  tension  current  for 
electric  lighting  did  not  follow  for  some  time  after  the  entry  of  the  telegraph  and 
telephone  "companies,  but  for  the  past  eight  years  there  has  been  in  successful  opera- 
tion in  the  subways  a large  amount  of  mileage  of  high-tension  current  wires.  The 
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fact  that  in  operation  the  subways  .have  proven  adequate  and  efficient  protectors,  and 
have  facilitated  and  not  retarded  the  transmission  of  current,  and  that  they  have 
proven  economical  in  great  saving  of  wear,  repair  and  interruption  to  service,  is  highly 
gratifying  in  the  face  of  the  strenuous  objections  first  raised  to  the  construction  of 
subways,  and  the  persistent  claim  made  on  behalf  of  the  electric  lighting  companies 
that  the  successful  operation  of  the  subways  for  their  purposes  was  an  impossibility. 

It  must  stand  without  question  as  a fact,  that  there  has  been  a great  saving  of 
life  by  the  transformation  of  the  service  from  its  former  construction,  and  that  there 
has  been  a great  saving  to  property  from  fire  from  the  removal  overhead  of  heavily 
charged  and  dangerous  currents,  the  contrasting  of  the  fire  statistics  of  the  present 
time  with  those  of  the  years  immediately  preceding  the  burying  of  the  high-tension 
wires  will  eloquently  testify.  When  the  constantly  increasing  use  of  electricity  is 
considered,  and  the  enormous  growth  of  that  use  within  the  last  ten  years  is  taken 
into  consideration,  some  idea  may  be  obtained  of  the  value  of  the  subways  as  a factor 
in  public  safety. 

From  the  time  of  the  introduction  to  public  use  of  the  high-tension  wires  used 
to  furnish  light  and  power,  the  whole  system  of  overhead  wires  became  a menace  to 
life  and  property,  and  the  low  potential  wires  were  rendered,  from  chance  of  contact 
with  those  carrying  deadly  currents,  more  dangerous  than  the  electric  light  wires 
themselves,  because  their  purposes  brought  them  into  close  connection  with  human 
beings,  and  there  could  not  be  any  warning  of  their  possibly  deadly  character.  The 
separation  of  the  wires  of  low  tension,  used  for  telephone,  telegraph  and  signal  pur- 
poses, from  those  of  high  voltage  electric  light  systems  has  removed  the  danger  which 
formerly  burdened  them  from  chance  of  contact  with  wires  of  dangerous  intensity. 

It  is  the  invariable  rule  of  the  Board  that  all  high-tension  wires  shall  be  placed  in 
subways  separate  from  all  low-tension  wires.  Consequently  there  have  been  no  acci- 
dents resulting  from  the  use  of  the  underground  conductors. 

Under  the  rules  established  by  the  Board  of  Electrical  Control  for  the  main- 
tenance and  operation  of  high-tension  wires  in  the  subways,  frequent  tests  are  made 
of  the  condition  of  the  conductors  so  as  to  secure  absolute  safety  in  their  operation. 
It  is  gratifying  to  be  able  to  state,  that  with  every  year  that  has  elapsed  since  the 
introduction  of  underground  conductors,  the  results  of  their  operation  have  been  more 
and  more  satisfactory,  and  that  not  the  slightest  injury  to  any  person  has  occurred 
through  any  defect  in  the  subways  since  they  were  first  occupied. 

The  operation  of  all  classes  of  electrical  conductors  in  subways  throughout  the 
city  during  the  past  year  has  been  entirely  satisfactory.  Particularly  is  this  true  of  the 
high-tension  electric  light  and  power  wires.  The  total  mileage  of  the  high-tension 
service  in  the  subways  is,  approximately,  900  miles,  and  over  this  whole  extent  of 
wire  there  were  less  than  100  cases  of  defects  or  “troubles,”  including  all  classes  re- 
ported, and  of  these  nearly  all  were  due  to  defective  jointing  where  the  cables  were 
spliced.  This  is  less  than  one  defect  per  annum  for  every  nine  miles  of  this  class  of 
cable  in  the  subways.  This  vindicates  in  the  highest  degree  the  efficiency  of  the 
present  system  of  subway  conductors,  for  the  defects  just  mentioned  are  due  almost 
invariably  to  the  carelessness  of  the  workmen  and  not  to  any  defect  or  inefficiency  in 
the  cable  or  conduit. 

When  it  is  considered  that  this  single  class  of  electrical  conductor  supplied  daily 
service  for  10,135  arc  lamps  and  continuous  service  for  506,079  incandescent  lamps,  it 
can  readily  be  realized  how  small  was  the  percentage  of  interruption,  and  how  great 
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and  many  were  the  advantages  to  the  community  and  how  effectively  the  interests  of 
consumers  were  subserved.  The  placing  of  these  conductors  underground  has  freed 
them  from  disturbance  by  the  elements,  has  reduced  the  risk  of  damage  from  storms, 
particularly  from  snow  and  ice  formations,  which  in  the  past  caused  so  much  trouble, 
loss  and  damage,  and  has  resulted  in  a direct  advantage  and  saving  to  the  companies 
operating  them.  The  removal  of  the  unsightly  poles  and  overhead  wires  from  our 
streets  has  greatly  enhanced  the  appearance  of  our  city  and  has-  contributed  in  no 
small  degree  to  the  general  improvement  and  look  of  cleanliness  and  order  in  our  city 
during  the  last  fcAv  years. 

VENTILATION. 

When  the  subways  were  first  built  no  provision  for  ventilation  was  made,  and  the 
necessity  for  it  could  not  be  foreseen.  After  they  were  placed  in  operation,  however, 
explosions  became  frequent,  and  these  were  usually  at  points  where  manholes  were 
placed.  Only  after  careful  investigation  of  many  explosions  was  it  possible  to  analyze 
the  cause.  This  was  found  to  be  due  to  illuminating  gas,  which,  escaping  from  leaky 
and  worn  out  gas  mains,  collected  in  the  subways  and  was  held  there  by  their  practi- 
cally airtight  condition.  The  subway  companies  then  provided  a system  of  blowers 
at  various  points  by  which  the  gas  was  forced  out  by  air  driven  under  pressure 
through  ventilating  pipes  placed  parallel  with  the  subways  and  having  apertures  at 
the  manholes,  by  which  system,  the  resistance  of  air  being  greater  than  the  pressure  of 
gas,  the  entrance  of  the  latter  was  prevented. 

The  results  of  this  method  are  satisfactory;  since  its  first  introduction  it  has  been 
kept  in  constant  operation  and  is  always  under  close  inspection.  The  cost  of  main- 
taining this  system  of  ventilation  and  air  pressure  involves  a large  expense  to  the  sub- 
way companies,  and  it  is  here  suggested  that  some  means  should  be  found  to  compel 
the  gas  companies  to  so  safeguard  their  mains  as  to  keep  their  product  where  it  be- 
longs and  not  impose  the  expense  of  rectifying  the  results  of  their  own  carelessness 
and  the  defects  in  their  own  service,  upon  companies  which  are  themselves  without 
fault  in  the  premises. 

PROVISION  FOR  EXPANSION  OF  USE. 

The  subway  system,  as  originally  projected  and  since  carried  out,  provides  for  a 
greater  development  of  electric  lighting  in  this  city  than  has  yet  materialized.  A 
natural  growth  and  expansion  of  use  of  the  current  is  thus  provided  for  during  many 
years  in  advance  of  th'e  present,  and  the  system  itself  is  secured  against  any  imputa- 
tion, of  being  a makeshift  expedient.  It  is  confidently  believed  that  it  will  be  found 
adequate  to  all  demands  that  will  be  legitimately  made  upon  it  for  many  years  to 
come. 

PROVISION  AS  TO  STREET  REPAIRS. 

It  is  a I'ule  of  the  Board,  which  has  not  been  deviated  from  in  a single  instance 
during  the  past  year,  to  impose  as  a condition  upon  the  granting  of  every  application 
for  the  construction  of  subways,  that  the  streets  shall  be  repaved  to  the  satisfaction 
of  the  Department  of  Public  Works  and  at  the  expense  of  the  company  or  individual 
making  application  for  such  construction.  The  same  rule  applies, to  the  making  of 
repairs,  and  it  is  believed  that  the  results  are  entirely  satisfactory  and  that  the  inter- 
ests of  the  City  have  been  efficiently  safeguarded. 
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VIOLATIONS. 

It  has  been  found  necessary  at  all  times  to  detail  a force  of  men  to  the  exclusive 
A’ork  of  detecting  and  removing  wires  surreptitiously  strung  and  maintained,  in  viola- 
tion of  law,  in  the  lower  business  section  of  our  city. 

Violations  of  this  class  are  being  constantly  discovered,  and  as  soon  as  discovered 
the  offending  wires  are  removed  and  strenuous  efforts  made  to  track  the  authors  of 
the  act.  In  many  instances  our  inspectors  have  succeeded  in  finding  men  actually 
engaged  in  these  practices,  and  whenever  such  has  been  the  case  arrests  have  fol- 
lowed. In  every  such  case  conviction  of  a misdemeanor,  for  violation  of  the  law'  of 
1892,  has  been  secured,  and  the  punishment  has  usually  been  a fine  of  from  fifty  to 
two  hundred  and  fifty  dollars,  depending  upon  the  circumstances  of  the  particular 
case.  It  is  impossible,  however,  in  most  instances,  to  catch  these  law-breakers,  be- 
cause the  work  is  often  done  at  night,  and  is  carried  on  in  such  a manner  as  to  best 
prevent  discovery.  The  ingenuity  shown  by  some  in  accomplishing  their  object  and 
in  baffling  detection,  by  the  use  of  almost  invisible  wires  and  the  use  of  flues,  chim- 
neys and  pipes  through  which  to  reach  the  point  sought,  renders  discovery  difficult. 

The  systematic  inspection  of  the  streets  by  the  inspectors  of  this  Board  has  re- 
sulted in  the  discovery  of  three  hundred  and  sixty  violations  of  the  rules  and  regula- 
tions established  for  the  safe  conduct  of  electrical  business  in  the  City.  Where  such 
violations  have  been  detected  and  reported  they  have  been  promptly  rectified  by  the 
companies  or  individuals  maintaining  them.  It  is  only  fair  to  say  that  the  disposi- 
tion shown  during  the  last  few  years  by  the  companies  conducting  electrical  business 
in  our  city  to  carry  out  the  rules  and  wishes  of  the  Board  has  been  a willing  and 
earnest  one,  and  is  strongly  in  contrast  to  the  attitude  assumed  by  many  of  them 
at  the  time  of  the  initiation  of  the  work  of  enforcing  the  laws  governing  the  creation 
and  purposes  of  this  Board  and  its  predecessor.  In  a few  cases  of  violation  during  the 
past  year,  where  the  requests  of  the  Board  were  not  promptly  complied  with,  the 
Board,  through  its  inspectors,  moved  energetically  and  effectively  in  the  premises  and 
caused  the  removal  of  such  wires. 

AS  TO  OVERHEAD  CIRCUITS. 

The  work  of  construction  of  subways  below  59th  street  has  progressed  sufficiently 
far  to  w'arrant  the  removal  of  all  pole  lines  and  most  of  the  overhead  wires  south  of 
that  street,  and  the  energies  of  the  Board  have  been  devoted  during  much  of  the 
past  year  to  the  accomplishment  of  this  purpose.  There  is  still,  however,  a large 
field  for  the  extension  of  our  supervision  in  those  parts  of  the  city  where,  necessarily, 
overhead  systems  of  wiring  are  still  maintained,  and  which  are  used  mainly  for  the 
distribution  of  circuits  for  signal  and  telephone  service  that  have  traveled  a long  way 
through  the  underground  system. 

It  has  been  the  custom  of  the  Board,  where  the  companies  in  good  faith  have 
occupied  the  subways  as  far  as  possible  in  reaching  the  points  of  distribution  to  custo- 
mers, to  allow  them  to  continue  their  circuits  overhead,  as  the  occasion  demanded, 
for  a limited  distance.  This  is  allowed  only  in  the  event  that  the  main  line  is  under- 
ground and  there  are  no  subways  between  the  point  where  the  wire  is  diverted  from 
the  underground  system  and  the  place  sought  to  be  reached.  This  rule  has  been 
followed,  and  in  such  cases  permits  for  overhead  wires  have  been  granted. 

All  such  permits  are  granted  for  temporary  use  only,  and  when  the  accumula- 
tion of  such  wires  in  any  district  is  sufficient  to  warrant  the  construction  of  a sub- 
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way  the  companies  maintaining  such  wires  are  required  to  proceed  for  the  construc- 
tion of  subways  and  the  consequent  discontinuance  of  overhead  service.  Were  the 
granting  of  permits  for  overhead  construction  entirely  suspended  it  would  work  a 
hardship  to  consumers,  irrespective  of  any  interest  that  the  electrical  companies 
might  have  in  the  matter,  in  that  it  would  restrict  the  use  of  the  electrical  current  to 
those  who  were  immediately  on  the  line  of  subways.  The  law  does  not  and  could 
not  compel  an  electrical  company  to  apply  for  a subway  where  its  business  did  not 
warrant  the  expense,  and  the  consumer  would  be  without  a remedy  in  the  matter. 
Also,  during  the  winter  months,  when  it  is  impossible  to  continue  the  work  of  con- 
structing subways,  and  the  community  is  entitled  to  an  extension  of  electrical  service, 
the  refusal  to  grant  any  extension  of  the  overhead  service  would  be  to  deviate  from 
one  of  the  objects  for  which  this  Board  was  created. 


REMOVAL  OF  POLES  AND  WIRES. 

During  the  past  year  the  work  of  the  removal  of  poles  and  overhead  wires  has 
satisfactorily  progressed,  with  the  result  as  follows:  Number  of  poles  removed,  223, 
mileage  of  wire  removed,  1,635  miles. 

The  following  table  shows  the  removals  for  the  year  in  detail: 


Company. 

New  York  Telephone  Company.  62 

Western  Union  Telegraph  Co 27 

Postal  Tel- Cable  Company 8 

Police  Department  ° 

Fire  Department 

Stock  Quotation  Telegraph  Co 0 

American  District  Telegraph  Co o 

Gold  & Stock  Telegraph  Co ^ 

New  York  Thermostatic  F.  A.  Co ^ 

Automatic  Fire  Alarm  Co ‘ o 

Brush  El.  Illuminating  Co 18 

Mt.  Morris  El.  Light  Co.. ° 

In  addition  there  have  been  removed  by  Inspectors  of  this  Board  0 


Removed. 

Poles.  Miles  of  Wire. 
1,247.28 


1 10.00 

9.00 

8.00 

78.00 

3.00 

31.00 
1.22 

0.75 

0.50 

5.80 

33-00 

107.35 

1,634.90 


Totals  

The  total  removal  of  poles  and  wires  since  the  creation  of  the  Board  is:  Poles, 
20,377 ; miles  of  wire,  29,892 ; and  all  of  these  removals  have  been  accomplished  with- 
out expense  to  the  City. 


All  of  which  is  respectfully  submitted. 


HENRY  S.  KEARNY, 
JACOB  HESS, 

THOS.  L.  HAMILTON, 


I » n r>  < /"N  ^ o 


The  Report  was  received  and  ordered  to  be  spread  in  full  upon  the  minutes,  and 
the  following  resolution  was  adopted: 
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Resolved,  That  the  Secretary  of  the  Board  be  directed  to  send  the  usual  ninety 
days’  notice  to  all  companies  owning  or  operating  overhead  wires  and  fixtures  in 
streets  where  subways  have  been  constructed,  to  remove  their  overhead  fixtures  and 
wires  within  the  specified  time. 

The  meeting  then  adjourned,  subject  to  the  call  of  the  Chair. 


At  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the  Mayor, 
on  Tuesday,  March  i6th,  1897,  at  ii  o’clock  A.  M. 

Present:  Hon.  William  L.  Strong,  Mayor;  Commissioners  Kearny,  Hess  and 
Hamilton. 

The  Mayor  stated  that  the  principal  purpose  of  the  meeting  was  to  confer  with 
the  Fire  Department  on  the  question  of  devising  a means  whereby  the  Fire  Depart- 
ment could  obtain,  if  possible,  accommodation  in  the  high-tension  subways. 

Commissioner  Sturgis  appeared  on  behalf  of  the  Fire  Department  and  read  a 
prepared  statement  reciting  certain  streets  wherein  the  Department  now  had  accom- 
modation in  high-tension  subways  and  giving  a list  of  other  streets  in  which  the  De- 
partment sought  to  obtain  subway  facilities. 

After  an  extended  discussion  of  the  matter,  including  consideration  of  the  ques- 
tion as  to  whether  the  Board  had  the  legal  right  to  compel  the  supplying  of  space  by 
the  Consolidated  Telegraph  and  Electrical  Subway  Company,  the  Mayor  suggested 
that  the  question  as  to  the  legal  right  of  the  Board  to  compel  same  be  referred  to  the 
Corporation  Counsel  for  his  consideration  and  opinion. 

Whereupon  the  following  resolution  was  adopted: 

Resolved,  That  the  opinion  of  the  Corporation  Cormsel  be  obtained  as  to  whether 
the  Board  of  Electrical  Control  Is  empowered  to  authorize  and  direct  the  Consolidated 
Telegraph  and  Electrical  Subway  Company  to  furnish  space  for  the  Fire  Department  in 
the  high-tension  subways,  in  such  as  are  already  built,  or  may  hereafter  be  constructed. 

The  Secretary  was  instructed  to  communicate  same  to  the  Corporation  Counsel. 

The  following  applications  were  submitted  for  the  construction  of  subways  for  the 
accommodation  of  electrical  conductors:  ' 

By  tire  United  Electric  Light  and  Power  Company : 

One  (i)  three  (3)  inch  distributing  duct  on  the  south  side  of  Fifth  street,  from 
the  west  side  of  Second  avenue  to  the  east  side  of  Third  avenue. 

One  (i)  three  (3)  inch  distributing  duct  on  the  east  side  of  Cannon  street,  from 
northeast  corner  of  Grand  street  to  northeast  corner  of  Broome  street. 
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By  the  Block  Lighting  and  Power  Company,  No.  i : 

One  (i)  four  (4)  inch  distributing  duct  on  the  east  side  of  Sixth  avenue,  between 
Thirtieth  and  Thirty-first  streets. 

By  the  Edison  Electric  Illuminating  Company,  of  New  York: 

On  north  side  of  Tw^enty-eighth  street,  from  east  side  of  Fourth  avenue  to  east, 
side  of  Lexington  avenue. 

By  the  Postal  Telegraph-Cable  Company: 

One  (i)  three  (3)  inch  duct  on  west  side  of  New  street,  from  Beaver  street  to 
Wall  street. 

One  (i)  duct  on  Broadway,  from  Beaver  street  to  the  manhole  in  front  of  32 
Broadway,  and  an  additional  duct  from  32  Broadwaj'-  to  the  manhole  corner  of  Broad- 
way and  Morris  street,  on  the  west  .side  of  Broadway,  with  a manhole  in  front  of  18 
Broadway. 

All  said  applications  were  considered,  and  the  following  resolutions  adopted: 

Resolved,  That  the  application  of  the  United  Electric  Light  and  Power  Company 
for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors, 
dated  February  nth  and  i6th,  1897,  be  and  are  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation 
of  high-tension  electrical  conductors  as  follows: 

One  three-inch  distributing  duct  on  south  side  of  Fifth  street,  from  west  side 
of  Second  avenue  to  east  side  of  Third  avenue. 

One  three-inch  distributing  duct  on  east  side  of  Cannon  street,  from  northeast 
corner  of  Grand  street  to  northeast  corner  of  Broome  street.  . 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have 
first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company,  se- 
curity for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  ad- 
vance, as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  Depan- 
ment  of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  fo.t 
opening  the  street  shall  be  granted. 

Resolved,  That  the  application  of  the  Block  Lighting  and  Power  Company,  No.  i, 
for  the  construction  of  a subway  for  the  accommodation  of  its  electrical  conductors, 
dated  December  17th,  1896,  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accommodation 
of  high-tension  electrical  conductors  as  follow's: 

One  four-inch  distributing  duct  on  east  side  of  Sixth  avenue,  from  Thirtieth  street 
to  Thirty-first  street. 
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Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subway  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security 
for  the  occupation  of  said  subway  and  the  payment  of  rentals  therefor  in  advance,  as 
provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  that  said  street  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
the  street  shall  be  granted. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company  for 
the  construction  of  a subway  for  the  accommodation  of  its  electrical  conductors, 
dated  February  17th,  1897,  be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is  here- 
by authorized  and  directed  to  construct  a subway  for  the  accommodation  of  low- 
tension  electrical  conductors  as  follows: 

Twenty-eighth  street,  north  side,  from  east  side  of  Fourth  avenue  to  east  side  of 
Lexington  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subway  shall  have  first 
furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the  occupation 
of  said  subway  and  the  payment  of  rentals  therefor  in  advance,  as  provided  by  Chapter 
263  of  the  Laws  of  1892,  and 

. Provided,  That  the  said  street  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
op.ening  the  street  shall  be  granted. 

Resolved,  That  the  application  of  the  Postal  Telegraph-Cable  Company  for  the 
construction  of  subways  for  the  accommodation  of  its  electrical  conductors  be  and  is 
hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low-tension 
electrical  conductors  as  follows; 

One  three-inch  duct  on  the  west  side  of  New  street,  from  Beaver  street  to  Wall 
street. 

Duct  on  Broadway  from  Beaver  street  to  the  manhole  in  front  of  No.  32  Broad- 
way; from  No.  32  Broadway  to  manhole  at  corner  of  Broadway  and  Morris  street, 
on  the  west  side  of  Broadway,  with  manhole  in  front  of  No.  18  Broadway. 

Provided,  however.  That  this  application  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subway  shall 
have  first  furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the 
occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892;  and 
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Provided,  That  the  said  streets  shall  be.  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  streets  shall  be  granted. 

The  following  communication  was  then  read: 

Pelham  Electric  Light  and  Power  Co., 

City  Island, 

New  York,  February  nth,  1897. 

To  the  Honorable  Board  of  Electrical  Control  in  and  for  the  City  of  New  York: 

The  petitioner,  the  Pelham  Electric  Light  and  Power  Company,  respectfully 
shows: 

I.  That  your  petitioner  is  a corporation  duly  organized  in,  under  and  pursuant 
to  the  laws  of  the  State  of  New  York,  and  having  lawful  right  to  manufacture  and 
use  electricity  for  producing  light,  heat  and  power  in  the  City  of  New  York  and 
County  of  Westchester. 

II.  That  your  petitioner  is  duly  organized  and  supplied  with  ample  means  for 
the  production  and  supply  and  distribution  of  electricity  under  and  in  accordance  with 
the  Statutes  of  the  State  of  New  York,  and  the  rules  and  regulations  of  the  Board  of 
Electrical  Control. 

III.  Th'at  your  petitioner  is  ready  to  make  agreements  for  the  distribution  of 
electricity  produced  by  it,  upon  being  authorized  to  prosecute  the  business  over  elec- 
trical conductors  in  the  City  of  New  York,  as  required  by  the  Board  of  Electrica’ 
Control.  It  will  be  able  to  enter  upon  and  transact  the  business  of  producing,  con- 
veying and  distributing  electricity  within  the  said  city  according  to  the  system  inau- 
gurated by  the  Board  of  Electrical  Control,  and  under  such  reasonable  regulations 
as  your  Honorable  Board  may  provide. 

IV.  And  your  petitioner  further  re,spectfully  requests  your  Honorable  Board 
to  exercise  the  powers  conferred  upon  it  by  the  Laws  of  the  State  of  New  York,  to 
authorize  and  enable  your  petitioner  to  prosecute  the  transaction  of  business  over 
electrical  conductors  in  the  City  of  New  York  through  the  streets,  avenues,  public 
parks  and  places  thereof,  upon  such  terms  and  conditions  as  the  public  convenience 
and  welfare  may  require,  and  as  may  be  required  by  the  Board  of  Electrical  Control; 
and  that  your  Honorable  Board  will  adopt  and  pass  the  resolution  conferring  such 
right  upon  this  petitioner. 

In  witness  whereof,  said  corporation,  the  Pelham  Electric  Light  and  Power  Com- 
pany, has  caused  these  presents  to  be  signed  by  its  president  and  secretary,  and  its 
corporate  seal  to  be  affixed  this  nth  day  of  February,  1897. 

[SEAL.]  CHARLES  W.  SMITH,  President. 

JOHN  T.  BOYD,  Secretary. 

Accompanying  said  communication  was  a certified  copy  of  the  certificate  of  incor- 
poration of  the  Pelham  Electric  Light  and  Power  Company. 
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After  due  consideration,  the  following  resolution  was  adopted: 

Resolved,  That  the  application  of  “Pelham  Electric  Light  and  Power  Company,” 
requesting  this  Board  for  a franchise  to  operate  electrical  conductors  in  the  City  of 
New  York,  be  referred  to  a committee  to  be  named  by  the  President  of  this  Board  to 
investigate  said  application  and  report  whether  said  company  is  duly  incorporated 
under  the  Laws  of  the  State  of  New  York  and  is  a proper  party  to  obtain  the  fran- 
chise and  privileges  asked  for. 

The  Mayor  appointed  as  such  committee  Commissioners  Kearny,  Hess  and 
Hamilton. 

On  motion  of  Commissioner  Hamilton,  the  Secretary  was  directed  to  request 
the  Corporation  Counsel  to  give  his  written  opinion  to  the  Board  as  to  the  Jurisdic- 
tion of  this  Board  over  the  constructing  and  maintaining  of  underground  electrical 
conductors  for  underground  trolley  purposes. 

On  motion  of  Commissioner  Kearny  the  following  resolution  was  adopted; 

Resolved,  That  the  Eastchester  Electric  Company  be  immediately  notified  to 
put  in  proper  and  safe  repair  and  condition,  in  regard  to  the  insulation  or  location, 
all  of  the  wires  owned  and  operated  by  it  outside  of  the  City  of  New  York  and  within 
Weschester  County,  in  all  the  territory  through  which  pass  telegraph  or  telephone 
wires  which  enter  the  City  of  New  York,  and  which  cross  or  adjoin  any  of  their  said 
wires,  within  ten  days  after  service  upon  it  of  a copy  of  this  resolution,  or  that  the 
said  company  construct  a power  house  within  the  limits  of  the  City  of  New  York  for 
the  purpose  of  furnishing  electricity  to  their  system  of  wires  in  the  said  city,  wliicli 
said  power  house  and  system  of  wires  shall  in  no  way  connect  with  any  system  of  elec- 
tricity outside  of  the  City  of  New  York: 

Further  Resolved,  That  the  said  Eastchester  Electric  Company  shall  be  further 
notified  that  in  case  of  default  in  the  repairing  of  said  wires  or  the  commence- 
ment of  the  construction  of  said  power  house  within  ten  days  after  the  service  of 
notice  of  the  passage  of  this  resolution,  the  Board  of  Electrical  Control  will  request 
the  Mayor  of  the  City  of  New  York  to  cause  the  wires  of  said  company,  within  said 
city,  to  be  cut  at  the  point  where  they  leave  said  city  and  enter  Mt.  Vernon. 

The  meeting  then  adjourned,  subject  to  the  call  of  the  Chair. 
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Minutes  of  the  meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Board,  No.  1264  Broadway,  Saturday,  March  27th,  1897,  at  ii  o’clock  A.  M. 

Present:  Commissioners  Henry  S,  Kearny,  Jacob  Hess  and  Thomas  L.  H:im- 
ilton. 

In  the  absence  of  the  President  of  the  Board,  Commissioner  Hess  presided. 

The  Secretary  read  the  following  communications: 

Department  of  Public  Works,  Commissioner’s  Office, 

No.  150  Nassau  Street. 

New  York,  March  22,  1897. 

Henry  S.  Kearny,  Esq.,  Secretary  Board  of  Electrical  Control,  1264  Broadway: 

Dear  Sir: — I enclose  a letter  from  the  President  of  the  Fire  Department  applying 
for  permits  to  construct  subways  in  certain  streets  about  to  be  repaved  by  this  De- 
partment. 

Will  you  please  inform  me  as  early  as  possible  whether  your  Board  has  granted  per- 
mits for  these  streets,  and,  if  not,  will  you  kindl}^  see  that  the  permits  are  granted  without 
delay,  and  notify  me  thereof,  that  I may  issue  permits  to  the  Fire  Department  to  open 
the  streets  in  question,  in  advance  of  laying  the  new  pavements. 

Very  respectfully, 

HOWARD  PAYSON  WILDS,  Deputy  Commissioner  of  Public  Works. 


The  following  letter  was  enclosed: 

Headquarters  Fire  Department, 

157  and  159  East  Sixty-seventh  Street, 

New  York,  March  18,  1897. 

Hon.  Chas.  H.  T.  Collis,  Commissioner  Department  of  Public  Works: 

Dear  Sir  : — Referring  to  the  communication  from  your  Department  of  the  24th 
inst.,  giving  a list  of  streets  and  avenues  about  to  be  repaved,  with  the  information 
that  permits  for  the  construction  of  subways  contemplated  in  such  streets  and  avenues 
should  be  immediately  applied  for,  I have  the  honor  to  make  such  application  for 
the  following: 

Sixty-third  street,  between  First  avenue  and  Avenue  A. 

Eighty-fifth  street,  between  First  avenue  and  Avenue  A. 

Ninetieth  street,  between  Madison  and  Park  avenues. 

Avenue  D,  between  Sixth  and  Ninth  streets. 

Sixth  street,  between  Avenues  B and  C. 

Fifth  street,  between- Avenues  D and  C. 

Fourth  street,  between  Avenue  C and  Lewis  street. 

Macdougal  street,  between  Clinton  place  and  Washington  place. 
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East  street,  between  Grand  and  Cherry  streets. 

Lawrence  street,  crossing  Lawrence  street  and  west  side  of  Amsterdam  avenue. 

Very  respectfully, 

JAMES  R.  SHEFFIELD,  President. 

After  due  consideration  of  the  matter  the  following  resolution  was  adopted: 

Whereas,  The  Fire  Department  has  made  application  for  leave  to  construct  sub- 
ways to  be  occupied  by  electrical  conductors  of  said  Department  in  the  several  streets 
and  avenues  named  in  said  application,  and 

Whereas,  said  Department  is  one  of  the  Municipal  Departments  of  the  City  of 
New  York,  and  said  subways  are  intended  to  be  used  exclusively  by  and  for  the  pur- 
poses of  said  Department. 

Resolved,  That  the  application  of  the  Fire  Department  for  leave  to  construct  sub- 
ways for  electrical  conductors  in  the  following  named  streets,  to  wit: 

Sixty-third  street,  between  First  avenue  and  Avenue  A; 

Eighty-fifth  street,  between  First  avenue  and  Avenue  A; 

Ninetieth  street,  between  Madison  and  Park  avenues; 

Avenue  D,  between  Sixth  and  Ninth  streets; 

Sixth  street,  between  Avenues  B and  C; 

Fifth  street,  between  Avenues  D and  C; 

Fourth  street,  between  Avenue  C and  Lewis  street; 

Macdougal  street,  between  Clinton  place  and  Washington  place; 

East  street,  between  Grand  and  Cherry  streets; 

Lawrence  street,  crossing  Lawrence  street  and  west  side  of  Amsterdam  avenue, 

be  and  the  same  is  hereby  granted,  the  said  subways  to  be  constructed  by  or  at  the 
expense  of  the  Fire  Department  of  the  City  of  New  York. 

The  following  communication  was  then  read: 

The  Edison  Electric  Illuminating  Company  of  New  York, 

No.  57  Duane  Street,  ^ 

New  York,  March  5,  1897. 

The  Board  of  Electrical  Control,  PIenry  S.  Kearny,  Esq.,  Secretary : 

De.\r  Sir: — We  submit  herewith,  for  the  consideration  of  your  Board,  a design  for 
an  arc  lamp  post  intended  to  carry  the  single  arc  lamps  for  which  we  have  made  a 
contract  with  the  City,  and  we  trust  that  the  design  may  have  early  consideration 
from  your  Board  and  meet'  with  its  approval. 

Truly  yours, 

R.  R.  BOWKER,  First  Vice-President. 
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Accompanying  said  communication  was  a blue  print  with  lamp  design  and  show- 
ing construction  thereof  in  detail. 

After  consideration  of  the  matter,  the  following  resolution  was  adopted: 

Resolved,  That  the  design  for  lamp  posts  to  carry  the  single  arc  lamps  of  the 
Edison  Electric  Illuminating  Company,  which  design  is  this  day  presented  for  the 
approval  of  this  Board,  be  and  the  same  hereby  is  approved,  and  the  said  company 
is  authorized  to  construct  and  erect  the  necessary  lamp  posts  for  public  lighting  in  the 
City  of  New  York  under  terms  of  pending  contract  with  said  city,  in  accordance 
with  the  said  design. 

The  following  communication  was  read: 

The  Mount  Morris  Electric  Light  Co. 

New  York,  March  25th,  1897. 

The  Board  of  Electrical  Control,  No.  1264  Broadway,  New  York: 

Gentlemen  : — We  beg  to  petition  your  Honorable  Body  to  give  us  permission  to 
erect  an  ornamental  lamp  pole  with  an  extension  arm  on  Lenox  avenue,  between 
noth  and  136th  streets,  in  place  of  the  poles  now  erecfed  there,  similar  to  those  used 
by  tEe  Manhattan  Elec.  Lt.  Co.,  on  ist  ave. 

Our  object  in  desiring  to  change  these  poles  is  that  the  trees  on  this  avenue  are 
becoming  so  large  that  we  find  the  change  necessary  in  order  to  improve  our  service. 

If  you  grant  this  request  to  us  we  would  also  ask  that  you  allow  us  to  erect  the 
new  poles  on  the  opposite  sides  of  the  cross  streets  from  the  present  location  of  the 
old  poles.  This  we  wish  to  do  in  order  to  be  able  to  give  continued  service  during 
the  time  we  are  making  the  change,  and  immediately  after  we  have  completed  said 
work  we  will  remove  the  old  poles  without  any  interruption  to  the  service. 

Trusting  that  you  will  grant  this  permission  to  us,  we  beg  to  remain. 

Respectfully, 

THE  MOUNT  MORRIS  ELECTRIC  LIGHT  CO., 

JULIUS  A.  MAY,  President. 

Whereupon  the  following  resolution  was  adopted: 

Resolved,  That  the  application  of  the  Mount  Morris  Electric  Light  Company  for 
leave  to  erect  certain  lamp  poles  with  extension  arms  on  Lenox  avenue,  as  in  the 
communication  just  read  more  fully  set  forth,  and  to  remove  certain  poles  now  stand- 
ing on  said  avenue,  be  and  the  same  hereby  is  granted,  and  the  said  company  is 
authorized  to  erect  lamp  poles  on  Lenox  avenue,  between  One  Hundred  and  Tenth 
and  One  Hundred  and  Thirty-sixth  street  in  place  of  the  poles  of  said  company  now 
on  said  avenue,  which  poles  to  be  erected  shall  be  similar  in  design  to  those  now  used 
by  the  Manhattan  Electric  Light  Company  on  First  avenue  in  this  city. 

Provided,  That  immediately  upon  the  completion  of  such  intended  change,  the 
old  poles  of  said  company  shall  be  removed,  and  that  there  shall  be  no  interruption  to 
the  light  service  on  said  avenue. 


The  meeting  then  adjourned. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Board,  No.  1264  Broadway,  New  York,  Friday,  April  23d,  1897,  at  2 o’clock  P.  M. 

Present:  Commissioners  Henry  S.  Kearny,  Jacob  Hess  and  Ihomas  L.  Hamilton, 

Application  of  the  Fire  Department  for  permission  to  build  their  own  subways, 
as  per  letter  of  April  12th,  1897,  from  the  Fire  Department,  was  read,  and  the  follow- 
ing resolution  was  unanimously  adopted: 

Whereas,  the  Fire  Department  is  one  of  the  Municipal  Departments  of  the  City 
of  New  York,  and  said  subways  are  intended  to  be  used  exclusively  for  the  purposes 
of  said  Department. 

Resolved,  That  the  application  of  the  Fire  Department  for  permission  to  con- 
struct subways  for  electrical  conductors  of  said  Department  in  the  following  named 
streets,  to  wit: 

Montgomery  and  Monroe  streets,  from  the  northwest  to  the  southwest  coiners, 
from  manhole.  South  street,  to  northeast  corner; 

Madison  street,  from  manhole,  Gouverneur  street,  to  southeast  corner  Scam- 

mel  street; 

Gouverneur  street,  from  manhole,  southeast  corner  Cherry  street,  to  northeast 
corner  of  Water  street; 

Jackson  street,  from  manhole,  southeast  corner  of  Cherry  street,  to  northwest 
corner  Water  street;  from  southwest  corner  Cherry  street  to  southwest  corner  Mon- 
roe street; 

Attorney  street,  from  84  Attorney  street  to  southeast  corner  Stanton  street; 

Rivington  street,  from  southeast  corner  Attorney  street  to  No.  206  Rivington 
street; 

Stanton  street,  from  Attorney  street  to  southeast  corner  Suffolk  street; 

Sheriff  street,  from  manhole.  Second  street,  to  northeast  corner  Stanton  street 
(inside  of  curb) ; 

Cannon  street,  from  southeast  corner  Rivington  street  to  No.  28  Cannon  street; 

Delancey  street,  from  Cannon  street  to  northeast  corner  of  Columbia  street; 

Rivington  and  Mangin  streets,  from  manhole,  Mangin  street,  to  southeast  corner; 

Delancey  street,  from  manhole,  Mangin  street,  to  southeast  corner,  thence  (inside 
of  curb)  to  southwest  corner  of  Tompkins  street; 

Houston  street,  south  side  (inside  of  curb),  from  Cannon  street  to  southwest 

corner  of  Mangin  street; 

Mangin  street,  from  manhole.  Grand  street,  to  manhole,  northeast  corner, 

Goerck  street,  from  southwest  corner  Houston  street  to  northwest  corner  Stan- 
ton street; 

Clinton  street,  from  southeast  corner  Cherry  street  to  northwest  corner  South 
street; 

Norfolk  street,  from  manhole.  Grand  street,  to  northwest  corner  Hester  street; 
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Charlton  street,  from  southeast  corner  Greenwich  street  to  southeast  corner  West 
street;  . : 

Fifth  street,  from  No.  342  to  southwest  corner  First  avenue; 

Eighth  street,  from  manhole.  Avenue  D,  to  southeast  corner  Lewis  street ; 

Eighth  street,  from  manhole.  Avenue  D,  to  southeast  corner  Avenue  C; 

Avenue' A,  from  manhole.  Second  street  to  northwest  corner  'Third  street; 

Avenue  A from  manhole.  Twelfth  street,  to  southeast  corner  Fourteenth  street; 

Avenue  B,  from  northeast  corner  Second  street  to  southeast  corner  Third  street; 

Avenue  B,  from  southeast  corner  Third  street  to  northeast  corner  Sixth  street; 

Avenue  B,  from  manhole  Twelfth  street,  to  southeast  corner  Fourteenth  street; 

Avenue  C,  from  manhole.  Twelfth  street,  to  southeast  corner  Fourteenth  street; 

Avenue  D,  from  manhole.  Twelfth  street,  to  southwest  corner  Thirteenth  street; 

Second  avenue,  from  manhole.  Fourteenth  street,  east  side  (insTde  of  curb),  to 
southeast  corner  Fifteenth  street ; 

Avenue  A,  from  manhole.  Eighteenth  street,  to  northwest  corner  Sixteenth 
street; 

Avenue  C,  from  manhole.  Eighteenth  street,  to  northeast  corner  Sixteenth  street; 

Sixteenth  street,  from  Avenue  C to  foot  of  East  Sixteenth  street; 

Second  avenue,  from  manhole.  Twenty-third  street,  to  northwest  corner  Twenty- 
second  street; 

Avenue  A,  from  manhole.  Eighteenth  street,  to  southeast  corner  Twentieth  street; 

Twenty-sixth  street,  from  manhole.  First  avenue,  to  southeast  corner; 

Iwenty-sixth  street,  from  manhole.  First  avenue,  to  Hospital  gate; 

Avenue  A,  from  northeast  corner  Fifty-seventh  street  to  northeast  corner  Fift}'-- 
sixth  street; 

Sixty-first  street,  from  manhole.  First  avenue,  to  southeast  corner; 

Sixty-fifth  street,  from  manhole.  First  avenue,  to  southwest  corner  Avenue  A; 

Sixty-eighth  street,  from  manhole.  First  avenue,  to  cable  pole,  south  side,  east  of 
Avenue  A; 

Clarkson  street  from  southwest  corner  Greenwich  street  to  southeast  corner 
Washington  street; 

West  street,  from  manhole,  Christopher  street,  to  manhole.  Twelfth  street;  - 

West  street,  from  manhole.  West  Twelfth  street,  to  manhole,  Bloomfield  street; 

Charles  and  West  streets,  from  West  street  to  northeast  corner; 

West  Eleventh  and  West  streets,  from  West  street  to  southeast  corner; 

Bethune  and  West  streets,  from  West  street  to  southeast  corner; 

Horatio  and  West  streets,  from  West  street  to  northwest  corner; 

Gansevoort  street,  from  southwest  corner  West  street  to  southeast  corner  Wash- 
ington street; 

Hewitt  and  Lawton  streets  (West  Washington  Market),  from  southwest  cornd'r 
West  street  to  Lawton  street; 

Eleventh  avenue,  from  manhole.  Twenty-third  street,  to  northeast  corner  Twenty- 
first  street; 
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Eleventh  avenue,  from  manhole,  Thirty-fourth  street,  to  southeast  corner  Twenty- 
ninth  street; 

Eleventh  avenue,  from  southeast  corner  Forty-third  street  to  northeast  corner 
Forty-second  street; 

Eleventh  avenue,  from  manhole.  Forty-fifth  street,  to  southeast  corner  Forty- 
seventh  street; 

Eleventh  avenue,  from  manhole.  Fifty-first  street,  to  southeast  corner  Forty-ninth 
street; 

Eleventh  avenue,  from  manhole.  Fifty-first  street,  to  southeast  corner  Fifty- 
third  street; 

Eleventh  avenue,  from  manlTole,  Fifty-ninth  street,  to  southeast  corner  Fifty- 
fiftff  street; 

Twenty-third  street,  from  manhole.  Eleventh  avenue,  to  southeast  corner  Thir- 
teenth street; 

Twenty-fifth  street,  from  manhole.  Eleventh  avenue,  to  southeast  corner; 

Twenty-sixth  street,  from  manhole.  Eleventh  avenue,  to  southeast  corner  Thir- 
teenth avenue; 

Twenty-ninth  street  and  Eleventh  avenue,  from  Eleventh  avenue  to  southeast 
corner; 

Thirty-first  street  and  Tenth  avenue,  from  Tenth  avenue  to  southwest  corner; 

Thirty-first  street,  from  northeast  corner  Eleventh  avenue  to  northeast  corner 
Twelfth  avenue; 

Thirty-third  street  and  Eleventh ' avenue,  from  Eleventh  avenue  to  southeast  cor- 
ner; 

Thirty-fourth  street,  from  manhole,  Eleventh  avenue,  to  southeast  corner  Twelfth 
avenue; 

Thirty-eighth  street,  from  manhole.  Eleventh  avenue,  to  southwest  corner 
Twelfth  avenue,  to  northeast  corner  Thirty-seventh  street  and  Twelfth  avenue; 

Forty-third  street,  from  No.  530  to  post,  south  side,  about  300  feet  west  of  Elev- 
enth avenue; 

Fifty-seventh  street,  from  northeast  corner  Eleventh  avenue  to  Department  of 
Docks,  northwest  corner  of  Twelfth  avenue; 

Tenth  avenue,  from  manhole.  Sixty-fifth  street,  to  southwest  corner  Sixty-second 

street; 

Tenth  avenue,  from  southeast  corner  Twenty-eighth  street  to  southeast  corner 
Twenty-seventh  street; 

Twenty-eighth  street,  from  No.  418  West  Twenty-eighth  street  to  southeast  cor-  ' 
ner  Tenth  avenue; 

Madison  avenue,  from  manhole.  Eighty-first  street,  to  southeast  corner; 

Madison  avenue,  from  manhole.  Eighty-eighth  street,  to  southwest  corner, 

Madison  avenue,  from  manhole.  Ninety-fourth  stieet,  to  noitheast  corner, 

Madison  avenue,  from  manhole,  104th  street,  to  northeast  corner; 

Ninetieth  street,  from  manhole.  Third  avenue,  to  northeast  corner  Park  avenue; 
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Amsterdam  avenue,  from  manhole,  southwest  corner  Manhattan  street,  to  south- 
west corner  Lawrence  street; 

Lawrence  street,  from  northwest  corner  Amsterdam  avenue  to  No.  83  Lawrence 
street; 

Fifth  avenue,  from  manhole.  Seventieth  street,  to  southeast  corner; 

Fifth  avenue,  from  manhole.  Seventy-fourth  street,  to  southeast  corner; 

Fifth  avenue,  from  manhole.  Seventy-ninth  street,  to  northeast  corner; 

Central  Park,  West,  from  manhole,  northwest  corner  Sixty-sixth  street  to  south- 
west corner  Sixty-first  street; 

Seventh  avenue,  from  manhole,  112th  street,  to  northwest  corner; 

Seventh  avenue,  from  manhole,  119th  street,  to  northwest  corner; 

Ninety-fourth  street,  from  middle  plot  of  Boulevard,  south  side,  to  northwest 
corner  Amsterdam  avenue; 

Seventy-second  street,  from  manhole.  West  End  avenue,  to  northwest  corner; 

Seventy-sixth  street,  from  manhole.  West  End  avenue,  to  southeast  corner  River- 
side Drive; 

Eightieth  street,  from  manhole.  West  End  avenue,  to  southeast  corner  River- 
side Drive; 

Eighty-fourth  street,  from  manhole.  West  End  avenue,  to  southeast  corner  River- 
side Drive; 

Eighty-eighth  street,  from  manhole.  West  End  avenue,  to  southeast  corner  River- 
side Drive; 

Ninety-first  street,  from  manhole.  West  End  avenue,  to  northwest  corner  River- 
side Drive; 

107th  street  and  Boulevard,  from  north  side  middle  plot  to  north  side  centre  plot 
Boulevard  to  post  same  corner; 

io8th  street,  from  northeast  corner  Boulevard  to  northwest  corner  Amsterdam 
avenue ; 

Eighth  avenue,  from  manhole,  124th  street,  to  northwest  corner  125th  street; 

First  avenue,  from  manhole,  Seventy-sixth  street,  to  southeast  corner; 

First  avenue,  from  manhole,  Seventy-first  street,  to  southeast  corner; 

First  avenue,  from  manhole.  Sixty-first  street,  to  southeast  corner; 

First  avenue,  from  manhole.  Sixty-sixth  street,  to  southeast  corner; 

First  avenue,  from  manhole.  Sixty-eighth  street,  to  southeast  corner; 

Columbus  avenue,  from  manhole,  103d  street,  to  southwest  corner; 

Columbus  avenue  from  manhole,  107th  street,  to  southwest  corner, 

be  and  the  same  is  hereby  granted,  the  said  subways  to  be  constructed  by  or  at  the 
expense  of  the  Fire  Department  of  the  City  of  New  York. 

The  Secretary  was  directed  to  notify  the  Fire  Department. 

Application  of  the  Police  Department,  dated  April  19th,  1897,  requesting  permis- 
sion to  construct  a subway  to  be  occupied  by  electrical  conductors  of  the  said  De- 
partment from  Nos.  131,  133  and  135  Charles  street  to  manhole,  corner  Bleecker  and 
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Charles  streets,  with  diagram  of  same  attached,  was  read,  and  the  following  resolution 
was  unanimously  adopted: 

Resolved,  That  the  application  of  the  Police  Department  for  leave  to  construct  a 
subway  for  electrical  conductors  in  the  following  street,  to  wit: 

From  manhole,  corner  Bleecker  and  Charles  streets,  westerly  through  Charles 
street  to  the  Ninth  Precinct  Police  Station,  Nos.  131,  133  and  135  Charles  street, 
be  and  the  same  is  hereby  granted,  the  said  subway  to  be  constructed  by  or  at  the 
expense  of  the  Police  Department  of  the  City  of  New  York. 

The  Secretary  was  directed  to  notify  the  Police  Department. 

The  following  applications  for  the  construction  of  subways  for  the  accommoda- 
tion of  electrical  conductors  were  read  and  submitted: 

By  the  United  Electric  Light  and  Power  Company : 

One  three-inch  distributing  duct  on  south  side  of  Eighty-third  stieet,  fiom  the 
west  side  of  West  End  avenue  to  Riverside  Drive. 

One  three-inch  distributing  duct,  north  side  of  Twenty-sixth  street,  from  the  west 
side  of  Madison  avenue  to  the  west  side  of  Fifth  avenue. 

By  the  Manhattan  Electric  Light  Company : 

One  duct  on  Eighty-eighth  street,  from  southeast  corner  of  Second  avenue  to 
First  avenue. 

By  the  Fleischhauer  Electric  Light  and  Power  Company : 

One  duct,  from  northeast  corner  of  First  avenue  and  Forty-fourth  street  to  noith- 
west  corner  of  First  avenue  and  Forty-fourth  street. 

By  the  New  York  Telephone  Company- 

On  the  north  side  of  Waverly  place,  from  University  place  to  Fifth  avenue. 

On  the  west  side  of  P'ifth  avenue,  Waverly  place  to  Twelfth  street. 

On  the  east  side  of  Fifth  avenue,  Twenty-sixth  street  to  Forty-second  street. 

On  the  west  side  of  Fifth  avenue,  Thirtieth  street  to  Fortieth  street. 

On  the  east  side  of  Fifth  avenue.  Seventy-ninth  street  to  Eighty-fourth  street. 

By  the  Edison  Electric  Illuminating  Company,  of  New  York: 

On  the  east  side  of  Eifth  avenue,  from  south  side  of  Eighth  street  to  north  side 
of  Twenty-sixth  street. 

Washington  street,  east  side,  from  south  side  of  Canal  street  to  south  side  01 
Spring"  street. 

o'n  south  side  of  Twelft^i  street,  from  east  side  of  Fifth  avenue  to  115,  lU  and 

1 19  East  Twelfth  street  (Edison  Station). 

One  Twenty-sixth  street,  south  side,  from  east  side  of  Fifth  avenue  to  47,  49  and 

51  West  Twenty-sixth  street  (Edison  Station). 

Jay  street,  south  side,  from  east  side  of  West  street  to  east  side  of  Washington 

street. 

Jay  street  (both  sides),  from  east  side  of  Washington  street  to  west  side  of  Hud- 
son street. 

Bleecker  street,  north  side,  from  west  side  of  Mulberry  street  to  west  side  ot  . 
Bowery. 
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East  Seventy-sixth  street,  south  side,  from  east  side  of  Madison  avenue  to  west 
side  of  Park  avenue. 

The  foregoing  applications  were  considered  and  the  following  resolutions  adopted: 

Resolved,  That  the  applications  of  the  United  Electric  Light  and  Power  Company 
for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors  be 
and  the  same  hereby  are  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommoda- 
tion of  high-tension  electrical  conductors  as  follows: 

One  three-inch  distributing  duct  on  the  south  side  of  Eighty-tljird  street,  from 
west  side  West  End  avenue  to  Riverside  Drive;  and 

One  three-inch  distributing  duct  on  north  side  Twenty-sixth  street,  from  the  west 
side  of  Madison  avenue  to  the  west  side  of  Fifth  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have 
first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company 
security  for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  ad- 
vance, as  provided  by  Chapter  263  of  the  Laws  of  1892;  and 

^ Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  Manhattan  Electric  Light  Company,  dated 
Apiil  6,  i897)  foi  the  constiuction  of  a subway  for  the  accommodation  of  its  electrical 
conductors  be  and  the  same  is  hereby  granted 

Resolved,  dhat  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation 
of  high-tension  electrical  conductors,  as  follows: 

One  four-inch  duct  on  south  side  of  Eighty-eighth  street,  from  Second  avenue  to 
First  avenue 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have 
first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company 
security  for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  ad- 
vance, as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  Fleischhauer  Electric  Light  and  Power 
Company,  dated  March  20th,  1897,  for  the  construction  of  a subway  for  the  accommo- 
dation of  its  electrical  conductors  be  and  the  same  is  hereby  granted. 
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Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation 
of  high-tension  electrical  conductors,  as  follows: 

From  the  northeast  corner  of  First  avenue  and  Forty-fourth  street  to  the  north- 
west corner  of  First  avenue  and  Forty-fourth  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have 
first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company 
security  for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  ad- 
vance, as  provided  by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  street  shall  be  granted. 

Resolved,  That  the  application  of  the  New  York  Telephone  Company,  dated 
March  31st,  1897,  for  the  construction  of  subways^  for  the  accommodation  of  its  elec- 
trical conductors  be  and  the  same  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low-tension 
electrical  conductors,  as  follows: 

On  north  side  of  Waverly  place.  University  place  to  Fifth  avenue. 

On  Fifth  avenue,  west  side,  Waverly  place  to  Twelfth  street. 

On  Fifth  avenue,  east  side.  Twenty-sixth  street  to  Forty-second  street. 

On  Fifth  avenue,  west  side.  Thirtieth  street  to  Fortieth  street. 

On  Fifh  avenue,  east  side.  Seventy-ninth  street  to  Eighty-fourth  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have 
first  furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the  occu- 
pation of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  provided  by 
Chapter  263  of  the  Laws  of  1892,  and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  street  shall  be  granted. 

Resolved,  That  the  applications  of  the  Edison  Electric  Illuminating  Company 
of  New  York  for  the  construction  of  subways  for  the  accommodation  of  its  elec- 
trical conductors  be  and  the  same  are  hereby  granted. 

Resolved,  That  the  Empire-City  Subway  Company,  Limited^  be  and  it  is  here- 
by authorized  and  directed  to  construct  subways  for  the  accommodation  of  low 
tension  electrical  conductors,  as  follows: 

Fifth  avenue,  east  side,  from  south  side  of  Eighth  street  to  north  side  of 

Twent3^-sixth  street. 
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Washington  street,  east  side,  from  south  side  of  Canal  street  to  south  side  of 
Spring  street. 

Twelfth  street,  south  side,  from  east  side  of  Fifth  avenue  to  Edison  Station  at 
115  East  Twelfth  street. 

Twenty-sixth  street,  south  side,  from  east  side  of  Eifth  avenue  to  Edison 
Station  at  47  West  Twenty-sixth  street. 

Jay  street,  south  side,  from  east  side  West  street  to  east  side  of  Washington 
street. 

Jay  street,  both  sides,  from  east  side  of  Washington  street  to  west  side  of 
Hudson  street. 

Bleecker  street,  north  side,  from  west  side  of  Mulberry  street  to  west  side  of 
Bowery. 

East  Seventy-sixth  street,  south  side,  from  east  side  Madison  avenue  to  west 
side  of  Park  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Empire  City  Subway  Company,  Limited^  security  for  the  occupa- 
tion of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  provided 
by  Chapter  263  of  the  Laws  of  1892;  and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  streets  shall  be  granted. 

The  meeting  then  adjourned. 


At  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor  on  Thursday,  May  6th,  1897,  at  10.30  o’clock  A.  M. 

Present:  Hon.  William  L.  Strong,  Mayor;  Commissioners  Henr}^  S.  Kearny, 
Jacob  Hess  and  Thomas  L.  Hamilton. 

The  following  applications  for  the  construction  of  subways  for  the  accommo- 
dation of  electrical  conductors  were  read  and  submitted': 

By  the  United  Electric  Light  and  Power  Company : 

One  four-inch  distributing  duct  on  the  south  side  of  Seventieth  street,  from 
southwest  corner  of  Columbus  avenue  to  southwest  corner  of  Amsterdam  avenue. 

One  four-inch  distributing  duct  on  the  north  side  of  Sixty-eighth  street,  from 
the  east  side  to  the  west  side  of  Amsterdam  avenue. 

One  four-inch  distributing  duct  on  the  south  side  of  Sixty-second  street,  from 
the  east  side  to  the  west  side  of  Amsterdam  avenue. 

One  four-inch  distributing  duct  on  the  west  side  of  Amsterdam  avenue,  from 
the  north  side  of  Sixty-eighth  street  to  the  south  side  of  Seventieth  street. 
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One  four-inch  distributing  duci  on  the  east  side  of  Amsterdam  avenue,  from 
the  south  side  of  Sixty-second  street  to  the  north  side  of  Sixty-eighth  street. 

One  four-inch  distributing  duct  on  the  west  side  of  x\msterdani  avenue,  from 
the  north  side  of  Fifty-ninth  street  to  the  south  side  of  Sixty-second  street. 

One  three-inch  distributing  duct  on  the  south  side  of  Waverly  place,  from  the 
southwest  corner  of  Mercer  street  to  the  southwest  corner  of  Greene  street. 

By  the  Mount  Morris  Electric  Light  Company : 

A subsidiary  on  the  north  side  of  Charles  street,  from  the  east  side  of  Green- 
wich street  to  a point  opposite  the  centre  line  of  the  Charles  Street  Police  Station, 
situate  on  the  north  side  of  Charles  street  about  205  feet  west  of  the  east  side  of 
Greenwich  street. 

By  the  Edison  Electric  Illuminating  Company : 

On  east  side  of  Fifth  avenue,  from  south  side  of  Seventy-ninth  street  to  south 
side  of  Eighty-sixth  street. 

The  foregoing  applications  were  considered,  and  the  following  resolutions 
adopted: 

Resolved,  That  the  applications  of  the  United  Electric  Light  and  Power  Company 
for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors 
be  and  are  hereby  granted.  » 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accom- 
modation of  high  tension  electrical  conductors,  as  follows: 

One  four-inch  distributing  duct  on  the  south  side  of  Seventieth  street,  from 
southwest  corner  of  Columbus  avenue  to  southwest  corner  of  Amsterdam  avenue. 

One  four-inch  distributing  duct  on  the  north  side  of  Sixty-eighth  street,  from 
the  east  side  to  the  west  side  of  Amsterdam  avenue. 

One  four-inch  distributing  ditct  on  the  south  side  of  Sixty-second  street,  from 
the  east  side  to  the  west  side  of  Amsterdam  avenue. 

One  four-inch  distributing  duct  on  the  west  side  of  Amsterdam  avenue,  from 
the  north  side  of  Sixty-eighth  street  to  the  south  side  of  Seventieth  street. 

One  four-inch  distributing  duct  on  the  east  side  of  Amsterdam  avenue,  from 
the  south  side  of  Sixty-second  street  to  the  north  side  of  Sixty-eighth  street. 

One  four-inch  distributing  duct  on  the  \P&st  side  of  Amsterdam  avenue,  from 
the  north  side  of  Fift3''-ninth  street  to  the  south  side  of  Sixty-second  street. 

One  three-inch  distributing  duct  on  the  south  side  of  Waverly  place,  from  the 
southwest  corner  of  Mercer  street  to  the  southwest  corner  of  Greene  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  sub  ways,  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security  for 
the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892,  and 
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Provided,  That  the  said'  street  shall  be  repaved  to  the  satisfaction  of  the  (Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  streets  shall  be  granted.  " ' . 

Resolved,  That  the  application  of  the  Mount  Morris  Electric  Light  Company 
for  the  construction  of  a subsidiary  for  the  accommodation  of  its  electrical  con- 
ductors be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  a subsidiary  for  the  ac- 
commodation of  high  tension  electrical  conductors,  as  follows: 

A subsidiary  on  the  north  side  of  Charles  street,  from  the  east  side  of  Green- 
wich street  to  a point  opposite  the  centre  line  of  the  Charles  Street  Police  Station, 
situate  on  the  north  side  of  Charles-'  street  about  205  feet  west  of  the  east  side  of 
Greenwich  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security  for 
the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  That  the  said  street  shall  be  repaved  to  the  satisfaction  of  the  Department 
of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for  opening 
the  street  shall  be  granted. 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company 
foi  the  construction  of  a subway  for  the  accommodation  of  its  electrical  con- 
ductors be  and  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Compan}^,  Liiraited,  be  and  it  is  here- 
by authorized  and  directed  to  construct  a subway  for  the  accommodation  of  low 
tension  electrical  conductors,  as  follows: 

On  east  side  of  Fifth  avenue,  from  south  side  of  Seventy-ninth  street  to  south 
side-of  Eighty-sixth  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  Until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the  occupation 
of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  provided  by  Chapter 
263  of  the  Laws  of  1892,  and 

Provided,  That  the  said  street  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  street  shall  be  granted. 

The  Mayor  introduced  Commissioner  Sturgis  as  representing  the  Fire  De- 
partment, who  spoke  on  the  matter  of  the  communication  addressed  by  this  Board 
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to  the  Fire  Department  under  date  of  April  24th,  1897,  wherein  the  said  Depart- 
ment was  directed  to  remove  its  wires  from  certain  poles,  in  various  parts  of  the 
city,  and  enumerated  in  said  notice,  within  ten  (10)  days  from  the  receipt  of  such 
notice. 

Commissioner  Sturgis  requested  that  more  time  be  given  the  Fire  Department 
to  arrange  for  the  removal  of  the  overhead  wires,  and  stated,  on  behalf  of  the 
Fire  Department,  that  the  Department  had  entered  into  contracts  for  the  con- 
struction of  subways  in  the  districts  wherein  said  poles  were  situated,  and  that 
the  work  of  construction  was  about  to  begin^  but  the  same  could  not  be  completed 
within  the  limit  of  time  set  by  said  notice;  and  he  requested  that  the  time  within 
which  said  wires  were  to  be  removed  should  be  extended  for  the  period  of  four  (4) 
months,  so  as  to  permit  of  the  completion  of  said  contracts  and  the  placing  under- 
ground of  the  wires  now  carried  by  the  poles  complained  of. 

The  Mayor  requested  that  the  notice  from  this  Board,  dated  April  24th,  1897, 
and  correspondence  be  read,  Avhich  was  done,  and  the  following  letters  were  then 
read  by  the  Secretary; 

New  York  Telephone  Company, 

New  York,  April  9th,  1897. 

Henry  S.  Kearny,  Esq.,  Secretary: 

Dear  Sir: — ReiMying  to  your  notice  of  March  31st,  advising  that  your  inspector 
reports  a dangerous  pole,  rotten  at  the  base,  at  the  northwest  corner  of  io6th 
street  and  Park  avenue,  I beg  to  advise  you  that  this  pole  supports  one  Police  De- 
partment and  two  Fire  Department  wires,  and  does  not  contain  any  wires  of  this 
Company.  We  will  be  glad  to  remove  it  if  you  so  order,  but  if  removed  the  wires 
will  be  left  unsupported  for  a distance  of  260  feet  between  adjoining  poles. 

All  of  our  wires  have  been  removed  from  the  Park  avenue  pole  line,  and  54 
poles  have  been  left  standing  between  8sth  and  113th  streets  to  support  City  De- 
partment wires.  This  Company  has  no  use  for  these  poles,  and  does  not  feel 
it  should  be  held  responsible  for  their  maintenance.  Several  are  in  such  condition 
that  they  are  liable  to  fall  and  cause  damage.  We  beg  to  request  that  the  propcr 
Departnients  in  the  City  of  New  York  be  formally  notified  that  the  poles  referred 
to  must  be  maintained  at  the  risk  and  expense  of  the  City  and  not  of  this  Com- 
pany. 

Awaiting  your  pleasure,  I am, 

Yours  very  truly, 

U.  N.  BETFIELL,  General  Manager. 

New  York  Telephone  Company, 

New  York,  April  loth,  1897. 

Henry  S.  Kearny,  Esq.,  Secretary : 

Dear  Sir  : — We  beg  to  call  your  attention  to  the  poles  in  various  parts  of  the  city 
formerly  maintained  but  not  now  used  by  this  Compan}^  which  have  been  left 
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standing  for  many  months  on  account  of  their  occupancy  by  Fire  Department 
wires.  In  this  connection  we  also  refer  to  our  letters  dated  October  loth,  17th 
and  2ist,  1805^  on  the  subject.  As  this  Company  has  no  use  for  the  poles,  it  does 
not  feel  that  it  should  be  held  responsible  for  their  maintenance,  and  as  several 
of  them  are  in  such  condition  that  they  are  liable  to  fall  and  cause  damage,  we 
beg  that  the  proper  Departments  of  the  City  of  New  York  may  be  formally  noti- 
fied that  the  poles  must  be  maintained  at  the  risk  and  expense  of  the  City,  and 
not  of  this  Company.  The  following  is  a list  of  the  poles  referred  to: 


On  Oak 'street,  James  street  to  Oliver  street 

On  Monroe  street,  between  Market  street  and  Pike  street. 
On  Monroe  street,  from  Clinton  street  to  Montgomery  street 

On  Jackson  street,  from  Water  street  to  Cherry  street 

On  Delancey  street,  from  Mangin  street  to  Tompkins  street. 
On  Mangin  street,  from  Delancey  street  to  Houston  street.  . 

On  Houston  street,  Mangin  street  to  Cannon  street 

On  Lewis  street,  from  5th  street  to  8th  street 

On  13th  street.  Avenue  C to  Avenue  D 

On  56th  street,  from  ist  avenue  to  Avenue  A 

On  125th  street,  from  East  River  to  3d  avenue 

On  Avenue  B,  Plouston  street  to  4th  street 

On  1st  avenue^  56th  street  to  s8th  street 

On  1st  avenue,  59th  street  to  68th  street 

On  1st  avenue,  87th  street  to  noth  street 

On  1st  avenue,  noth  street  to  nsth  street 

On  1st  avenue,  124th  street  to  125th  street 

On  2d  avenue,  14th  street  to  128th  street 

On  West  End  avenue,  between  65th  street  and  66th  street 

On  AATst  End  avenue,  between  both  street  and  61  st  street 

On  Park  avenue,  85th  street  to  n3th  street 
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Yours  very  truly. 


269  Poles. 


U.  N.  BETHELL,  General  Manager. 

After  discussion  as  to  the  dangerous  condition  of  the  poles,  and  whether  the 
New  York  Telephone  Company,  the  owner  of  the  poles,  should  not  be  released 
from  liability  and  the  risk  of  responsibility  be  assumed  by  the  'Fire  Department, 
since  said  poles  are  now  standing  solely  for  the  use  and  benefit  of  said  Depart- 
ment, and  Commissioner  Sturgis  agreeing,  on  behalf  of  the  Fire  Department,  to 
accept  such  liability  for  their  maintenance,  the  Mayor  offered  the  following  reso- 
lution : 

Resolved,  That  the  time  within  which  the  poles  named  in  the  communication 
from  this  Board,  dated  April  24th,  1897^  addressed  to  the  Fire  Department,  are 
to  be  removed,  shall  be  extended  for  four  (4)  months  from  this  date,  upon  con- 
dition that  the  Fire  Department  shall  assume  in  the  meantime  all  the  expense  and 
responsibility  for  the  maintenance  of  such  poles,  and  at  the  end  of  that  time  the 
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poles  to  be  removed  by  the  Telephone  Company  upon  notice  thereof  to  be  given 
to  said  Company  by  the  Fire  Department. 

Mr.  Bethell,  General  Manager  of  the  New  York  Telephone  Company,  asked 
permission  to  address  the  Board,  and  stated  that  it  was  unfair  to  the  Telephone 
Company  to  require  it  to  assume  the  expense  of  removing  the  poles  unless  it  was 
agreed  that  they  were  to  be  allowed  to  remove  the  poles  in  their  own  way,  and 
to  proceed  with  the  work  as  they  thought  expedient  without  interruption. 

Commissioner  Sturgis  then  stated  that  the  Fire  Department  would  agree  so- 
to  carry  their  work  that  all  of  the  poles  could  be  removed  as  desired,  and  that 
said  Department  would  accept  the  conditions  imposed  in  said  resolution,  and 
would  assume  the  expense  and  risk  of  the  maintenance  of  the  poles  while  they 
were  left  standing,  as  it  was  for  their  accqmmodation  only,  and  would  so  arrange 
that  all  the  Fire  Department  wires  would  be  removed  from  said  poles  within  the 
fixed  limit  of  four  (4)  months. 

The  resolution  was  then  unanimously  adopted. 

The  meeting  then  adjourned. 


At  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  on  Tuesday,  May.iith,  1897,  at  ii  o’clock  A.  M. 

Present:  Hon.  William  L.  Strong,  Mayor;  Commissioners  Henry  S.  Kearny, 
Jacob  Hess  and  Thomas  L.  Hamilton. 

Minutes  of  meetings  of  February  2d^  March  i6th,  March  27th,  April  23d  and 
May  6th,  1897,  were  read  and  approved. 

The  following  application  for  the  construction  of  a subway  was  submitted  by 
the  United  Electric  Light  and  Power  Company: 

For  the  United  Electric  Light  and  Power  Company : 

One  three-inch  distributing  duct  on  the  north  side  of  Waverley  place,  from 
the  northeast  to  the  northwest  corner  of  University  place. 

Said  application  was  considered,  and  the  following  resolution  adopted: 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommo- 
dation of  high  tension  electrical  conductors,  as  follows: 

One  three-inch  distributing  duct  on  the  north  side  of  Waverley  place,  from 
the  northeast  to  the  northwest  corner  of  University  place. 
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Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security  for 
the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892,  and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  street  shall  be  granted.  ^ 

The  Secretary  presented  and  read  opinions  of  the  Corporation  Counsel  on 
questions  submitted  to  himi  at  meeting  of  March  i6th,  1897,  as  follows; 

Office  of  the  Counsel  to  the  Corporation. 

New  York,  April  2d,  1897. 

To  the  Board  of  Electrical  Control: 

i 

Sirs  : — I am  in  receipt  of  a communication  from  Henry  S.  Kearny,  Esq.,  Secretary 
of  your  Board,  bearing  date  March  i6th,  stating  that  at  a meeting  of  the  Board 
of  Electrical  Control,  held  on  that  day,  a resolution  was  passed  which  has  been 
referred  to  me  for  my  opinion. 

The  resolution  is  as  follows: 

“Resolved,  That  the  opinion  of  the  Corporation  Counsel  be  obtained 
“as  to  the  law  as  it  stands  to-day,  as  to  whether  this  Board  has  the  power 
“to  authorize  and  direct  the  Consolidated  Telegraph  and  Electrical  Sub- 
“way  Company  to  allow  the  Eire  Department  of  New  York  City  to  lay 
“their  low  tension  lines  in  the  high  tension  subway  conduits  constructed 
“since  the  separation  of  the  companies.  May,  1891  (See  Chapter  231  of 
“the  Laws  of  1891).” 

With  the  communication  of  the  Secretary  of  your  Board  is  sent  a memoran- 
dum of  the  minutes  of  meetings  of- your  Board  at  which  the  subject  mentioned 
in  the  resolution  was  considered. 

Chapter  231  of  the  Laws  of  1891  provides  that  the  Board  of  Electrical  Control 
“is  authorized  with  the  consent  of  the  Consolidated  Telegraph  and  Electrical  Sub- 
way Company,  to  enter  into  new  contracts  with  said  company  and  with  the 
Empire  City  Subway  Company  (Limited),  providing  for  a division  of  the  work 
of  construction,  maintaining  and  operating  subways  in  said  City  in  such  manner 
that  the  work  of  constructing,  maintaining  and  operating  subways  for  telegraph 
and  telephone  conductors^  and  for  the  low  tension  conductors  of  the  Edison  Elec- 
tric Illuminating  Company  of  New  York,  shall  be  done  by  the  Empire  City  Sub- 
way Company  (Limited),  and  the  work  of  constructing,  fnaintaining  and  operating 
all  other  subways  shall  be  done  by  the  Consolidated  Telegraph  and  Electrical 
Subway  Company.” 

By  a modifying  agreement,  dated  May  15,  1891,  and  made  by  your  Board  with 
the  Consolidated  Telegraph  and  Electrical  Subway  Company,  said  Company  was 
released  from  all  the  duties,  obligations  and  liabilities  imposed  upon  or  accepted 
by  it  under  its  former  agreements  with  the  Board  for  the  building  of  subways  for 
low  tension  purposes. 
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Also  on  the  same  day,  May  15,  1891,  an  agreement  was  entered  into  between 
your  Board  and  the  Empire  City  Subway  Company  (Limited),  providing  for  the 
construction  and  maintenance  by  said  company  of  all  subways  to  be  built  for  low 
tension  purposes. 

I 

The  following  paragraph  appears  in  said  agreement: 

“The  said  party  of  the  second  part  shall,  without  charge,  supply  to 
“the  City  of  New  York  all  space  in  said  subways,  conduits  and  ducts 
“necessary  for  its  electrical  conductors,  and  the  electrical  conductors  of 
_ “each  separate  department  of  said  City  which  may  now  or  hereafter  be 
“required.” 

In  my  opinidn  the  conclusion  must  be  reached  from  an  examination  of  Chap- 
ter 231  of  the  Laws  of  1891,  already  cited,  and  of  the  two  contracts  thereafter 
made  thereunder,  also  above  recited,  that  your  Board  has  not  the  power  to  direct 
the  Consolidated  Telegraph  and  Electrical  Subway  Company  to  allow  the  Fire 
Department  of  the  City  of  New  York  to  lay  its  low  tension  lines  in  the  high  ten- 
sion subway  conduits  constructed  since  the  separation  of  the  companies,  May, 
1891. 

This  opinion  is  addressed  to  the  question  of  power  of  the  Board  to  direct  the 
Company  to  allow  the  Fire  Department  to  lay  its  low  tension  lines  in  the  conduits 
in  question. 

Whether  the  Board  has  the  power  to  authorize  that  company  to  allow  the 
Fire  Department  to  lay  its  low  tension  lines  in  the  high  tension  subway  conduits 
mentioned  presents  a different  question,  and  I would  be  glad  to  be  informed 
whether  your  Board  desires  an  opinion  upon  this  aspect  of  the  matter,  as  dis- 
tinguished from  the  question  of  the  power  of  the  Board  to  direct,  not  to  authorize, 
placing  of  the  Fire  Department’s  low  tension  lines  in  the  conduits  mentioned.  • 

If  this  question  is  meant  to  be  separately  asked  and  answered,  I will  promptly 
give  you  my  opinion  upon  the  question  as  soon  as  so  requested. 

Yours, 

FRANCIS  M.  SCOTT, 

Counsel  to  the  Corporation. 

/ 

Office  of  the  Counsel  to  the  Corporation. 

a 

New  York,  April  9th,  1897. 

To  the  Board  of  Electrical  Control:  1 

Sirs  : — I am  in  receipt  of  a communication  from  Job  E.  Hodges,  Esq.,  Secretary  to 
the  Mayor,  wherein  he  states  that  he  is  directed  to  ask  me  to  submit  an  opinion 
to  your  Board  as  to  whether  your  Board  has  the  power  to  authorize  the  Consoli- 
dated Telegraph  and  Electrical  Subway  Company  to  allow  the  Fire-  Department 
to  lay  its  low  tension  lines  in  the  high  tension  subways. 

In  my  opinion  the  Board  of  Electrical  Control  has  the  power  just  mentioned. 
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It  will  be  necessary,  however,  to  amend  the  rules  of  your  Board  so  as  to 
provide  for  such  an  exceptional  case,  and  you  will,  of  course,  take  the  necessary 
measures  to  the  end  that  the  proximity  of  the  two  classes  of  wires  may  not  be  a 
source  of  danger. 

I would  further  suggest  that  the  power  mentioned  should  never  be  exercised 
except  under  the  stress  of  positive  necessity. 

Yours, 

FRANCIS  M.  SCOTT, 

Counsel  to  the  Corporation. 

The  following  communications  were  then  read: 

Consolidated  Telegraph  and  Electrical  Subway  Co., 

15  Dey  Street. 

New  York,  May  loth,  1897. 

Henry  S.  Kearny,  Esq.,  Secretary  Board  of  Electrical  Control : 

Dear  Sir  : — Referring  to  the  bond  given  by  this  Company  to  secure  the  performance 
of  its  contract  with  the  Board  of  Electrical  Control,  I would  say  that  we  would 
like  to  substitute  for  the  American  Surety -Company  as  surety  on  said  bond,  the 
.Pidelity  and  Deposit  Company  of  Maryland. 

I hand  you  herewith  a sworn  statement  of  the  financial  condition  of  the  latter 
company  at  the  close  of  business  April  30th,  1897. 

Will  you  kindly  take  such  action  as  may  be  proper  in  the  premises. 

Yours  truly, 

E.  L.  RIDGWAY, 

Vice-President  and  General  Manager. 

Empire  City  Subway  Company  (Limited), 

15  Dey  Street, 

New  York,  May  loth,  1897. 

Henry  S.  Kearny,  Esq.,  Secretary  Board  of  Electrical  Control : 

Dear  Sir  : — Referring  to  the  bond  given  by  this  Company  to  secure  the  performance^ 
of  its  contract  with  the  Board  of  Electrical  Control,  I would  say  that  we  would 
like  to  substitute  for  the  American  Surety  Company  as  surety  on  said  bond^  the 
Fidelity  and  Deposit  Company  of  Maryland. 

I hand  you  herewith  a sworn  statement  of  the  financial  condition  of  the  latter 
company  at  the  close  of  business  April  30th,  1897. 

Will  you  kindly  take  such  action  as  may  be  proper  in  the  premises. 

Yours  truly. 


JOHN  H.  CAHILL,  Secretary. 
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Annexed  to  these  letters  was  a statement  of  the  financial  condition  of  the 
Fidelity  and  Deposit  Company  of  Maryland,  showing  resources  and  liabilities  of 
said  Company,  as  of  April  30,  1897,  and  verified  by  John  W.  Wooten,  as  attorney 
of  said  Company. 

Said  communications  were  considered,  and  the  following  resolution  adopted: 

Resolved,  That  the  requests  this  day  presented  on  behalf  of  the  Consolidated 
Telegraph  and  Electrical  Subway  Company  and  the  Empire  City  Subway  Com- 
pany, Limited,  asking  leave  to  substitute  the  Fidelity  and  Deposit  Company  of 
Maryland  as  surety  in  the  place  and  stead  of  the  American  Surety  Company  on 
bonds  given  by  said  companies  respectively  on  the  pending  contracts  with  this 
Board,  be  referred  to  a committee  to  be  named  by  the  Mayor  to  consider  said  ap- 
plications, and  report  same  to  this  Board  at  the  earliest  possible  time,  with  the 
recommendation  of  the  committee  thereon  as  to  the  granting  or  rejection  of  said 
requests. 

i 

The  resolution  was  adopted,  and  the  Mayor  named  as  such  Committee  Com- 
missioners Kearny,  Hess  and  Hamilton. 

Commissioner  Kearny  presented  to  the  Board  a copy  of  permit  issued  by  the 
Commissioner  of  Public  Works  to  the  Eighth  Avenue  Railroad  Company  and  the 
• Metropolitan  Street  Railway  Company  to  open  certain  streets  for  change  of  mo- 
tive power,  which  said  permit  was  published  in  the  City  Record  April  loth,  1897. 
Paragraphs  4,  5,  6 and  15  of  said  permit  were  read. 

The  Secretary  then  read  the  following  correspondence  between  the  Secretary 
of  the  Board  of  Electrical  Control  and  the  Department  of  Public  Works^  as  fol- 
lows: 

New  York,  April  9th,  1897. 

Hon.  C.  H.  T.  Collis,  Commissioner,  Department  of  Public  Works,  No.  150  Nassau 
Street,  New  York  City: 

My  Dear  General  : — Enclosed  you  will  find  a marked  copy  of  Chapter  263  of  the 
Laws  of  1892  relating  to  the  powers  of  the  Board  of  Electrical  Control,  &c.  No 
application  has  been  made  to  this  Board  by  or  on  behalf  of  the  Metropolitan 
Traction  Company  for  leave  to  lay  underground  any  electrical  conductors,  but 
the  daily  press  states  that  you,  as  Commissioner  of  Public  Works,  have  issued 
a permit  to  the  Metropolitan  Traction  Company  to  tear  up  the  pavement  in 
Eighth  avenue  and  begin  the  construction  of  underground  electrical  conductors. 
As  this  is  in  direct  violation  of  law  and  police  regulations  of  the  City  of  New 
York,  I cannot  believe  that  you  would  knowingly  issue  such  permit.  I shall 
await  anxiously  your  denial  of  the  accuracy  of  the  statement  that  you  have  issued 
any  such  permit,  or  a notice  that  in  case  the  same  has  been  issued  that  you  have 
recalled  it.  I shall  be  compelled,  otherwise,  to  notify  the  Police  Department  that 
the  disturbing  of  the  pavement  on  said  avenue  for  the  purpose  of  corustructing 
underground  electrical  conductors  is  done  without  the  consent  of  this  Board  and 
in  violation  of  law,  and  require  them  to  act  accordingly. 


0 
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I have  no  desire  to  be  captious  in  the  matter,  but  I can  see  no  reason  why  the 
above  named  corporation  should  be  favored  to  the  extent  of  being  permitted  to 
openly  and  defiantly  violate  the  plain  provisions  of  law. 

The  Board  of  Electrical  Control  is  vested  with  the  exclusive  control  over  the 
construction  of  electrical  conductors  in  the  public  streets,  and  has  rules  govern- 
ing the  same,  and  it  is  proposed  that  they  shall  be  enforced  and  respected. 

Awaiting  your  early  reply,  I remain. 

Yours  truly, 

HENRY  S.  KEARNY. 


Commissioner  and  Secretary. 


Department  of  Public  Works, 

New  York,  April  9th,  1897. 

My  Dear  Sir: — I am  in  receipt  of  your  letter  of  this  date,  enclosing  a copy  of  the 
statute  creating  the  Board  of  Electrical  Control. 

I have  done  nothing  whatever  which  confiicts  with  the  terms  of  this  statute. 
I have  not  decided  the  question,  nor  have  I any  right  to,  as  to  your  power  in  the 
premises.  I have  simply  granted  a permit  as  far  as  this  Department  is  concerned. 

If  you  are  right  that  a permit  must  be  obtained  from  you,  of  course  you  ought 
to  enforce  it.  If  I did  not  grant  a permit,  a mandamus  would  be  applied  for  to 
compel  me  to  do  so. 


Before  issuing  the  permit^  I conferred  with  Corporation  Counsel  Scott  upon 
this  very  subject,  and  he  advised  me  that  my  functions  were  separate  and  distinct 
from  yours,  and  that  I was  not  called  upon  to  delay  my  action  until  you  had 
passed  upon  the  question. 


I am. 


Very  truly  yours, 

CHARLES  H.  T.  COLLIS,  Commissioner. 


To  Henry  S.  Kearny,  Esq., 


Board  of  Electrical  Control. 


New  York,  April  12th,  1897. 

Gen.  Charles  H.  T.  Collis,  Commissioner,  Department  of  Public  Works,  New  York 
City : 

Dear  Sir: — Your  letter  of  the  9th,  in  reply  to  my  communication  of  same  day,  is 
received  and  contents  noted,  wherein  you  say  you  have  issued  the  permit  to  the 
Metropolitan  Company  to  begin  the  construction,  &c.,  and  consider  that  it  is 
not  in  violation  of  Chapter  263  of  the  Laws  of  1892.  Again  I must  call  your  atten- 
tion to  the  phraseology  of  Section  2 of  said  law,  as  follows: 

« 

“Unless  a permit  in  writing  therefor  shall  have  been  first  obtained 
“from  said  Board.” 
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I have  again  to  notify  you  that  no  permit  has  been  obtained  from  this  Board, 
nor  has  any  application  for  a permit  from  the  Metropolitan  Company  ever  been 
received.  Therefore  I have  to  request  that  you  will  immediately  recall  the  permit 
heretofore  granted  by  your  Department,  and  await  the  issuing  of  such  permit  in 
the  future  until  you  are  informed  that  the  above  cited  section  and  law  has  been 
complied  with. 

Awaiting  your  reply,  I am. 

Yours  very  truly, 

HENRY  S.  KEARNY, 
Commissioner  and  Secretary. 

Department  of  Public  Works,  Commissioner’s  Office. 

New  York,  April  15,  1897. 

Henry  S.  Kearny,  Esq.,  Commissioner  and  Secretary  of  Board  of  Electrical  Control : 

Dear  Sir: — In  reply  to  your  letter  of  the  12th  inst.,  requesting  that  I will  recall 
the  permit  heretofore  granted  to  the  Metropolitan  Street  Railway  Company,  con- 
jointly with  the  Eighth  Avenue  Railroad  Company,  to  open  certain  streets  for 
change  of  motive  power  along  the  line  of  the  Eighth  Avenue  Railroad  Company, 
in  deference  to  a claim  made  by  you  that  under  the  Act  in  relation  to  electrical 
subways  in  the  City  of  New  York,  Chapter  263  of  the  Laws  of  1892,  there  must 
first  be  obtained  from  your  Board  a permit  for  the  laying  of  the  underground 
conduit  for  the  new  motive  power^  I beg  to  state  that,  whatever  the  powers  vested 
in  your  Board  may  be,  the  powers  of  this  Department  are  entirely  independent 
thereof;  and  by  the  very  Act  to  which  you  refer,  it  is  provided  that  “Nothing 
herein  contained  shall  be  construed  to  authorize  any  corporation  or  individual  to, 
take  up  the  pavements  of  said  City,  to  excavate  in  any  of  said  streets,  or  to  erect 
poles  in  any  part  of  said  City,  unless  a permit  in  writing  therefor  shall  have  been 
first  obtained  from  the  Department  of  Public  Works  of  said  City.”  The  order 
in  which  any  requisite  permits  are  obtained  is  immaterial  as  to  any  work  which, 
under  this  law,  is  subject  to  your  control. 

Without,  therefore,  assuming  to  pass  judgment  upon  your  authority  in  rela- 
tion to  the  construction  of  the  conduits  for  the  electrical  motive  power,  I am 
constrained  to  the  necessity  of  denying  your  request. 

Very  respectfully, 

CHARLES  H.  T.  COLLIS, 
Commissioner  of  Public  Works. 

Commissioner  Kearny  then  offered  the  following  preamble  and  resolutions: 

Whereas,  It  appears  by  the  City  Record  of  April  loth  last  that  a permit  has 
been  issued  by  the  Commissioner  of  Public  Works  authorizing  the  Metropolitan 
Railway  Company  and  the  Eighth  Avenue  Railroad  Company  to  take  up  the  pave- 
ment in  Eighth  'avenue  for  the  purpose  of  laying  underground  conduits  or  sub- 
ways for  electrical  conductors,  which  permit  purports  to  give  to  said  companies 
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the  right  to  lay  therein  electrical  conductors,  and  purports  to  regulate  the  method 
of  construction  thereof,  and  to  provide  for  the  supervision  and  control  of  the 
same  by  the  said  Department  of  Public  Works  during  such  construction;  and 

Whereas,  It  is  by  statute  expressly  provided  that  the  exclusive  control  over 
the  supervision  of  all  electrical  construction,  both  overhead  and  underground, 
within  the  limits  of  the  City  of  New  York,  is  vested  in  and  shall  be  exercised  ex- 
clusively by  the  Board  of  Electrical  Control  in  and  for  the  City  of  New  York; 
and 

Whereas,  It  is,  by  Chapter  263  of  the  Laws  of  1892,  expressly  provided  that 
“it  shall  be  unlawful,  after  the  passage  of  this  Act,  for  any  corporation  or  individ- 
ual to  take  up  the  pavements  of  the  streets  of  said  city,  or  to  excavate  in  any  of 
said  streets  for  the  purpose  of  laying  underground  any  electrical  conductors  or 
constructing  any  conduit  or  subway  for  the  reception  of  electrical  conductors 
unless  a permit  in  writing  therefor  shall  have  first  been  obtained  from  said 
Board;”  and 

Whereas,  No  application  for  such  permission  has  been  made  to  this  Board  by 
or  on  behalf  of  either  of  said  railway  companies;  and 

Whereas,  In  the  opinion  of  this  Board  the  said  permit  so  issued  by  the  Com- 
missioner of  Public  Works  is  wholly  inoperative  and  without  legal  effect  in  as 
far  as  it  purports  or  pretends  to  authorize  the  excavation  for  or  the  construction 
of  any  subways  or  conduits  for  electrical  conductors,  and  the  placing  of  any  elec- 
trical conductors  therein,  or  prescribes  the  method  of  such  electrical  construction, 
or  provides  for  the  supervision  of  the  same,  or  seeks  to  direct  the  manner  or  kind 
of  electrical  conductor  which  shall  be  used  therein; 

Resolved,  That  it  is  the  sense  of  this  Board  that  such  permit  is  a usurpation 
of  the  exclusive  authority  of  this  Board,  and  should  be,  so  far  as  it  is  in  conflict 
with  the  jurisdiction  of  this  Board,  recalled  and  annulled;  and 

Resolved,  That  the  Corporation  Counsel  be  requested  to  immediately  take 
such  appropriate  legal  action  as  will  result  in  the  revocation  of  all  the  parts  of 
said  permit  which  are  in  conflict  with  the  exclusive  powers  of  this  Board,  and 
particularly  sections  4,  5,  6 and  15,  which  are  an  assumption  of  authority  by  the 
Commissioner  of  Public  Works,  and  enjoin  the  said  companies,  or  either  of  them, 
from  proceeding  with  such  construction  under  the  authority  of  said  permit  until 
they  have  first  made  proper  application  to  this  Board  and  the  same  shall  have 
been  duly  considered  and  decided. 

The  Mayor  then  moved  the  adoption  of  said  preamble  and  resolutions,  and 
the  same  were  unanimously  adopted. 

The  Secretary  was  directed  to  transmit  copies  of  said  resolutions  and  the  cor- 
respondence relating  thereto  to  the  Corporation  Counsel  for  his  action  thereon. 


The  meeting  then  adjourned. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of 
the  Board,  No.  1264  Broadway,  New  York,  Tuesday,  May  nth,  1897,  at  2:30  P.  M.. 

Present:  Commissioners  Henry  S.  Kearny,  Jacob  Hess  and  Thomas  L.  Ham- 
ilton. 

The  committee  appointed  to  investigate  and  report  upon  the  applications  made 
by  the  Consolidated  Telegraph  and  Electrical  Subway  Company  and  the  Empire 
City  Subway  Company,  Limited,  asking  that  said  companies  be  permitted  to  sub- 
stitute the  Eidelity  and  Deposit  Company  of  Maryland  in  place  of  the  American 
Surety  Company  of  New  York  as  the  surety  on  the  bonds  given  by  them  to  secure 
the  performance  of  their  respective  contracts  with  this  Board,  offered  its  report, 
stating  that  the  applications  had  received  due  consideration,  and,  after  examina- 
tion of  the  sworn  statement  of  the  Eidelity  and  Deposit  Company  of  Maryland, 
the  committee  was  of  the  opinion  that  said  company  was  fully  competent  to  give 
any  necessary  security  or  bond  on  said  contracts,  and  that  therefore,  upon  the  re- 
quest of  the  several  Subway  Construction  Companies,  the  committee  recom- 
mended that  the  several  applications  be  favorablj^  considered^  and  the  request 
for  the  substitution  of  the  Eidelity  and  Deposit  Company  of  Maryland  in  the  place 
and  stead  of  the  American  Surety  Company  of  New  York  be  granted. 

Said  report  was  received  and  the  following  resolutions  adopted; 

Whereas,  The  Consolidated  Telegraph  and  Electrical  Subway  Company  has 
made  application  to  the  Board  of  Electrical  Control  for  the  substitution  of  the 
Fidelity  and  Deposit  Company  of  Maryland,  as  surety  upon  the  bond  executed 
to  said  Board  by  the  American  Surety  Company  of  New  York,  on  the  15th  day  of 
May,  1891; 

Resolved,  That  the  Fidelity  and  Deposit  Company  of  Maryland  is  hereby  or- 
dered substituted  in  the  place  of  the  American  Surety  Company  of  New  York,  as 
surety  upon  the  said  bond,  and  is  accepted  and  approved  as  a sufficient  surety 
thereon; 

And  it  is  further  resolved,  That  authority  be  and  is  hereby  given  to  the  Secre- 
tary of  this  Board  to  endorse  the  approval  of  the  Board  upon  the  bond  of  the  said 
Fidelity  and  Deposit  Company  of  Maryland,  when  duly  executed  in  the  form  here- 
tofore executed  by  the  American  Surety  Company  of  New  York. 

Whereas,  The  Empire  City  Subway  Company,  Limited,  has  made  application 
to  the  Board  of  Electrical  Control  for  the  substitution  of  the  Fidelity  and  Deposit 
Company  of  Maryland,  as  surety  upon  the  bond  executed  to  said  Board  by  the 
American  Surety  Company  of  New  York,  on  the  15th  day  of  May,  1891; 

Resolved,  That  the  Fidelity  and  Deposit  Company  of  Maryland  is  hereby  ordered 
substituted  in  the  place  of  the  American  Surety  Company  of  New  York,  as  surety 
upon  the  said  bond,  and  is  accepted  and  approved  as  a sufficient  surety  thereon ; 
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And  it  is  further  resolved,  That  authority  be  and  is  hereby  given  to  the  Secretary 
of  this  Board  to  endorse  the  approval  of  the  Board  upon  the  bond  of  the  said  Fidelity 
and  Deposit  Company  of  Maryland,  when  duly  executed  in  the  form  heretofore  exe- 
cuted by  the  American  Surety  Company  of  New  York. 

The  meeting  then  adjourned. 


X 

At  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the  Board, 
No.  1264  Broadway,  New  York,  on  May  i8th,  1897,  at  3 o’clock  P.  M. 

Present;  Commissioners  Henry  S.  Kearny,  Jacob  Hess  and  Thomas  L.  Hamilton. 

Application  of  the  Edison  Electric  Illuminating  Company  for  the  extension  of  a 
subway  on  Fifth  avenue,  from  south  side  of  Eighty-sixth  street  to  the  south  side  of 
Eighty-seventh  street,  was  read,  and  the  following  resolution  was  unanimously  adopted : 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company  of 
New  York  for  the  construction  of  a subway  for  the  accommodation  of  its  electrical 
conductors  be  and  the  same  is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  a subway  for  the  accommodation  of  low-tension 
electrical  conductors,  as  follows : 

Fifth  avenue,  east  side,  from  the  south  side  of  Eighty-sixth  street  to  the  south 
side  of  Eighty-seventh  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the  occupation  of 
said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  provided  by  Chapter 
263  of  the  Laws  of  1892 ; and  \ 

Provided,  That  the  said  street  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  street  shall  be  granted. 

/ The  following  communication  was  then  read : 

Police  Department  of  the  City  of  New  York, 

No.  300  Mulberry  Street, 

New  York,  May  14,  1897. 

To  the  Honorable  Board  of  Electrical  Control; 

Gentlemen  ; — In  order  to  establish  telephone  connection  (underground)  between 
the  office  of  the  Police  Court  Squad,  attached  to  the  new  Seventh  District  Police  Court, 
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314  and  316  West  Fifty-fourth  street,  and  Police  Fleadquarters,  permission  is  hereby 
respectfully  requested  to  construct  a subsidiary  conduit  from  the  subway  manhole, 
northwest  corner  of  Fifty-fourth  street  and  Eighth  avenue,  thence  westerly  through 
Fifty-fourth  street  to  said  Court  House  (length  of  conduit  288  feet).  Diagram  hereto 
attached. 

Very  respectfully, 

FREDERICK  D.  GRANT,  Chairman  Committee  Repairs  and  Supplies,  Board  of 
Police. 

Attached  thereto  was  diagram  showing  proposed  location  of  subsidiary  conduit 
asked  for  in  said  application.  Thereupon  the  following  resolution  was  adopted : 

Whereas,  The  Police  Department  is  one  of  the  Municipal  Departments  of  the  City 
of  New  York,  and  the  proposed  conduit  is  intended  to  be  used  exclusively  by  and  for 
the  purposes  of  said  Department, 

Resolved,  That  the  application  of  the  Police  Department  for  permission  to  con- 
struct a subsidiary  conduit  from  the  subway  manhole  at  northwest  corner  of  Eighth 
avenue  and  Fifty-fourth  street,  thence  westerly  through  Fifty-fourth  street  to  the 
Seventh  District  Police  Court  House,  No.  316  West  Fifty-fourth  street,  be  and  the  same 
hereby  is  granted,  the  said  subway  to  be  constructed  by  or  at  the  expense  of  the  Police 
Department  of  the  City  of  New  York. 

The  application  of  the  Collector  of  Customs  of  the  Port  of  New  York,  dated  May 
13th,  1897,  was  read,  requesting  that  a permit  be  granted  for  the  construction  of  a sub- 
way for  underground  electrical  conductors  between  the  United  States  Custom  House 
and  the  United  States  Sub-Treasury  in  Wall  street,  in  accordance  with  provisions  of 
“An  Act  authorizing  the  operation  of  electrical  conductors  in  the  City  of  New  York 
and  the  construction  of  a subway  therefor,”  which  act  was  passed  at  the  last  session 
of  the  Legislature. 

The  Secretary  was  directed  to  forward  to  the  Collector  of  Customs  the  approved 
form  of  application  for  the  construction  of  subways,  and  notify  him  that  upon  receipt 
of  same,  executed  in  proper  form,  requesting  the  construction  of  such  subway,  the 
Board  would  order  the  Consolidated  Telegraph  and  Electrical  Subway  Company  to 
construct  the  same. 


The  meeting  then  adjourned. 
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At  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the  Board, 
No.  1264  Broadway,  New  York,  on  Tuesday,  June  8th,  1897,  at  12  o’clock,  noon. 

Present:  Commissioners  Henry  S.  Kearny,  Jacob  Hess  and  Thomas  L.  Hamilton. 

In  the  absence  of  the  President  of  the  Board,  Commissioner  Hess  presided. 

Following  applications  were  read  from  Fire  Department  for  the  construction  of 
subways  for  its  own  use: 

On  Grand  street,  between  Cannon  and  Mangin  streets. 

From  south  side  of  113th  street  through  the  centre  of  the  plots  on  the  Western 
Boulevard  to  the  south  side  of  Manhattan  street. 

On  Amsterdam  avenue,  from  124th  street  to  Manhattan  street. 

From  southeast  corner  of  Ninetieth  street  and  West  End  avenue,  from  manhole 
southeast  corner  to  signal  post  same  corner. 

From  manhole,  southwest  corner  of  Ninetieth  street  and  Boulevard,  to  post  in  the 
centre  plot  south  side  of  Ninetieth  street. 

North  side  of  ii6th  street,  from  the  centre  of  Boulevard  to  the  northwest  corner 
of  Amsterdam  avenue,  inside  of  curbing. 

Amsterdam  avenue,  from  the  southwest  corner  of  ii6th  street  to  opposite  117th 
street,  inside  of  curbing. 

South  side  of  120th  street,  from  the  centre  of  Boulevard  to  southwest  corner  of 
Amsterdam  avenue,  inside  of  curbing. 

Connection  with  high  tension  subwa}'  at  Fifty-third  street  and  Second  avenue 
with  Fire  Department  cables  in  that  subway,  and  for  continuation  of  same  on  south 
side  of  Fifty-third  street  westerly  to  opposite  and  into  No.  243  East  Fifty-third  street 
for  the  purpose  of  connecting  the  residence  of  Chief  of  Battalion  Welsh  of  this  De- 
partment with  its  system. 

In  East  Eighty-second  street,  from  the  manhole  on  the  west  side  of  Third  avenue 
to  and  into  the  residence  of  Chief  of  Battalion  Duane,  No.  242  East  Eighty-second 
street. 

Whereupon  the  following  resolution  was  adopted : 

Resolved,  That  the  applications  of  the  Fire  Department  for  permission  to  con- 
struct subways  to  be  used  exclusively  by  and  for  the  purpose  of  said  Department,  to 
be  constructed  on  the  following  streets  and  avenues,  to  wit : 

On  Grand  street,  from  Cannon  street  to  Mangin  street; 

From  south  side  of  113th  street  through  the  centre  of  the  plots  on  the  Western 
Boulevard  to  the  south  side  of  Manhattan  street ; 

On  Amsterdam  avenue,  from  124th  street  to  Manhattan  street; 

At  southeast  corner  of  Ninetieth  street  and  West  End  avenue,  from  manhole 
signal  post  at  said  corner; 

At  Boulevard  and  Ninetieth  street,  from  manhole  at  southwest  corner  to  post 
in  the  centre  plot  on  south  side  of  Ninetieth  street; 

On  north  side  of  Ii6th  street,  from  centre  of  Boulevard  to  northwest  corner  of 
Amsterdam  avenue  (inside  of  curb) ; 
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On  Amsterdam  avenue,  from  southwest  corner  of  ii6th  street  to  117th  street 
(inside  of  curb) ; 

On  south  side  of  120th  street,  from  centre  of  Boulevard  to  southwest  corner  of 
Amsterdam  avenue  (inside  of  curb) ; 

On  Eighty-second  street,  from  manhole  on  west  side  of  Third  avenue  to  No.  24a 
East  Eighty-second  s’treet; 

Connection  with  cables  of  said  Department  now  in  subway  at  Fnfty-third  street 
and  Second  avenue,  thence  on  south  side  Fifty-third  street  westerly  to  No.  243  East 
Fifty-third  street. 

be  and  the  same  hereby  are  granted,  said  subways  and  connections  to  he  constructed 
by  or  at  the  expense  of  the  Fire  Department  of  the  City  of  New  York. 

The  Secretary  read  the  following  communication: 

Headquarters  Fire  Department, 

157  AND  159  Fast  Sixty-seventh  Street,  • 

New  York,  May  25,  1897. 

Hon.  Board  of  Electrical  Control,  New  York  City: 

Gentlemen: — I have  the  honor  to  acknowledge  the  receipt  of 'yours  of  the  12th 
inst.,  stating  that  at  a meeting  of  the  Board  of  Electrical  Control  on  the  6th  inst., 
a resolution  was  adopted  relative  to  the  removal  of  poles  by  this  Department,  re- 
ferred to  in  yours  of  the  24th  of  April  last,  and  asking  the  written  acceptance  of  this 
Department  of  the-  conditions  contained  in  said  resolution,  and  to  say  that  the  Board 
of  Fire  Commissioners,  at  a meeting  held  on  the  21st  inst.,  agreed  to  accept  the  condi- 
tion referred  to.  Very  respectfully, 

JAMES  R.  SHEFFIELD,  President. 

The  following  applications  for  construction  of  subways  were  then  submitted: 

By  the  New  York  Telephone  Company: 

On  Liberty  street,  from 'William  street  to  Gold  street. 

On  Gold  street  (east  side),  from  Maiden  lane  to  Ann  street. 

On  Gold  street  (east  side),  from  Beekman  street  to  Frankfort  street. 

On  Cherry  street,  from  Pearl  street  to  Roosevelt  street. 

On  Third  avenue,  from  Eighteenth  street  to  Twenty-first  street,  and  from  Twenty- 
third  to  Twenty-sixth  street. 

On  Ninth  avenue,  from  Fifteenth  to  Eighteenth  street,  and  from  Twenty-third 
to  Twenty-sixth  street. 

On  Tenth  avenue,  from  Thirty-eighth  to  Forty-second  street. 

On  Sixty-sixth  street,  from  Lexington  avenue  to  Madison  avenue. 

On  Madison  avenue,  from  Fifty-ninth  street  to  Sixty-sixth  street. 

On  Park  avenue,  from  Fifty-ninth  street  to  Sixty-fifth  street. 

On  West  End  avenue,  from  Sixty-ninth  street  to  Seventy-second  street. 

On  Seventy-second  street,  from  West  End  avenue  to  the  westerly  end  of  Seventy- 
second  street. 

And  for  the  enlargement  of  existing  subways  as  follows: 
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On  William  street,  from  Cedar  street  to  Liberty. 

On  Gold  street,  from  Ann  street  to  Beekman  street. 

By  the  United  Electric  Light  and  Power  Company : 

One  (i)  three  (3)  inch  distributing  duct  on  the  east  side  of  Lexington  avenue, 
from  southeast  Twenty-ninth  street  to  northeast  Thirty-second  street. 

One  (i)  four  (4)  inch  distributing  duct  on  the  north  side  of  Eighty-first  street 

from  northwest  Columbus  avenue  to  northwest  Boulevard. 

/ 

One  (i)  three  (3)  inch  distributing  duct  on  the  south  side  of  Eighty-third  street, 
from  southwest  West  End  avenue  to  southeast  Boulevard. 

One  (i)  four  (4)  inch  distributing  duct  on  the  west  side  of  Boulevard,  from 
northwest  Eighty-iirst  street  to  southwest  Eighty-second  street. 

By  the  Mount  Morris  Electric  Light  Company; 

One  (i)  three  (3)  inch  distributing  duct  on  the  south  side  of  West  Seventy-sec- 
ond street,  from  the  west  side  of  Central  Park,  West,  to  the  east  side  of  Twelfth 
avenue. 

One  (i)  three  (3)  inch  distributing  duct  on  the  north  side  of  West  Seventy-sec- 
ond street,  from  the  west  side  of  Columbus  avenue  to  the  east  side  of  Riverside 
avenue. 

One  (i)  three  (3)  inch  distributing  duct  on  the  east  side  of  Riverside  avenue, 
from  the  north  side  of  West  Seventy-second  street  to  the  south  side  of  West  Seventy- 
seventh  street. 

One  (i)  three  (3)  inch  distributing  duct  on  the  south  side  of  West  Seventy- 
seventh  street,  from  the  west  side  of  West  End  avenue  to  the  east  side  of  Riverside 
avenue. 

One  (i)  three  (3)  inch  distributing  duct  on  the  south  side  of  West  Seventy- 
seventh  street,  from  the  East  side  of  Columbus  avenue  to  the  west  side  of  Central 
Park  West. 

One  (i)  three  (3)  inch  distributing  duct  on  the  south  side  of  West  Eighty-third 
street,  from  the  east  side  of  Columbus  avenue  to  the  west  side  of  Central  Park  West. 

One  (i)  three  (3)  inch  distributing  duct  on  the  south  side  of  West  Sixty-ninth 
street,  from  the  east  side  of  Columbus  avenue  to  the  west  side  of  Central  Park  West. 

One  (i)  three  (3)  inch  distributing  duct  on  the  north  side  of  West  Seventy-fourth 
street,  from  east  side  Riverside  avenue  to  the  west  side  of  West  End  avenue. 

One  (i)  three  (3)  inch  distributing  duct  on  the  north  side  of  West  Seventy-sixth 
street,  from  the  east  side  of  Columbus  avenue  to  the  west  side  of  Central  Park  West. 

The  foregoing  applications  were  considered  and  the  following  resolutions  adopted: 

Resolved,  That  the  application  of  the  New  York  Telephone  Company  for  the  con- 
struction of  subways  for  the  accommodation  of  its  electrical  conductors  be  and  is 
hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low-tension 
electrical  conductors,  as  follows: 

On  Liberty  street,  from  William  street  to  Gold  street. 

On  Gold  street,  east  side,  from  Maiden  lane  to  Ann  street. 

On  Gold  street,  east  side,  from  Beekman  street  to  Frankfort  street. 

On  Cherry  street,  from  Pearl  street  to  Roosevelt  street. 
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On  Third  avenue,  from  Eighteenth  street  to  Twenty-first  street. 

On  Thirh.  avenue,  from  Twenty-third  street  to  Twenty-sixth  street. 

On  Ninth  avenue,  from  Fifteenth  street  to  Eighteenth  street. 

On  Ninth  avenue,  from  Twenty-third  street  to  Twenty-sixth  street. 

On  Tenth  avenue,  from  Thirty-eighth  street  to  Forty-second  street. 

\ 

On  Sixty-sixth  street,  from  Lexington  avenue  to  Madison  avenue. 

On  Madison  avenue,  from  Fifty-ninth  street  to  Sixty-sixth  street. 

On  Park  avenue,  from  Fifty-ninth  street  to  Sixty-fifth  street. 

On  West  End  avenue,  from  Sixty-ninth  street  to  Seventy-second  street. 

On  Seventy-second  street,  from  West  End  avenue  to  westerly  end  of  Seventy- 
second  street. 

And  to  enlarge  existing  subways  as  follows; 

On  William  street,  from  Cedar  street  to  Liberty  street. 

On  Gold  street,  from  Ann  street  to  Beekman  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the-  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have 
first  furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the  occu- 
pation of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  provided 
by  Chapter  263  of  the  Laws  of  1892;  and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  streets  shall  be  granted. 

Resolved,.  That  the  applications  of  the  United  Electric  Light  and  Power  Company 
for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors  be 
and  are  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommoda- 
tion of  high-tension  electrical  conductors  as  follows: 

One  (i)  three  (3)  inch  distributing  duct  on  the  east  side  of  Lexington  avenue, 
from  the  south  side  of  Twenty-ninth  street  to  the  north  side  of  Thirty-second  street. 

One  (i)  four  (4)  inch  distributing  duct  on  the  north  side  of  Eighty-first  street, 
from  the  west  side  of  Columbus  avenue  to  the  west  side  of  the  Boulevard. 

One  (i)'  three  (3)  inch  distributing  duct  on  the  south  side  of  Eighty-third  street, 
from  west  side  of  West  End  avenue  to  east  side  of  Boulevard. 

One  (i)  four  (4)  inch  distributing  duct  on  the  west  side  of  Boulevard,  from  north 
side  of  Eighty-first  street  to  the  south  side  of  Eighty-second  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have 
first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company 
security  for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in 
advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892;  and 
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Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  streets  shall  be  granted. 

Resolved,  That  the  applications  of  the  Mount  Morris  Electric  Light  Company  fop 
the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors  be 
and  are  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation 
of  high-tension  electrical  conductors,  as  follows: 

One  (i)  three  (3)  inch  distributing  duct  on  the  south  side  of  Seventy-second 
street,  from  west  side  of  Central  Park  West  to  east  side  of  Twelfth  avenue. 

One  (i)  three  (3)  inch  distributing  duct  on  the  north  side  of  Seventy-second 
street,  from  the  west  side  of  Columbus  avenue  to  the  east  side  of  Riverside  avenue. 

One  (i)  three  (3)  inch  distributing  duct  on  the  east  side  of  Riverside  avenue, 
from  the  north  side  of  Seventy-second  street  to  the  south  side  of  Seventy-seventh 
street. 

One  (i)  three  (3)  inch  distributing  duct  on  the  south  side  of  Seventy-seventh 
street,  from  west  side  West  End  avenue  to  east  side  of  Riverside  avenue. 

One  (i)  three  (3)  inch  distributing  duct  on  the  south  side  of  Seventy-seventh 
street,  from  east  side  of  Columbus  avenue  to  the  west  side  of  Central  Park  West. 

One  (i)  three  (3)  inch  distributing  duct  on  the  south  side  of  Eighty-third  street, 
from  the  east  side  of  Columbus  avenue  to  the  w^est  side  of  Central  Park  West. 

One  (i)  three  (3)  inch  distributing  duct  on  the  south  side  of  Sixty-ninth  street, 
from  the  east  side  of  Columbus  avenue  to  the  west  side  of  Central  Park  West. 

One  (i)  three  (3)  inch  distributing  duct  on  the  north  side  of  Seventy-fourth 
street,  from  the  east  side  of  Riverside  avenue  to  the  west  side  of  West  End  avenue. 

One  (i)  three  (3)  inch  distributing  duct  on  the  north  side  of  Seventy-sixth  street, 
from  east  side  of  Columbus  avenue  to  the  west  side  of  Central  Park  West. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have 
first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  se- 
curity for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  ad- 
vance, as  provided  by  Chapter  263  of  the  Laws  of  1892;  and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  streets  shall  be  granted. 

The  Secretary  then  read  a communication  from  Hon.  James  T.  Kilbreth,  Col- 
lector of  Customs  at  New  York  City,  replying  to  the  notice  sent  him  by  the  Secretary 
of  the  Board  of  Electrical  Control  pursuant  to  instructions  contained  in  a resolution 
of  said  Board  passed  at  meeting  of  May  i8th,  last,  relating  to  the  interpretation  of  the 
powers  of  The  Board  of  Electrical  Control  to  authorize  the  United  States  Govern- 
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ment  to  construct  its  own  subway  in  Wall  street  under  the  provisions  of  Qiapter  68 
of  the  Laws  of  1897.  In  such  reply  the  Collector  stated  that  it  was  the  understanding 
of  the  Treasury  Department  that  the  said  Act  authorized  the  United  States  to  con- 
struct its  own  subway  in  Wall  street  and  directed  that  the  Board  issue  a permit  ac- 
cordingly. Webster  Elmes,  Esq.,  appeared  before  the  Board  as  counsel  for  the  Treas- 
ury Department  and  presented  a brief  setting  forth  the  position  of  said  Department  in 
the  pending  matter,  and  asked  the  Board  to  authorize  the  construction  of  the  subway 
by  the  United  States.  After  some  discussion  it  was,  on  motion  of  Commissioner 
Kearny, 

Resolved,  That  all  the  papers  and  correspondence  in  the  matter  be  submitted  to 
the  Corporation  Counsel  with  a request  for  his  opinion  as  to  whether,  under  Chapter 
68  of  the  Laws  of  1897,  the  Board  should  direct  the  Consolidated  Telegraph  and  Elec- 
trical Subway  Company  to  construct  the  necessary  subway  for  the  use  of  the  United 
States  Government  in  Wall  street,  or  whether  the  Board  should  authorize  the  construc- 
tion of  said  subway  by  the  United  States  Government. 

The  resolution  was  unanimously  adopted,  and  the  Secretary  was  directed  to  refer 
said  papers  and  resolutions  to  the  Corporation  Counsel. 

The  meeting  then  adjourned. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of 
the  Board,  No.  1264  Brioadway,  New  York,  on  Eriday,  June  i8th,  1897,  at  2 o'clock 

P.  M. 

Present:  Commissioners  Jacob  Hess,  Henry  S.  Kearny  and  Thomas  L.  Ham- 
ilton. 

In  the  absence  of  the  Mayor,  Commissioner  Hess  presided. 

The  Secretary  read  the  following  applications  for  construction  of  subways: 
By  the  United  Electric  Light  and  Power  Company: 

One  (i)  four  (4)  inch  distributing  duct  on  the  west  side  of  Boulevard, 
from  southwest  Eighty-second  street  to  southwest  Eighty-third  street. 

By  the, Mount  Morris  Electric  Light  Company: 

One  (i)  three  (3)  inch  distributing  duct  on  the  west  side  of  Central  Park 
West,  from  the  south  side  of  West  109th  street  to  the  north  side  of  West 
107th  street. 

By  the  Edison  Electric  Illuminating  Company  of  New  York: 

Broadway,  east  side,  from  south  side  of  TAventy-fourth  street  to  south 
side  of  Twenty-sixth  street. 
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Park  avenue,  east  side,  from  south  side  Thirty-fourth  street  to  north  side 
Thirty-fifth  street. 

East  Twenty-ninth  street,  north  side,  from  east  side  of  Fifth  avenue  to  west 
side  of  Madison  avenue. 

Whereupon  the  following  resolutions  were  adopted; 

Resolved,  That  the  application  of  the  United  Electric  Light  and  Power  Com- 
pany for  the  construction  of  a subway  for  the  accommodation  of  its  electrical 
conductors  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  a suDway  for  the  accom- 
modation of  high  tension  electrical  conductors,  as  follows: 

^ One  (i)  four  (4)  inch  distributing  duct  on  the  west  side  of  Boulevard, 
from  south  side  of  Eighty-second  street  to  south  side  of  Eighty-third  street. 
Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subway 
shall  have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway 
Company  security  for  the  occupation  of  said  subway  and  the  payment  of  rentals 
therefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892;  and 

Provided,  That  the  said  street  shall  be  repaved  to  the  satisfaction  of  the  De- 
partment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the 
permit  for  opening  the  street  shall  be  granted. 

Resolved,  That  the  application  of  the  Mount  Morris  Electric  Light  Company 
for  the  construction  of  a subway  for  the  accommodation  of  its  electrical  con- 
ductors be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accom- 
modation of  high  tension  electrical  conductors,  as  follows; 

One  (i)  three  (3)  inch  distributing  duct  on  the  west  side  of  Central  Park 
West,  from  the  south  side  of  West  109th  street  to  the  north  side  of  West 
107th  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subway 
shall  have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway 
Company  security  for  the  occupation  of  said  subway  and  the  payment  of  rentals 
therefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892;  and 

Provided,  That  the  said  street  shall  be  repaved  to  the  satisfaction  of  the  De- 
partment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the 
permit  for  opening  the  street  shall  be  granted. 

Resolved,  That  the  applications  of  the  Edison  Electric  Illuminating  Com- 
pany of  New  York  for  the  construction  of  subways  for  the  accommodation  of  its 
electrical  conductors  be  and  are  hereby  granted. 


1587 


[June  23,  1897. 


Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is 
hereby  authorized  and  directed  to  construct  subways  for  the  accommodation  of 
low-tension  electrical  conductors,  as  follows : 

Park  avenue,  east  side,  from  south  side  Thirty-fourth  street  to  north  side 
Thirty-fifth  street. 

East  Twenty-ninth  street,  north  side,  from  east  side  Fifth  avenue  to  west 
side  of  Madison  avenue. 

Broadway,  east  side,  from  south  side  of  Twenty-fourth  street  to  south 
side  of  Twenty-sixth  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 

I 

tions  and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnished  to  said  Empire  City  Subway  Company,  Limited,  se- 
curity for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in 
advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892;  and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  De- 
partment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the 
permit  for  opening  the  streets  shall -be  granted. 

The  meeting  then  adjourned. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of 
the  Mayor,  on  Wednesday,  June  23rd,  1897,  at  2 o’clock  P.  M. 

Present:  Hon.  William  L.  Strong,  .Mayor;  Commissioners  Jacob  Hess, 
Henry  S.  Kearny  and  Thomas  L.  Hamilton. 

Minutes  of  meetings  of  May  iith,  A.  M.,  and  May  iith,  P.  M.,  May  i8th, 
June  8th  and  June  i8th,  were  read  and  approved. 

The  Secretary  then  presented  and  read  the  opinion  of  the  Corporation  Coun- 
sel as  to  the  application  of  the  United  States  Treasury  Department  for  leave  to 
construct  its  own  subway  in  AVall  street,  as  follows: 

Law  Department, 

Office  of  the  Counsel  to  the  Corporation. 

Hew  York,  June  21st,  1897. 

To  the  Board  of  Electrical  Control: 

Gentlemen  : — I have  received  a communication,  dated  the  9th  instant,  from  Mr. 
Kearny,  the  Secretary  of  your  Board,  submitting  to  me  certain  papers  and  corre- 
spondence referred  to  in  his  communication,  concerning  the  building  of  a subway 
by  the  United  States  for  its  use  on  Wall  street  and  streets  in  the  vicinity  of  the 
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Custom  House,  the  purpose  of  the  subway  being  to  connect  the  Custom  House 
and  the  Sub-Treasury  at  the  corner  of  Wall  and  Nassau  streets,  dhe  application 
is  made  under  a recent  act,  Chapter  68  of  the  Laws  of  1897,  and  the  disposition 
made  of  it  by  your  Board  is  indicated  in  the  minutes  of  the  meeting  held  on  the 
i8th  of  May,  1897,  which  contain  the  following  passage: 


The  application  of  the  Collector  of  Customs,  of  the  Port  of  New  York,  dated 
May  13th,  1897,  was  read,  requesting  that  a permit  be  granted  for  the  construc- 
tion of  a subway  for  underground  electrical  conductors  between  the  United 
States  Custom  House  and  the  United  States  Sub-Treasury  in  Wall  street,  in  ac- 
cordance with  provisions  of  “An  Act  authorizing  the  operation  of  electrical  con-  ' 
ductors  in  the  City  of  New  York  and  the  construction  of  a subway  therefor,” 
which  act  was  passed  at  the  last  session  of  the  Legislature. 

/ 


The  Secretary  was  directed  to  forward  to  the  Collector  of  Customs  the  ap- 
proved form  of  application  for  the  construction  of  subways,  and  notify  him  that 
upon  receipt  of  same,  executed  in  proper  form,  requesting  the  construction  of  such 
subway,  the  Board  would  order  the  Consolidated  Telegraph  and  Electrical  Sub- 
way Company  to  construct  the  same. 


The  meeting  then  adjourned. 

This  disposition  of  the  matter,  of  course,  involves  a submission  by  the  United 
States  to  the  direction  that  the  subway  intended  for  its  use  should  be  constructed 
and  owned  by  the  Consolidated  Telegraph  and  Electrical  Subway  Company.  The 
United  States  authorities,  however,  claim  the  fight  to  construct  their  own  subway, 
insisting  that  the  functions  to  be  discharged  by  your  Board  are  in  the  nature  of 
police  supervisory  functions,  and  that  the  act  does  not  require  the  Government  to 
submit  to  a direction  that  the  subway  contemplated  be  built,  operated  and  owned 
by  another  company.  The  act  in  question  is  as  follows: 

AN  ACT. 

Authorizing  the  operation  of  electrical  conductors  in  the  City  of  New  York, 
and  the  construction  of  a subway  therefor.  Accepted  by  the  City. 

Became  a law  March  18,  1897,  with  the  approval  of  the  Governor.  Passed, 
three-fifths  being  present. 

The  People  of  the  State  of  New  York,  represented  in  Senate  and  Assemblj'-, 
do  enact  as  follows: 

Section  i.  The  Board  of  Electrical  Control  in  and  for  the  City  of  New 
York  is  hereby  empowered  and  directed  to  grant  a permit  for  the  use  by  the 
United  States  of  America  of  an  underground  electrical  conductor  or  conductors 
and  the  construction  of  the  necessary  subway  therefor,  along  Wall  street  in  said 
City  and  the  streets  adjacent  to  the  Custom  House  thereon,  from  said  Custom 
House  to  the  Sub-Treasury  and  Assay  Office  Buildings  at  and  near  the  corner 
of  Nassau  and  said  Wall  street,  for  the  purpose  of  the  electric  lighting  of  the  said 
buildings,  subject,  however,  to  the  power  of  supervision  conferred  and  the  exercise 
of  the  duties  imposed  by  law  upon  the  said  Board  as  to  the  methods  proposed  or 
adopted  for  laying  electrical  conductors  underground  and  the  construction  of 
subways  therefor  in  said  City. 


Section  2.  This  act  shall  take  effect  immediately. 
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I shall  assume  that  this  is  a constitutional  exercise  of  power  by  the  Legisla- 
ture, and  that  it  has  the  right  to  accord  and  that  the  United  States  has  the  right 
to  receive  and  exercise  a privilege  to  occupy  a public  street  or  highway  for  a 
governmental  purpose,  such  as  that  involved  in  the  building  of  a subway  to  carry 
electrical  conductors  for  the  purpose  of  supplying  light  or  power  to  federal  build- 
ings. 

The  question  involved  in  the  papers  transmitted  by  you  to  me  is  as  to  whether 
or  not  your  Board,  under  the  act  above  quoted,  can  compel  the  United  States  to 
accept  a subway  built,  owned  and  operated  by  another  company.  This  question 
seems  to  be  a simple  one.  So  far  as  the  rights  which  the  Consolidated  Telegraph 
and  Electrical  Subway  Company  possesses  under  its  contracts  go,  it  has  been  de- 
cided that  they  are  not  exclusive.  The  question,  therefore,  does  not  arise  as  to 
the  power  of  the  Legislature  to  deprive  it  of  any  vested  exclusive  right,  for  such 
a right  either  under  existing  legislation  or  outstanding  contracts  originally  author- 
ized or  subsequently  ratified  thereby,  it  does  not  possess.  I am  solely  concerned 
with  determining  the  meaning  of  the  act  in  relation  to  your  own  duty  in  the  premises. 
It  will  be  noted  that  its  title  is  “An  Act  authorizing  * * * the  construction  of 
a subway.”  The  act  itself  not  only  empowers  but  directs  you  to  grant  a permit 
to  the  United  States  of  America  for  the  construction  of  a necessary  subway  for 
use  by  it  for  underground  electrical  conductors.  There  is,  however,  preserved 
to  your  Board  a power  of  supervision,  which  is  intended  to  be  nothing  more  than 
a power  of  regulation  for  the  purpose  of  securing  such  a construction  and  such  a 
location  of  the  subway  as  will  meet  the  existing  conditions  in  the  streets  in  which 
it  is  proposed  to  lay  it.  With  the  knowledge  of  such  conditions  you,  as  a local 
Board,  are  charged  by  special  and  local  statutes  defining  your  powers.  The  true 
construction  of  the  act  respecting  this  particular  subway  thus  authorized,  is  that 
it  is  mandatory  upon  you  to  grant  the  necessary  permit,  subject  only  to  your  right 
to  impose  such  conditions  of  a reasonable  nature  as  may  be  needed  to  secure  public 
safety  and  convenience  in  the  occupation  thus  authorized  of  a public  street  in  this  City. 

I therefore  advise  you  accordingly. 

Yours  respectfully. 


WM.  L.  TURNER, 

Acting  Counsel  to  the  Corporation. 

Upon  conclusion  of  the  reading  of  said  opinion  Commissioner  Kearny  offered 
the  following  resolution: 

Resolved,  That  the  United  States  of  America  be  permitted  to  use  an  under- 
ground electrical  conductor  or  conductors,  and  to  construct  the  necessary  subway 
therefor  along  Wall  street  and  the  streets  adjacent  to  the  Custom  House  thereon, 
from  said  Custom  House  to  the  Sub-Treasury  and  Assay  Office  Building  at  and 
near  the  corner  of  Nassau  and  Wall  streets,  for  the  purpose  of  the  electric  lighting 
of  said  buildings,  subject,  however,  to  the  power  of  supervision  conferred  and  the 
exercise  of  the  duties  imposed  by  law  upon  this  Board  as  to  the  methods  proposed 
or  adopted  for  laying  electrical  conductors  underground,  and  the  construction  of 
subways  therefor  in  this  City. 


) 
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The  resolution  was  unanimously  adopted,  and  the  Secretary  was  directed  to 
issue  the  necessary  permit  in  accordance  with  the  terms  of  the  above  resolution 
and  of  the  law  under  which  the  same  is  granted,  after  the  plans  for  said  construc- 
tion shall  have  been  submitted  to  and  approved  by  the  Board. 

The  Secretary  then  read  the  following  communication: 

Headquarters  Fire  Department, 

157  & 159  East  67TH  Street. 

New  York,  May  25,  1897. 

Honorable  Board  of  Electrical  Control,  New  York  City: 

Gentlemen  : — I have  the  honor  to  inform  you  of  the  adoption  by  the  Board  of 
Fire  Commissioners,  of  the  following  preambles  and  resolution,  and  to  request 
your  attention  especially  to  the  inquiry  therein  contained : 

Whereas,  It  has  been  for  some  years  the  recognized  policy  of  the  City  Gov- 
ernment to  cause  all  overhead  wire  connections,  especially  those  connected  with 
the  alarm  systems  of  the  Fire  and  Police  Departments,  to  be  placed  in  under- 
ground conduits;  and 

Whereas,  The  following  letter  has  been  received  by  this  Department  from  the 
Commissioner  of  the  Department  of  Public  Works:  / 

Department  of  Public  Works, 

CoMMISSIONER'’s  OFFICE,  No.  I50  NASSAU  STREET. 

New  York,  August  28,  1896. 

Hon.  O.  H.  LaGrange,  President,  Fire  Department : 

Dear  Sir  : — It  becomes  the  duty  of  this  Department  to  call  your  attention  to  the 
fact  that  in  a number  of  streets  the  fire-telegraph  wires  are  attached  to  and  strung 
from  public  lamp-posts,  and  that  they  are  so  placed  and  maintained  in  violation 
of  the  law,  which  requires  that  all  electric  wires  in  this  City  shall  be  placed  under- 
ground. Furthermore,  these  wires,  in  their  present  position,  are  a disfigurement 
and  eyesore  which  should  not  be  continued,  even  if  legally  permissible. 

I have  the  honor  to  request,  therefore,  that  your  Department  will  take  speedy 
measures  for  the  removal  of  those  overhead  wires,  and  for  replacing  them  by  un- 
derground wires. 

Very  respectfully  yours, 

(Signed.)  HOWARD  PAYSON  WILDS, 

Deputy  Commissioner  of  Public  Works. 

And 


Whereas,  The  Board  of  Electrical  Control  has  recently  ordered  this  Depart- 
ment to  immediately  remove  the  overhead  wires  connected  with  its  fire  alarm 
system  from  certain  extensive  sections  of  the  City;  and 
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Whereas,  By  a letter  dated  May  9th,  1897,  from  the  Manhattan  Auxiliary 
Company,  this  Board  is  informed  that  the  said  Manhattan  Company  has  recently 
received  authority  from  the  Board  of  Electrical  Control  to  form  a connection 
with  fire  box  No.  143  of  this  Department,  the  said  connection  to  be  made  by  over- 
head wires,  and  the  location  of  said  box  being  in  a section  of  the  City  where  this 
Department  has  been  obliged  by  the  Board  of  Electrical  Control  to  place  its  wires 
underground;  and  said  letter  further  states  that  the  same  authority  has  been 
similarly  granted  by  said  Board  to  said  Company  in  a number  of  other  instances; 
be  it 

Resolved,  That  the  Secretary  of  this  Board  is  directed  to  communicate  to  the 
Board  of  Electrical  Control  a copy  of  this  resolution  and  an  inquiry  as  to  the 
reason  for  the  discrimination  exercised  against  this  Department  in  causing  it  to 
undertake  at  its  own  cost  the  construction  of  subways  for  the  placing  of  wires 
underground,  when  the  same  policy  is  not  enforced  in  the  instance  above  cited, 
and  in  many  others  of  a similar  character,  the  details  of  which  can  be  provided 
by  this  Department,  if  required  by  the  Board  of  Electrical  Control,  and  when  the 
exemptions  so  made  are  stated  by  the  Commissioner  of  Department  of  Public 
Works  to  be  in  violation  of  law. 

Very  respectfully, 

JAMES  R.  SHEFFIELD, 

President. 

On  motion  of  his  Honor,  the  Mayor,  said  communication  was  referred  to 
Commissioner  Kearny  to  investigate  the  matters  referred  to  therein,  and  to  com- 
municate with  the  Fire  Department  upon  the  same. 

There  being  no  further  business,  the  meeting  then  adjourned. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of 
the  Board,  on  Thursday,  July  8th,  1897,  at  2 o’clock  P.  M. 

Present:  Commissioners  Henry  S.  Kearny,  Jacob  Hess  and  Thomas  L.  Ham- 
ilton. 

In  the  absence  of  the  President  of  the  Board,  Commissioner  Hess  presided.. 

The  Secretary  presented  application  of  the  United  Electric  Light  and  Power 
Company  for  the  construction  of  a subway  for  the  accommodation  of  its  electrical 
conductors,  as  follows: 

One  three  (3)  inch  distributing  duct  on  the  east  side  of  Ninth  avenue, 

from  southeast  Twenty-third  street  to  northeast  Twenty-second  street. 

Said  application  was  considered,  and  the  following  resolution  adopted: 
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Resolved,  That  the  application  of  the  United  Electric  Light  and  Power  Company 
for  the  construction  of  a subway  for  the  accommodation  of  its  electrical  conductors 
be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accom- 
modation of  high  tension  electrical  conductors,  as  follows: 

One  three  (3)  inch  distributing  duct  on  the  east  side  of  Ninth  avenue, 
from  the  north  side  of  Twenty-second  street  to  the  south  side  of  Twenty-third  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subway 
shall  have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway 
Company  security  for  the  occupation  of  said  subway  and  the  payment  of  rentals 
therefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1S92;  and 

Provided,  That  the  said  street  shall  be  repaved  to  the  satisfaction  of  the  De- 
partment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the 
permit  for  opening  the  street  shall  be  granted. 

\ 

The  Secretary  read  a communication  from  the  Mount  Morris  Electric  Light 
Company  asking  that  the  various  subways  applied  for  by  them  at  the  meeting  held 
on  June  8th,  1897,  and  ordered  to  be  constructed  as  three  (3)  inch  ducts,  be 
changed  to  four  (4)  inch  ducts.  The  application  was  considered,  and  it  was  re- 
solved that  the  request  contained  in  the  communication  of  the  Mount  Morris 
Company  be  granted. 

There  being  no  further  business  the  meeting  adjourned. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of 
the  Board,  No.  1264  Broadway,  New  York,  on  Thursday,  July  iSth,  1897,  at  12 
o’clock  M. 

Present:  Commissioners  Henry  S.  Kearny,  Jacob  Hess  and  Thomas  L'.  Ham- 
ilton. 

\In  the  absence  of  the  President  of  the  Board,  Commissioner  Hess  presided,. 

The  Secretary  read  the  following  applications  for  the  construction  of  subways 
for  the  accommodation  of  electrical  conductors: 

By  the  United  Electric  Light  and  Power  Company: 

One  three  (3)  inch  distributing  duct  on  the  east  side  of  Amsterdam  ave- 
nue, from  southeast  105th  street  to  northeast  104th  street; 
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One  three  (3)  inch  distributing  duct  on  the  east  side  of  Amsterdam  ave- 
nue, from  northeast  Eighty-first  street  to  southeast  Eighty-seventh  street; 

One  three  (3)  inch  distributing  duct  on  the  north  side  of  Seventy-seventh 
street,  from  northwest  Columbus  avenue  to  northeast  Amsterdam  avenue; 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  Eighty-seventh 
street,  from  southwest  Columbus  avenue  to  southeast  Amsterdam  avenue; 

One  three  (3)  inch  distributing  duct  on  the  north  side  of  Ninety-third 
street,  from  northwest  Columbus  avenue  to  northwest  Amsterdam  avenue; 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  105th  street, 
from  southwest  Columbus  avenue  to  southeast  Amsterdam  avenue. 

By  the  New  York  Heat,  Light  and  Power  Company: 

One  four  (4)  inch  trunk  duct  on  Gold  street,  from  John  street  to  Frank- 
fort street,  continuing  west  through  Frankfort  street  to  Rose  street,  and 
through  Rose  street  to  a point  north  of  the  Brooklyn  Bridge,  opposite  the 
Metropolitan  Realty  Building;  and 

One  three  (3)  inch  distributing  duct,  from  the  north  side  of  Brooklyn 
Bridge  on  Rose  street  to  Duane  street;  also 

One  additional  four  (4)  inch  trunk  duct,  on  Gold  street  between  John  and 
Fulton  streets. 

The  foregoing  applications  were  considered  and  the  following  resolutions 
adopted: 

Resolved,  That  the  application  of  the  United  Electric  Light  and  Power  Com- 
pany, for  the  construction  of  subways  for  the  accommodation  of  its  electrical 
conductors  be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  acconv- 
modation  of  high  tension  electrical  conductors,  as  follows: 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  Eighty-seventh 
street,  from  west  side  of  Columbus  avenue  to  east  side  of  Amsterdam  avenue; 

One  three  (3)  inch  distributing  duct  on  the  north  side  of  Ninety-third 
street,  from  west  side  of  Columbus  avenue  to  west  side  of  Amsterdam  avenue; 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  105th  street, 
from  west  side  of  Columbus  avenue  to  east  side  of  Amsterdam  avenue; 

One  three  (3)  inch  distributing  duct  on  the  east  side  of  Amsterdam  ave- 
nue, from  south  side  of  105th  street  to  north  side  of  104th  street;  • 

One  three  (3)  inch  distributing  duct  on  the  east  side  of  Amsterdam  ave- 
nue, from  north  side  of  Eighty-first  street  to  south  side  of  Eighty-seventh 
street; 

One  three  (3)  inch  distributing  duct  on  the  north  side  of  Seventy-seventh 
street,  from  west  side  of  Columbus  avenue  to  east  side  of  Amsterdam  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway 
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Company  security  for  the  occupation  of  said  subways  and  the  payment  of  rentals 
therefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892;  and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  De- 
partment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the 
permit  for  opening  the  streets  shall  be  granted. 

Resolved,  That  the  applications  of  the  New  York  Heat,  Light  and  Power 
Company  for  the  construction  of  subways  for  the  accommodation  of  its  electrical 
conductors  be  and  are  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accom- 
modation of  high  tension  electrical  conductors,  as  follows: 

One  four  (4)  inch  trunk  duct  on  Gold  street,  from  John  street  to  Frank- 
fort street,  thence  west  through  Frankfort  street  to  Rose  street,  and  through 
Rose  street  to  a point  north  of  the  Brooklyn  Bridge  and  opposite  the  Metropolitan 
Realty  Building; 

One  three  (3)  inch  distributing  duct  on  Rose  street,  from 'the  north  side 
of  Brooklyn  Bridge  to  Duane  street; 

One  four  (4)  inch  trunk  duct  on  Gold  street,  from  John  street  to  Fulton 
street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway 
Company  security  for  the  occupation  of  said  subways  and  the  payment  of  rentals 
therefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892;  and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  De- 
partment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the 
permit  for  opening  the  streets  shall  be  granted. 

The  Secretary  read  the  application  of  the  Metropolitan  Street  Railway  Com- 
pany, dated  July  13,  1897,  for  itself  and  as  lessee  of  the  New  York  and  Harlem 
Railroad  Company,  asking  that  the  Board  of  Electrical  Control  approve  the  use 
of  an  underground  current  of  electricity  upon  certain  streets  and  avenues  in  the 
City  of  New  York, .named  in  said  application  as  follows; 

Park  row,  between  Broadway  and  Centre  street;  upon  Centre  street,  be- 
tween Park  row  and  Broome  street;  upon  Broome  street  and  Grand  street, 
between  Centre  street  and  the  Bowery;  upon  the  Bowery,  between  Grand 
street  and  Fourth  avenue;  upon  Fourth  avenue,  between  the  Bowery  and 
Forty-second  street;  upon  Forty-second  street,  between  Fourth  avenue  and 
Madison  avenue;  upon  Vanderbilt  avenue,  between  Forty-second  street  and 
Forty-fourth  street;  upon  Forty-fourth  street,  between  Vanderbilt  avenue  and 
Madison  avenue,  and  upon  Madison  avenue,  between  Forty-second  street  and 
Harlem  River. 
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Accompanying  said  application  were  plans  showing  proposed  construction  and 
certified  copy  of  the  approval  of  the  Board  of  Railroad  Commissioners  on  the  ap- 
plication of  said  company  for  change  of  motive  power. 

H.  H.  Vreeland,  President,  and  F.  S.  Pearson,  Chief  Engineer  of  the  Metro- 
politan Street  Railway  Company,  were  present  at  the  meeting  on  behalf  of  the 
application. 

Mr.  Vreeland  addressed  the  meeting,  explaining  the  general  plans  furnished 
by  the  company,  and  stated  that  their  intention  was  to  duplicate  the  present  con- 
struction in  Lenox  avenue,  which  had  proved  eminently  satisfactory. 

Mr.  Pearson  followed  with  an  explanation  of  the  construction  of  the  under- 
ground trolley  system  on  Lenox  avenue,  which  has  been  operated  by  the  Metro- 
politan Street  Railway  Company  for  more  than  a year  past  with  satisfactory 
results,  and,  in  answer  to  several  questions  addressed  to  him  as  to  interruptions 
in  said  service  and  the  causes  therefor,  gave  satisfactory  explanations  for  the 
same. 

The  Chair  inquired  if  there  was  any  one  present  who  desired  to  be  heard  in 
opposition  to  the  application.  No  one  responded. 

The  Secretary  stated  that  he  had  notified  Messrs.  Hoadley,  Lauterbach  & 
Johnson,  and  William  C.  Trull,  Esq.,  of  this  meeting  in  response  to  written  re- 
quests received  from  them  asking  that  they  be  notified  of  any  application  or  hear- 
ing thereon  on  behalf  of  the  Metropolitan  Street  Railway  Company.  There  being 
no  opposition  to  the  pending  application,  the  hearing  was  closed  on  same. 

The  Secretary  read  the  application  of  the  Eorty-second  Street,  Manhattanville 
and  St.  Nicholas  Avenue  Railway  Company,  dated  July  iSth,  1897,  making  applica- 
tion for  permission  to  operate  its  railway  by  underground  electric  traction.  The 
application  stated  that  the  motive  power  was  to  be  supplied  from  a power-house 
to  be  located  at  218th  street  and  Kingsbridge  road,  current  to  be  transmitted  along 
Kingsbridge  road  and  Broadway  to  the  Boulevard  at  Manhattan  street  in  under- 
ground conduits,  to  be  located  and  constructed  as  this  Board  in  its  discretion  may 
direct. 

William  H.  Page,  Jr.,  of  the  firm  of  Hoadley,  Lauterbach  & Johnson,  appeared 
for  the  Forty-second  Street,  Manhattanville  and  St.  Nicholas  Avenue  Railway 
Company,  on  behalf  of  said  application.  Mr.  Page  stated  that  said  company  had 
made  application  to  the  Board  of  Railroad  Commissioners  of  the  State  of  New 
York  for  leave  to  change  its  motive  power,  and  that  the  Commission  had  desig- 
nated August  6th  as  the  time  for  a hearing  on  said  application;  that  the  principal 
reason  for  urging  the  consideration  of  the  application  now  before  this  Board  at 
the  present  time  was  that  the  Metropolitan  Street  Railway  Company,  jointly  with 
the  Forty-second  Street,  Manhattanville  and  St.  Nicholas  Avenue  Railway  Com- 
pany, used  a portion  of  the  same  track  in  Forty-second  street  between  Madison 
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and  Fourth  avenues,  and,  as  it  was  possible  that  the  construction  of  an  under- 
ground trolley  would  be  begun  in  that  part  of  the  Metropolitan  Street  Railway 
Company’s  district  within  a very  short  time,  he  respectfully  requested  the  Board 
of  Electrical  Control  to  direct  that  wherever  two  or  more  companies  operate 
over  the  same  surface  rail  the  construction  between  the  tracks  at  that  place  shall 
be  so  arranged  by  the  company  first  installing  its  electric  conductors  that  it  shall 
not  be  necessary  to  tear  up  the  surface  of  the  street  in  order  to  enable  the  other 
of  said  companies  to  place  its  conductors  in  the  same  conduits,  so  that  the  same 
may  be  occupied  in  common. 

The  Chairman  asked  if  any  one  appeared  in  opposition  to  the  pending  applica- 
tion of  the  Forty-second  Street,  Manhattanville  and  St.  Nicholas  Avenue  Railway 
Company,  but  no  one  responded,  and  the  Chair  thereupon  declared  the  hearing  on 
said  application  closed. 

Commissioner  Kearny  offered  the  following,  and  moved  that  the  same  be 
adopted  and  incorporated  in  the  rules  of  the  Board  governing  the  construction  of 
underground  electrical  conductors,  and  that  the  same  take  effect  at  once: 

Where  two  or  more  companies  or  persons  are  using  the  same  surface  rails  or 
tracks  in  any  street,  avenue  or  public  place  in  the  City  of  New  York  for  railroad 
or  transportation  purposes,  any  of  said  companies  or  persons  who  may  own  or 
control  underground  electrical  conductors  for  traction  purposes  within  or  under 
the  space  occupied  by  said  rails  or  tracks  shall  allow  the  same,  to  be  used  by  other 
railroad  or  transportation  companies  using  said  rails  or  tracks  and  operating 
conductors  for  electrical  traction  service,  when  authorized  to  do  so  by  the  Board, 
on  tender  of  proper  compensation,  to  be  determined  by  agreement  between  the 
parties  interested.  In  default  of  such  an  agreement  the  amount  of  such  compen- 
sation shall  be  determined  by  the  Board.  This  rule  imports  a contract  on  the 
part  of  each  such  company  or  person  owning  or  controlling  such  underground 
electrical  conductors  in  any  street  or  avenue,  not  only  with  the  Board  but  also 
with  each  other  company  or  person  who  shall,  under  its  terms,  be  qualified  to 
demand  the  privileges  it  confers,  to  permit  this  joint  use  of  underground  electrical 
conductors. 

The  same  was  unanimously  adopted  and  the  Chairman  declared  same  in  force 
as  a Rule  of  the  Board. 

Commissioner  Kearny  then  offered  the  following  preamble  and  resolution  re- 
lating to  the  application  of  the  Metropolitan  Street  Railway  Company: 

Whereas,  The  Metropolitan  Street  Railway  Company,  for  itself  as  lessee,  and 
for  the  New  York  and  Flarlem  Railroad  Company,  as  lessor  of  a portion  of  the 
railroad  of  the  last  named  company,  now  operated  by  the  first  named  company 
in  the  City  of  New  York,  has  made  its  written  application  to  this  Board,  dated 
July  13,  1897,  whereby  it  appears  that  said  the  Metropolitan  Street  Railway  Com- 
pany, for  itself  as  such  lessee,  and  the  said  New  York  and  Harlem  Railroad  Com- 
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pany,  as  such  lessor,  heretofore  made  application  to  the  Board  of  Railroad  Com- 
missioners of  the  State  of  New  York  for  the  approval  by  said  Board  of  a change 
of  motive  power  upon  said  portion  of  said  railroad  from  horse  to  an  underground 
current  of  electricity;  that  said  application  was  granted  and  said  change  of  motive 
power  approved  by  said  Board  of  Railroad  Commissioners,  and  that  the  consent 
of  property  owners  required  by  law  has  been  obtained,  so  that  the  use  of  electrical 
conductors  for  the  operation  of  said  railroad  is  now  authorized  by  law;  and 

Whereas,  As  a part  of  said  application,  said  the  Metropolitan  Street  Railway 
Company  has  submitted  to  this  Board  the  plan  of  construction  proposed  by  said 
company,  and  said  company  in  and  by  said  application  has  requested  the  approval 
by  this  Board  of  the  use  of  an  underground  current  of  electricity  upon  certain 
streets  and  avenues  in  the  City  of  New  York  mentioned  in  sa’id  application  in  the 
mode  and  manner  shown  by  said  plan. 

Resolved,  That  said  application*  be  granted,  and  that  the  use  of  an  under- 
ground current  of  electricity  as  motive  power  in  the  operation  of  said  railroad  on 
the  streets  and  avenues  of  the  City  of  New  York  mentioned  in  said  application, 
to  wit: 

Park  row,  between  Broadway  and  Centre  street;  upon  Centre  street,  be- 
tween Park  row  and  Broome  street;  upon  Broome  street  and  Grand  street, 
between  Centre  street  and  the  Bowery;  upon  the  Bowery,  between  Grand 
street  and  Fourth  avenue;  upon  Fourth  avenue,  between  the  Bowery  and 
Forty-second  street;  upon  Forty-second  street,  between  Fourth  avenue  and 
Madison  avenue;  upon  Vanderbilt  avenue,  between  Forty-second  street  and 
Forty-fourth  street;  upon  Forty-fourth  street,  between  Vanderbilt  avenue  and 
Madison  avenue,  and  upon  Madison  avenue,  between  Forty-second  street  and 
Ffarlem  River, 

in  the  mode  and  manner  shown  by  said  plans  be  and  it  is  hereby  approved;  all 
construction  to  be  under  the  supervision  of  this  Board  and  subject  to  its  rules 
and  regulations  now  in  force  and  hereafter  to  be  made,  and  this  approval  is  given 
on  these  conditions  and  not  otherwise. 

The  same  was  unanimously  adopted. 

The  Secretary  was  directed  to  send  a copy  of  the  last  above  mentioned  reso- 
lution to  the  Metropolitan  Street  Railway  Company. 


The  meeting  then  adjourned. 
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At  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Board,  No.  1264  Broadway,  New  York,  on  Saturday,  August  7th,  1897,  at  il 
o’clock  A.  M. 

Present:  Commissioners  Henry  S.  Kearny,  Jacob  Hess  and  Thomas  L.  Ham- 
ilton. 

In  the  absence  of  the  President  of  the  Board,  Commissioner  Hess  presided. 

The  Secretary  presented  applications  of  the  United  Electric  Light  and  Power 
Company  for  the  construction  of  subways  for  the  accommodation  of  its  electrical 
conductors,  as  follows: 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  Twenty-third 
street,  from  southeast  corner  Twenty-third  street  and  First  avenue  to  south- 
west corner  Twenty-third  street  and  Avenue  A. 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  Seventieth  street, 
from  southwest  Amsterdam  avenue  to  southwest  West  End  avenue. 

One  three  (3)  inch  distributing  duct  on  the  west  side  of  West  End  avenue, 
from  southwest  Seventieth  street  to  southwest  Seventy-second  street. 

The  foregoing  applications  were  considered,  and  the  following  resolutions  adopted: 
Resolved,  That  the  applications  of  the  United  Electric  Light  and  Power 
Company  for  the  construction  of  subways  for  the  accommodation  of  its  electrical 
conductors  be  and  are  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accom- 
modation of  high  tension  electrical  conductors,  as  follows: 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  Twenty-third 
street,  from  the  southeast  corner  of  Twenty-third  street  and  First  avenue  to 
the  southwest  corner  of  Twenty-third  street  and  Avenue  A. 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  Seventieth  street, 
from  the  west  side  of  Amsterdam  avenue  to  the  west  side  of  West  End  avenue. 

One  three  (3)  inch  distributing  duct  on  the  west  side  of  West  End  avenue, 
from  the  south  side  of  Seventieth  street  to  the  south  side  of  Seventy-second 
street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway 
Company  security  for  the  occupation  of  said  subways  and  the  payment  of  rentals 
therefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892;  and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  De- 
partment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the 
permit  for  opening  the  streets  shall  be  granted. 


The  meeting  then  adjourned. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of 
the  Board,  No.  1264  Broadway,  New  York,  on  Tuesday,  September  7th,  1897. 

Present:  Commissioners  Jacob  Hess,  Thomas  L.  Hamilton  and  Henry  S. 
Kearny. 

In  the  absence  of  the  President  of  the  Board,  Commissioner  Hess  presided. 

The  Secretary  read  the  following  applications  for  the  construction  of  subways 
for  the  accommodation  of  electrical  conductors: 

By  the  Mount  Morris  Electric  Light  Company: 

One  three  (3)  inch  distributing  duct  on  the  west  side  of  Central  Park 
West,  from  the  north  side  of  West  107th  street  to  the  north  side  of  West  I02d 
street. 

By  the  United  Electric  Light  and  Power  Company : 

One  three  (3)  inch  distributing  duct  on  the  west  side  of  Sheriff  street, 
from  the  north  side  of  Grand  street  to  the  north  side  of  Broome  street; 

One  three  (3)  inch  distributing  duct  on  the  north  side  of  Fourth  street, 
from  the  east  side  of  Avenue  B to  the  west  side  of  Avenue  C; 

One  three  (3)  inch  distributing  duct  on  the  west  side  of  Rutgers  street, 
from  the  north  side  of  Canal  street  to  the  south  side  of  Henry  street; 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  Henry  street, 
from  the  west  side  of  Rutgers  street  to  the  east  side  of  Pike  street; 

One  three  (3)  inch  distributing  duct  crossing  Pearl  street,  from  south- 
west corner  of  Hanover  and  Pearl  streets  to  the  east  side  of  Pearl  street; 

One  three  (3)  inch  distributing  duct  on  the  west  side  of  Boulevard,  from 
northwest  Eighty-third  street  to  southwest  Eighty-fourth  street; 

One  three  (3)  inch  distributing  duct  on  the  north  side  of  Sixty-eighth 
street,  from  west  side  of  Columbus  avenue  to  east  side  of  Boulevard; 

One  three  (3)  inch  distributing  duct  on  the  north  side  of  Hester  street, 
from  the  northeast  to  the  northwest  corner  of  Norfolk  street. 

By  the  New  York  Heat,  Light  and  Power  Company: 

Wall  street,  from  Broadway  to  Water  street,  one  duct,  three  inches  diame- 
ter. 

Cedar  street,  from  Broadway  to  Pearl  street,  one  duct,  three  inches  diame- 
ter. 

Pine  street,  from  Broadway  to  Water  street,  one  duct,  three  inches  diame- 
ter. 

John  street,  from  Broadway  to  Pearl  street,  two  ducts,  four  inches  diame-  ■ 

ter. 

Cortlandt  street,  from  Broadway  to  West  street,  one  duct,  three  inches  di- 
ameter. 

Ann  street,  from  Gold  to  Nassau  streets,  one  duct,  three  inches  diameter. 
Barclay  street,  from  Broadway  to  Greenwich  street,  one  duct,  three  inches 
diameter. 

Murray  street,  from  Broadway  to  Greenwich  street,  one  duct,  three  inches 
diameter. 
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Chambers  street,  frotn  Broadway  to  West  street,  one  duct  three  inches 
diameter. 

Duane  street,  from  Park  Row  to  Rose  street,  one  duct  three  inches  diameter. 
Chambers  street,  from  Park  Row  to  Pearf  street,  one  duct,  three  inches 
diameter. 

Rose  street,  from  Duane  to  Pearl  streets,  one  duct,  three  inches  diameter. 
Vandewater  street,  from  Frankfort  to  Pearl  streets,  one  duct,  three  inches 
diameter. 

Pearl  street,  from  Vandewater  street  to  Park  Row,  one  duct,  three  inches 
diameter. 

Ferry  street,  from  Gold  to  Water  streets,  one  duct,  three  inches  diameter. 

Cliff  street,  from  John  to  Frankfort  streets,  one  duct,  three  inches  diameter. 

By  the  New  York  Telephone  Company:  ■»» 

On  Washington  street,  from  Christopher  street  to  Jane  street; 

On  Sixty-ninth  street,  from  the  east  side  of  West  End  avenue  to  the  west 
side  of  West  End  avenue. 

By  the  Edison  Electric  Illuminating  Company  of  New  York: 

East  Eighty-seventh  street,  south  side,  from  east  side  of  Fifth  avenue  to  west 
side  of  Madison  avenue ; 

Elm  street,  east  side,  from  south  side  of  Pearl  street  to  north  side  of  Broome 
street ; 

Grand  street,  south  side,  from  east  side  of  Mulberry  street  to  east  side  of  Elm 
street ; 

Broome  street,  north  side,  from  east  side  of  Elm  street  to  west  side  of  Greene 
street ; 

Greene  street,  west  side,  from  north  side  of  Broome  street  to  north  side  of 
West  Third  street; 

East  Sixty-seventh  street,  north  side,  from  west  side  of  Park  avenue  to  west 
side  of  Madison  avenue. 

tt 

Said  applications  were  considered,  and  the  following  resolutions  adopted : 

Resolved,  That  the  application  of  the  Mount  Morris  Electric  Light  Company  for 
the  construction  of  a subway  for  the  accommodation  of  its  electrical  conductors  be  and 
is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accommodation 
of  high-tension  electrical  conductors,  as  follows : 

One  three  (3)  inch  distributing  duct  on  the  west  side  of  Central  Park  West, 
from  the  north  side  of  West  107th  street  to  the  north  side  of  West  I02d  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have 
first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security 
for  the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as 
provided  by  Chapter  263  of  the  Laws  of  1892;  and 
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Provided,  That  the  said  street  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  street  shall  be  granted. 

Resolved,  Ihat  the  application  of  the  United  Klectric  Light  and  Power  Company 
for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors  be 
and  are  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Klectrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation 
of  high-tension  electrical  conductors,  as  follows  : 

One  three  (3)  inch  distributing  duct  on  west  side  of  Sheriff  street,  from  north 
side  of  Grand  street  to  north  side  of  Broome  street ; 

One  three  (3)  inch  distributing  duct  on  north  side  of  Fourth  street,  from  east 
side  of  Avenue  B to  west  side  of  Avenue  C; 

One  three  (3)  inch  distributing  duct  on  west  side  of  Rutgers  street,  from 
north  side  of  Canal  street  to  south  side  of  Henry  street; 

One  three  (3)  inch  distributing  duct  on  south  side  of  Henry  street,  from  west 
side  of  Rutgers  street  to  east  side  of  Pike  street; 

One  three  (3)  inch  distributing  duct  crossing  Pearl  street,  from  southwest 
corner  of  Hanover  and  Pearl  streets  to  the  east  side  of  Pearl  street; 

One  three  (3)  inch  distributing  duct  on  the  west  side  of  Boulevard,  from 
north  side  of  Eighty-third  street  to  south  side  of  Eighty-fourth  street; 

One  three  (3)  inch  distributing  duct  on  the  north  side  of  Sixty-eighth  street, 
from  west  side  of  Columbus  avenue  to  east  side  of  Boulevard; 

One  three  (3)  inch  distributing  duct  on  the  north  side  of  Hester  street,  from 
the  northeast  to  the  northwest  corner  of  Norfolk  street; 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have 
first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security 
for  the  occupation  of  said  subways  and  the  payment  of  rentals  in  advance,  as 
provided  by  Chapter  263  of  the  Laws  of  1892;  and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  New  York  Heat,  Light  and  Power  Com- 
pany for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors 
be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation 
of  high-tension  electrical  conductors,  as  follows : 

One  three  (3)  inch  duct  on  Wall  street,  from  Broadway  to  Water  street; 

One  three  (3)  inch  duct  on  Cedar  street,  from  Broadway  to  Pearl  street; 
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One  three  (3)  inch  duct  on  Pine  street,  from  Broadway  to  Water  street; 

Two  four  (4)  inch  ducts  on  John  street,  from  Broadway  to  Pearl  street; 

One  three  (3)  inch  duct  on  Cortlandt  street,  from  Broadway  to  West  street; 

One  three  (3)  inch  duct  on  Ann  street,  from  Gold  street  to  Nassau  street; 

One  three  (3)  inch  duct  on  Barclay  street,  from  Broadway  to  Greenwich  street; 

One  three  (3)  inch  duct  on  Murray  street,  from  Broadway  to  Greenwich 

street ; 

One  three  (3)  inch  duct  on  Chambers  street,  from  Broadway  to  West  street; 

One  three  (3)  inch  duct  on  Duane  street,  from  Park  Row  to  Rose  street; 

One  three  (3)  inch  duct  on  Chambers  street,  from  Park  Row  to  Pearl  street; 

One  three  (3)  inch  duct  on  Rose  street,  from  Duane  street  to  Pearl  street; 

One  three  (3)  inch  duct  on  Vandewater  street,  from  Frankfort  street  to  Pearl 

street ; 

One  three  (3)  inch  duct  on'Peaid  street,  from  Vandewater  street  to  Park  Row; 

One  three  (3).  inch  duct  on  Ferry  street,  from  Gold  street  to  Water  street; 

One  three  (3)  inch  duct  on  Cliff  street,  from  John  street  to  Frankfort  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security  for 
the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892 ; and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  streets  shall  be  granted. 

Resolved,  That  the  application  of  the  New  York  Telephone  Company  for  the  con- 
struction of  subways  for  the  accommodation  of  its  electrical  conductors  be  and  is  here- 
by granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low-tension 
electrical  conductors,  as  follows ; 

On  Washington  street,  from  Christopher  street  to  Jane  street; 

On  Sixty-ninth  street,  from  east  side  of  West  End  avenue  to  west  side  of 

West  End  avenue. 

Provided,  however,  that  this,  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have 
first  furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the  occu- 
pation of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  provided  by 
Chapter  263  of  the  Laws  of  1892 ; and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  streets  shall  be  granted. 
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Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company,  of 
New  York,  for  the  construction  of  subways  for  the  accommodation  of  its  electrical 
conductors  be  and  are  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low-tension 
electrical  conductors,  as  follows : 

East  Eighty-seventh  street,  south  side,  from  east  side  of  Fifth  avenue  to  west 
side  of  Madison  avenue ; 

Elm  street,  east  side,  from  south  side  of  Pearl  street  to  north  side  of  Broome 
street ; 

y 

Grand  street,  south  side,  from  east  side  of  Mulberry  street  to  east  side  of  Elm 
street ; 

Broome  street,  north  side,  from  east  side  of  Elm  street  to  west  side  of  Greene 
street ; 

Greene  street,  west  side,  from  north  side  of  Broome  street  to  north  side  of  West 
Third  street; 

East  Sixty-seventh  street,  north  side,  from  west  side  of  Park  avenue  to  west 
side  of  Madison  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have 
first  furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the  occu- 
pation of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  provided  by 
Chapter  263  of  the  Laws  of  1892 ; and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  streets  shall  be  granted. 

The  meeting  then  took  up  for  further  consideration  the  application  of  the  Forty- 
second  Street,  Manhattanville  and  St.  Nicholas  Avenue  Railway  Company  for  permis- 
sion to  lay  underground  electrical  conduits  for  traction  purposes  over  the  route  of  said 
company,  as  set  forth  in  the  application.  The  Secretary  stated  that,  since  the  last 
meeting,  he  had  received  from  said  company  a copy  of  the  consent  granted  by  the  Rail- 
road Commissioners  of  the  State  of  New  York  at  meeting  held  on  August  i8th,  1897, 
approving  change  of  motive  power  from  horses  to  an  underground  current  of  electricity 
in  the  operation  of  said  railroad  company.  • 

The  following  resolution  was  then  adopted: 

Whereas,  The  Forty-second  Street,  Manhattanville  and  St.  Nicholas  Avenue  Rail- 
way Company  has  made  its  written  application  to  this  Board,  dated  July  15th,  1897, 
whereby  it  appears  that  said  The  Forty-second  Street,  Manhattanville  and  St.  Nicholas 
Avenue  Railway  Company,  heretofore  made  application  to  the  Board  of  Railroad  Com- 
missioners of  the  State  of  New  York  for  the  approval  by  said  Board  of  a change  of 
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motive  power  upon  said  portion  of  said  railroad  from  horse  to  an  underground  current 
of  electricity;  it  appearing  by  copy  of  consent  of  the  Board  of  Railroad  Commis- 
siners  filed  with  this  Board  August  24th,  1897,  that  said  application  was  granted  and 
said  change  of  motive  power  approved  by  said  Board  of  Railroad  Commissioners,  and 
that  the  consent  of  property  owners  required  by  law  has  been  obtained,  so  that  the  use 
of  electrical  conductors  for  the  operation  of  said  railroad  is  now  authoiized  by  law, 
and 

Whereas,  as  a part  of  said  application,  said  The  Forty-second  Street,  Manhattan- 
ville  and  St.  Nicholas  Avenue  Railway  Company  has  submitted  to  this  Board  the  plan 
of  construction  proposed  by  said  company,  and  said  company  in  and  by  said  applica- 
tion has  requested  the  approval  by  this  Board  of  the  use  of  an  underground  current 
of  electricity  upon  certain  streets  and  avenues  in  the  City  of  New  York  mentioned  in 
said  application  in  the  mode  and  manner  shown  by  said  plan. 

Resolved,  That  said  application  be  granted,  and  that  the  use  of  an  underground 
current  of  electricity  as  motive  power  in  the  operation  of  said  railroad  on  the  streets 
and  avenues  of  the  City  of  New  York  mentioned  in  said  application,  to  wit: 

Commencing  at  Manhattan  street.  North  River,  through  and  along  Manhattan 
street,  with  double  tracks,  to  St.  Nicholas  avenue;  thence  running  through  and  along 
St.  Nicholas  avenue,  with  double  tracks,  to  noth  street;  thence  through  and  along  noth 
street,  with  double  tracks,  to  the  East  River; 

Also  from  the  corner  of  noth  street  and  First  avenue,  through  and  along  First 
avenue,  with  single  track,  to  109th  street;  thence  through  and  along  109th  street,  with 
single  track,  to  Avenue  A,  now  Pleasant  avenue;  thence  through  and  along  Avenue 
A,  with  single  track,  to  connect  with  said  company’s  tracks  at  noth  street; 

Also  from  the  corner  of  Tenth  avenue  and  Eighty-sixth  street,  through  and  along 
Eighty-sixth  street,  with  double  tracks,  to  the  North  River; 

Also  from  Manhattan  street  through,  along  and  upon  Tenth  avenue,  with  double 
tracks,  to  Forty-second  street; 

Also  from  the  corner  of  Forty-second  street  and  Tenth  avenue,  through  and  along 
Forty-second  street,  with  double  tracks,  to  the  ferry,  foot  of  Forty-second  street. 
North  River; 

Also  from  Forty-second  street  through  and  along  Twelfth  avenue,  with  double 
tracks,  to  Thirty-fourth  street,  together  with  the  necessary  connections,  turn-outs, 
switches  and  convenient  stands ; 

Also  connecting  at  the  tracks  of  said  company  in  Forty-second  street  at  the  westerly 
line  of  Tenth  avenue ; thence  through,  along  and  upon  Forty-second  street,  and  through 
the  tunnel,  with  double  tracks,  to  the  East  River ; 

Also  from  Forty-second  street  and  First  avenue,  through  and  along  First  avenue, 
with  double  tracks,  to  and  along  Thirty-fourth  street  to  the  East  River ; 

Also  commencing  in  Forty-second  street  at  the  intersection  thereof  by  Seventh 
avenue;  thence  running  through,  along  and  upon  Seventh  avenue,  with  double  tracks, 
to  Broadway ; thence  through,  along  and  upon  Broadway  and  across  the  circle  and 
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across  Eighth  avenue,  with  double  tracks,  to  the  Boulevard;  thence  through,  upon 
and  along  the  Boulevard,  with  double  tracks,  to  connect  the  tracks  of  said  company 
at  Manhattan  street ; the  tracks  of  said  company  upon  the  Boulevard  being  laid,  one 
track  to  the  east  and  one  track  to  the  west  of  the  Boulevard  parks  in  the  centre  of 
said  Boulevard,  and  also  such  switches,  sidings,  turn-outs,  turn-tables  and  suitable 
stands ; and  also  switches,  sidings,  turn-outs,  turn-tables  and  stands  thereon, 
in  the  mode  and  manner  shown  by  said  plans,  be  and  it  is  hereby  approved ; all  con- 
struction to  be  under  the  supervision  of  this  Board,  and  subject  to  its  rules  and  regula- 
tions now  in  force  and  hereafter  to  be  made,  and  this  approval  is  given  on  these  condi- 
tions, and  not  otherwise. 

There  being  no  further  business,  the  meeting  then  adjourned. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Board,  No.  1264  Broadway,  on  Thursday,  October  14th,  1897. 

Present:  Commissioners  Jacob  Hess,  Henry  S.  Kearny  and  Thomas  L.  Hamilton. 

In  the  absence  of  the  President  of  the  Board,  Commissioner  Hess  presided. 

Application  of  the  Fire  Departmeirt,  dated  September  23d,  1897,  for  permission 
to  construct  a subsidiary  conduit,  was  read,  and  the  following  resolution  was  unani- 
mously adopted : 

Whereas,  The  Fire  Department  of  the  City  of  New  York  has  made  application  for 
construction  of  a subsidiary  conduit,  to  be  used  exclusively  by  and  for  the  purposes  of 
said  Department, 

Resolved,  That  the  application  of  the  Fire  Department  for  permission  to  construct 
a subsidiary  conduit  from  the  south  side  of  Sixty-ninth  street,  opposite  No.  145  West 
Sixty-ninth  street,  across  said  street  to  and  into  said  building,  for  the  purpose  of 
making  telegraph  connection  therewith,  be  and  the  same  is  hereby  granted,  said  subway 
to  be  constructed  by  or  at  the  expense  of  said  Fire  Department. 

The  following  communication  was  read  and  ordered  spread  upon  the  minutes : 

Headquarters  Fire  Department, 

157  & 159  East  67TH  Street. 

New  York,  September  20,  1897. 

The  Hon.  Board  of  Electrical  Control,  1264  Broadway: 

Gentlemen  : — In  reply  to  yours  of  the  14th  instant  relative  to  poles  left  standing 
for  the  accommodation  of  this  Department  in  various  parts  of  the  city,  etc.,  I have  to 
say  that  when  the  arrangement  was  originally  made  the  question  of  responsibility  of 
this  Department  for  the  poles  was  settled  by  the  Department  assuming  the  same. 
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The  Superintendent  of  Telegraph  reports  that  the  New  York  Telephone  Com- 
pany was  notified  on  the  6th  instant  that  the  poles  on  2d  avenue,  from  14th  to  15th 
street,  and  on  Park  avenue,  north  of  90th  street,  were  no  longer  required  by  this  De- 
partment and  could  be  removed.  Also,  that  the  other  poles  referred  to  as  dangerous 
have  been  inspected  and  that  such  as  I'equire  it  are  receiving  attention.  He ' further 
states  his  belief  that  Commissioner  Sturgis — who  is  at  present  away  from  the  city — 
understood  that  the  date  for  the  removal  of  the  poles  was  to  be  November  ist,  at 
which  time  it  is  hoped  that  the  larger  part  of  the  poles  will  no  longer  be  in  use  by  this 
Department.  Very  respectfully, 

JAMES  R.  SHEFFIELD,  President. 

The  Secretary  read  the  application  of  the  Dry  Dock,  East  Broadway  and  Battery 
Railroad  Company,  dated  September  17th,  1897,  asking  that  the  Board  of  Electrical 
Control  approve  the  use  of  an  underground  current  of  electricity  upon  certain  streets 
and  avenues  in  the  City  of  New  York  named  in  the  application. 

Plans  were  submitted  showing  proposed  construction  to  be  substantially  the  same 
as  that  in  use  on  Lenox  avenue  in  the  City  of  New  York. 

After  due  consideration  of  said  petition  and  the  plans  and  specifications  accom- 
panying same,  the  following  resolution  was  unanimously  adopted : 

Resolved,  That  the  application  of  the  Dry  Dock,  East  Broadway  and  Battery  Rail- 
road Company  for  leave  to  use  an  underground  current  of  electricity  .upon  and  under 
certain  streets  and  avenues  named  in  said  application,  to  wit : 

Commencing  on  Avenue  D at  the  northern  extremity  of  the  same ; thence  through 
and  along  Avenue  D,  with  a double  track  to  Eighth  street;  thence  through  and  along 
Eighth  street,  with  a single  track,  to  Lewis  street;  thence  through  and  along  Lewis 
street,  with  a single  track,  to  Grand  street ; thence  through  and  along  Grand  street, 
with  a double  track,  to  East  Broadway;  thence  through  and  along  East  Broadway, 
Chatham  square,  Chatham  street  and  Park  Row,  with  a double  track,  to  Broadway; 
also  from  the  corner  of  Avenue  D and  Eighth  street  through  and  along  Avenue  D, 
with  a single  track,  to  Houston  street ; thence  through  and  along  Houston  street,  with 
a single  track,  to  Goerck  street;  also  connecting  with  the  double  track  in  East  Broad- 
way through  and  along  Canal  street,  with  a double  track,  to  the  westerly  side  of  Broad- 
way ; also  connecting  with  the  double  track  in  Grand  street  at  Lewis  street,  through 
and  along  Grand  street,  with  a double  track,  to  the  Grand  street  Ferry;  also,  com- 
mencing at  the  northern  extremity  of  Avenue  B,  through  and  along  Avenue  B,  with  a 
double  track,  to  Second  street;  thence  through  and  along  Avenue  B,  with  a single 
track,  to  Clinton  street;  thence  through  and  along  Clinton  street,  with  a single  track, 
to  connect  with  the  track  in  East  Broadway ; also,  connecting  with  the  track  in  Avenue 
B through  and  along  Tenth  street  and  Eleventh  street,  with  single  tracks,  to  Avenue 
D ; also,  connecting  with  the  double  track  in  Canal  street  at  Broadway,  with  a single 
track,  across  Broadway  to  Lispenard  street;  thence  with  a single  track  through  and 
along  Lispenard  street  to  and  across  West  Broadway  to  Beach  street;  thence  through 
and  along  Beach  street,  with  a single  track,  to  Washington  street;  thence  through  and 
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along  Washington  street,  with  a single  track,  to  Battery  place;  thence  through  and 
along  Battery  place,  with  a double  track,  to  the  Bowling  Green  at  State  street ; also, 
connecting  with  the  track  in  Battery  place  through  and  along  Greenwich  street,  with 
a double  track  to  the  centre  of  Canal  street;  also,  connecting  with  the  track  in  Wash- 
ington street  at  North  Moore  street,  with  a single  track,  through  and  along  North 
Moore  street  and  across  West  Broadway  to  Walker  street,  and  thence  through  and 
along  Walker  street  to  and  to  connect  with  double  track  in  Canal  street;  also,  con- 
necting with  the  track  in  Washington  street  through  and  along  Washington  street,  with 
a single  track,  to  the  centre  of  Canal  street;  also,  connecting  with  the  double  track  in' 
Avenue  D through  and  along  Fourteenth  street,  with  a double  track,  to  First  avenue; 
thence  through  and  along  First  avenue,  with  a double  track,  to  Thirtj^-fourth  street; 
thence  through  and  along  Thirty-fourth  street,  with  a double  track,  to  Avenue  A ; and 
thence  through  and  along  Avenue  A,  with  a double  track,  to  and  to  connect  with  the 
double  track  in  Fourteenth  street,  together  with  the  necessary  connections,  turn-outs 
and  switches  for  the  proper  working  and  accommodation  of  the  road  on  the  said  route 
or  routes ; 

iklso,  a single  railroad  track  from  Avenue  B through  Second  street  to  Avenue  A, 
and  through  Avenue  A,  Essex  street  and  Rutgers  street  to  East  Broadway;  also, 
from  Avenue  D across  Flouston  street,  through  and  along  Columbia  street  to  Grand 
street,  together  with  necessary  crossings  of  intermediate  streets,  connections,  turn-outs 
and  switches,  for  the  proper  and  convenient  working  of  said  tracks  in  connection  with 
those  now  operated  by  them  in  said  city ; 

Also,  with  a double  track  from  Greenwich  street  in  and  through  Desbrosses  street 
to  the  North  River,  and  with  a double  track  from  Greenwich  street  in  and  through  Cort- 
landt  street  to  the  North  River,  and  through  Fulton  street  to  Broadway,  with  a single 
track  from  Washington  to  Greenwich  street  and  a double  track  from  Greenwich/  street 
to  Broadway,  together  with  the  necessary  connections,  turn-outs  and  switches  for  the 
proper  working  of  such  extensions,  and  connecting  the  same  with  the  tracks  in  Green- 
with  and  Washington  streets  in  said  city ; 

Also,  a double  track  from  the  junction  of  East  Broadway  and  Grand  street  in  the 
City  of  New  York,  in  and  througli  Grand  street  to  Sullivan  street,  in  and  through 
Sullivan  street  to  Canal  street,  through  and  across  Canal  street  to  Vestry  street,  and  in 
and  through  Vestry  street  to  the  North  River,  together  with  the  necessary  connections, 
crossings,  turn-outs  and  switches  for  the  proper  working  of  such  extension,  and  con- 
necting the  same  with  the  tracks  now  laid  and  constructed  in  Grand,  Greenwich  and 
Washington  streets  in  said  city, 

be  and  the  same  is  hereby  approved  and  granted,  subject,  however,  to  the  proviso  that 
before  any  permit  therefor  shall  issue  from  this  Board  the  formal  permission  of  the 
Railroad  Commissioners  of  the  State  of  New  York  shall  have  been  first  obtained  per- 
mitting the  change  of  motive  power  by  said  company  over  said  routes  to  underground 
electrical  power;  and  provided  further  that  the  said  work  shall  'be  performed  under  the 
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rules,  regulations  and  directions  of  the  Board  of  Electrical  Control,  and  strictly  in 
accordance  with  the  plans  and  specifications  with  said  application  submitted. 

The  Secretary  of  the  Board  was  directed  to  issue  the  necessary  permits  in  writing, 
as  above,  whenever  the  said  Railroad  Company  shall  file  with  him,  as  Secretary,  the 
above  required  permission  of  the  Board  of  Railroad  Commissioners  of  the  State  of 
New  York.  ' . 

The  following  applications  for  the  construction  of  subways  for  the  accommoda- 
tion of  electrical  conductors  were  read  and  submitted ; ' 

By  the  Edison  Electric  Illuminating  Company  of  New  York: 

Thirty-seventh  street,  north  side,  from  west  side- of  Broadway  , to  east  side 
Eighth  avenue. 


By  the  Manhattan  Electric  Light  Company : - 

On  east  side  of  Orchard  street,  from  southeast  corner  of  Grand  street  to.  north- 
east corner  of  Hester  street.  ' . 

By  the  United  Electric  Light  and  Power  Company; 

One  three  (3)  inch  distributing  duct  on  the  east  side  of  Amsterdam  avenue, 
from  southeast  losth  street  to  southeast  io6th  street; 

One  three  (3)  inch  distributing  duct  on  the  east  side  of  Boulevard,  from 
northeast  Eighty-second  street  to  southeast  Eighty-third  street; 

One  three  (3)  inch  distributing  duct  on  the  east  side  of  Lexington  avenue, 
from  northeast  Twenty-eighth  street  to  southeast  Twenty-eighth. street; 

One  three  (3)  inch  distributing  duct  on  the  north  side  of  Seventy-sixth  street, 
from  northwest  West  End  avenue  to  northeast  Riverside  Drive;  , 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  Eifty-seventh  street, 
from  southeast  Lexington  avenue  to  southwest  Third  avenue; 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  Eifty-third  street, 
from  the  southeast  to  the  southwest  corner  of  Tenth  avenue; 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  Eifty-fifth  street, 
from  the  southeast  to  the  southwest  corner  of  Tenth  avenue;  . •» 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  Fifty-seventh  street, 
from  the  southeast  to  the  southwest  corner  of  Tenth  avenue; 

One  three  (3)  inch  distributing  duct  on  the  east  side  of  Tenth  avenue,  from 
southeast  Thirty-fourth  street  to  southeast  Forty-second  street; 

One  three  (3)  inch  distributing  duct  on  the  west  side  of  Tenth  avenue,  from 
southwest  Forty-second  street  to  southwest  Fifty-third  street;^ 

One  three  (3)  inch  distributing  duct  on  the  east  side  of  Tenth  avenue,  from 
southeast  Fifty-third  street  to  northeast  Fifty-ninth  street; 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  Forty-eighth  street, 
from  the  southeast  to  the  southwest  corner  of  Tenth  avenue; 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  Fiftieth  street,  from 
the  southeast  to  the  southwest  corner  of  Tenth  avenue; 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  Fifty-second  street, 
from  the  southeast  to  the  southwest  corner  of  Tenth  avenue; 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  Thirty-fifth  street, 
from  the  southeast  to  the  southwest  corner  of  Tenth  avenue; 
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One  three  (3)  inch  distributing  duct  on  the  south  side  of  Thirty-seventh 
street,  from  the  southeast  to  the  southwest  corner  of  Tenth  avenue; 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  Thirty-ninth  street, 
from  the  southeast  to  the  southwest  corner  of  Tenth  avenue; 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  Forty-first  street; 
from  the  southeast  to  the  southwest  corner  of  Tenth  avenue; 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  Forty-fourth  street, 
from  the  southeast  to  the  southwest  corner  of  Tenth  avenue; 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  Forty-sixth  street, 
from  the  southeast  to  the  southwest  corner  of  Tenth  avenue. 

The  foregoing  applications  were  considered,  and  the  following  resolutions  adopted : 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company  for 
the  construction  of  a subway  for  the  accommodation  of  its  electrical  conductors  be  and 
is  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  a subway  for  the  accommodation  of  low-tension 
electrical  conductoi's,  as  follows : 

Thirty-seventh  street,  north  side,  from  west  side  of  Broadway  to  east  side  of 
Eighth  avenue ; 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subway  shall  have  first 
furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the  occupation 
of  said  Subway  and  the  payment  of  rentals  therefor  in  advance,  as  provided  by  Chapter 
263  of  the  Laws  of  1892;  and 

Provided,  That  the  said  street  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  street  shall  be  granted. 

Resolved,  That  the  application  of  the  Manhattan  Electric  Light  Company  for  the 
construction  of  a subway  for  the  accommodation  of  its  electrical  conductors  be  and 
is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accommodation 
of  high-tension  electrical  conductors,  as  follows : 

Orchard  street,  east  side,  from  southeast  corner  of  Grand  street  to  northeast 
corner  of  Hester  street; 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subway  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security  for 
the  occupation  of  said  subway  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892 : and 
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Provided,  That  the  said  street  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  street  shall  be  granted. 

Resolved,  That  the  applications  of  the  United  Electric  Light  and  Power  Company 
for  the  construction  of  subways  and  subsidiaries  for  tile  accommodation  of  its  elec- 
trical conductors  be  and  are  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  ■ be 
and  it  is  hereby  authorized  and  directed  to  construct  subways  and  subsidiaries  foi  the 
accommodation  of  high-tension  electrical  conductors,  as  follows : 

AS  SUBWAYS. 

One  three  (3)  inch  distributing  duct  on  the  east  side  of  Amsterdam  avenue, 
from  south  side  of  105th  street  to  south  side  of  io6th  street; 

One  three  (3)  inch  distributing  duct  on  the  east  side  of  Boulevard,  from  north 
side  of  Eighty-second  street  to  south  side  of  Eighty-third  street ; 

One  three  (3)  inch  distributing  duct  on  the  east  side  of  Lexington  avenue, 
from  north  side  of  Twenty-eighth  street  to  south  side  of  Twenty-eighth  street; 

One  three  (3)  inch  distributing  duct  on  the  north  side  of  Seventy-sixth  street, 
from  west  side  of  West  End  avenue  to  east  side  of  Riverside  Drive; 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  Fifty-seventh  street, 
from  east  side  of  Lexington  avenue  to  west  side  of  Third  avenue; 

One  three  (3)  inch  distributing  duct  on  the  south  side  of  Fifty-third  street, 
from  the  southeast  to  the  southwest  corner  of  Tenth  avenue; 

One  three  (3)  inch  distributing  duct  on  the  east  side  of  Tenth  avenue,  from 
south  side  of  Thirty-fourth  street  to  south  side  of  Forty-second  street; 

One  three  (3)  inch  distributing  duct  on  the  west  side  of  Tenth  avenue,  from 
south  side  of  Forty-second  street  to  south  side  of  Fifty-third  street; 

One  three  (3)  inch  distributing  duct  on  the  east  side  of  Tenth  avenue,  from 
south  side  of  Fifty-third  street  to  north  side  of  Fifty-ninth  street. 

AS  SUBSIDIARIES. 

* 

On  the  south  side  of  Fifty-fifth  street,  from  the  southeast  to  the  southwest  cor- 
ner of  Tenth  avenue; 

On  the  south  side  of  Fifty-seventh  street,  from  the  southeast  to  the  southwest 
corner  of  Tenth  avenue; 

On  the  south  side  of  Forty-first  street,  from  the  southeast  to  the  southwest 
corner  of  Tenth  avenue; 

On  the  south  side  of  Forty-fourth  street,  from  the  southeast  to  the  southwest 
corner  of  Tenth  avenue; 

On  the  south  side  of  Forty-sixth  street,  from  the  southeast  to  the  southwest 
corner  of  Tenth  avenue; 

On  the  south  side  of  Thirty-fifth  street,  from  the  southeast  to  the  southwest 
corner  of  Tenth  avenue; 
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On  the  south  side  of  Thirty-seventh  street,  from  the  southeast  to  the  southwest 
corner  of  Tenth  avenue; 

On  the  south  side  of  Thirty-ninth  street,  from  the  southeast  to  the  southwest 
corner  of  Tenth  avenue; 

On  the  south  side  of  Forty-eighth  street,  from  the  southeast  to  the  southwest 
corner  of  Tenth  avenue  ; 

On  the  south  side  of  Fiftieth  street,  from  the  southeast  to  the  southwest 
corner  of  Tenth  avenue; 

On  the  south'  side  of  Fifty-second  street,  from  the  southeast  to  the  southwest 
corner  of  Tenth  avenue. 

All  subsidiary  ducts  to  be  three  (3)  inch. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  and  subsid- 
iaries shall  have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Sub- 
way Company  security  for  the  occupation  of  said  subways  and  subsidiaries  and  the  pay- 
ment of  rentals  therefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892 ; 
and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  streets  shall  be  granted. 

Meeting  then  adjourned. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Board,  No.  1264  Broadway,  on  Tuesday,  October  19th,  1897,  at  two  o’clock  P.  M. 

Present:  Commissioners  Jacob  Fless,  Henry  S.  Kearny  and  Thomas  L.  Hamilton. 

In  the  absence  of  the  President  of  the  Board,  Commissioner  Hess  presided. 

The  Secretary  presented  the  application  of  the  Bronx  Gas  and  Electric  Company 
for  permission  to  erect  poles,  wires  and  other  fixtures  and  devices  necessary  for  sup- 
plying electrical  current  for  lighting.  Said  company  having  filed  with  the  Board  of 
Electrical  Control  its  articles  of  incorporation  under  the  Transportation  Corporations 
law,  certified  in  due  form  by  the  Secretary  of  State,  and  same  having  been  heretofore 
laid  over  for  further  consideration,  the  same  was  taken  up,  and  after  due  consideration 
the  following  resolution  was  unanimously  adopted : 

Whereas,  The  Bronx  Gas  and  Electric  Company  has  made  application  to  the  Board 
of  Electrical  Control  for  permission  to  erect  poles,  wires  and  other  fixtures  and  de- 
vices necessary  for  supplying  electrical  current  for  lighting,  and  has  filed  with  the  Board 
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of  Electrical  Control  its  articles  of  incorporation  under  the  Transportation  Corpora- 
tions law,  certified  in  due  form  by  the  Secretary  of  State ; and 

Whereas,  The  said  Bronx  Gas  and  Electric  Company,  prior  to  the  annexation  of 
the  Town  of  Westchester  to  the  City  of  New  York,  now  a part  of  the  Twenty-fourth 
Ward  of  this  city,  did  enter  into  a contract  with  the  said  Town  of  Westchester  for  the 
supplying  of  electricity  for  lighting,  and  did  supply  electric  lights  to  said  town,  and 
is  now  supplying  same  to  the  City  of  New  York  under  said  contract;  and 

Whereas,  the  said  contract  has  been  the  subject  of  legal  adjudication  in  the  action 
of  The  Bronx  Gas  and  Electric  Company  versus  The  Mayor,  etc.,  in  which  said  action 
the  said  contract  was  declared  to  be  a valid  contract;  now)  therefore. 

Resolved,  That  permits  be  issued  by  the  Board  of  Electrical  Control  to  the  Bronx 
Gas  and  Electric  Company  to  erect  poles,  wires  and  fixtures  necessary  for  the  purpose 
of  carrying  out  the  terms  of  the  said  contract,  subject  to  all  existing  rules  of  this  Board 
applicable  thereto,  and  to  such  other  regulations  as  this  Board  or  its  successor  may  im- 
pose by  resolution  or  otherwise ; and 

Resolved,  That  the  Secretary  is  directed  to  issue  the  necessary  permits  in  accord- 
ance with  the  terms  of  this  resolution. 

The  Secretary  also  presented  applications  of  the  United  Electric  Light  and  Power 
Company  for  the  construction  of  subways  for  the  accommodation  of  its  electrical  con- 
ductors, as  follows : 

One  three  (3)  inch  distributing  duct  on  the  north  side  of  Eighty-fourth  street, 
from  the  northeast  to  the  northwest  corner  of  Amsterdam  avenue; 

One  three  (3)  inch  distributing  duct  on  the  north  side  of  Sixty-third  street, 
from  the  northeast  to  the  northwest  corner  of  Amsterdam  avenue; 

One  three  (3)  inch  distributing  duct  on  the  north  side  of  Twenty-second 
street,  from  northeast  Ninth  avenue  to  No.,  421  West  Twenty-second  street. 

The  foregoing  applications  were  considered  and  the  following  resolutions  adopted : 

Resolved,  That  the  applications  of  the  United  Electric  Light  and  Power  Company 
for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors  be 
and  are  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  subways  for  the  accommodation 
of  high-tension  electrical  conductors,  as  follows : 

One  three  (3)  inch  distributing  duct  on  the  north  side  of  Eighty-fourth  street, 
from  the  northeast  to  the  northwest  corner  of  Amsterdam  avenue; 

One  three  (3)  inch  distributing  duct  on  the  north  side  of  Sixty-third  street, 
from  the  northeast  to  the  northwest  corner  of  Amsterdam  avenue; 

One  three  (3)  inch  distributing  duct  on  the  north  side  of  Twenty-second  street, 
from  northeast  corner  of  Ninth  avenue  to  No.  421  West  Twenty-second  street. 
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Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security  for 
the  occupation  of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892 ; and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  streets  shall  be  granted. 

The  meeting  then  adjourned.  ' 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Board,  No.  1264  Broadway,  New  York,  on  Thursday,  October  28th,  1897,  at  two 
o’clock  P.  M. 

Present:  Commissioners  Henry  S.  Kearny,  Jacob  Hess  and  Thomas  L.  Hamilton. 

The  following  applications  for  construction  of  subways  for  the  accommodation  of 
electrical  conductors  were  read  and  submitted : 

By  the  United  Electric  Light  and  Power  Company : 

One  three  (3)  inch  distributing  duct  on  the  north  side  of  104th  street,  fiom 
northwest  corner  to  northeast  corner  of  Columbus  avenue. 

By  the  Edison  Electric  Illuminating  Company: 

Sixth  avenue,  west  side,  from  north  side  of  Thirty-ninth  street  to  south  side 
of  Fifty-third  street. 

Fourth  avenue,  east  side,  from  south  side  of  Eight  street  to  south  side  of 
Twelfth  street. 

Lafayette  place,  east  side,  from  south  side  of  Great  Jones  street  to  south  side 
of  Astor  place. 

Great  Jones  street,  south  side,  from  west  side  of  Lafayette  place  to  west  side 
of  Broadway. 

West  Third  street,  north  side,  from  west  side  of  Broadway  to  east  side  of 
Greene  street. 

East  Eighty-fourth  street,  south  side,  from  east  side  of  Fifth  avenue  to  west 
side  of  Park  avenue. 

West  Twenty-third  street,  south  side,  from  west  side  of  Fifth  avenue  to  east 
side  of  Sixth  avenue. 

The  foregoing  applications  were  considered,  and  the  following  resolutions  adopted : 

Resolved,  That  the  application  of  the  United  Electric  Light  and  Power  Company 
for  the  construction  of  a subway  for  the  accommodation  of  its  electrical  conductors 
be  and  is  hereby  granted. 
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Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company  be 
and  it  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accommoda- 
tion of  high-tension  electrical  conductors,  as  follows : 

One  three  (3)  inch  distributing  duct  on  north  side  of  104th  street,  from  north- 
west to  northeast  corner  of  Columbus  avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subway  shall  have  first 
furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway  Company  security  for 
the  occupation  of  said  subway  and  the  payment  of  rentals  therefor  in  advance,  as  pro- 
vided by  Chapter  263  of  the  Laws  of  1892 ; and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  streets  shall  be  granted. 

Resolved,  That  the  applications  of  the  Edison  Electric  Illuminating  Company  for 
the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors  be  and 
are  hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low-tension 
electrical  conductors,  as  follows : 

Sixth  avenue,  west  side,  from  north  side  Thirty-ninth  street  to  south  side 
Fifty-third  street; 

Fourth  avenue,  east  side,  from  south  side  Eighth  street  to  south  side  Twelfth 
street ; 

Lafayette  place,  east  side,  from  south  side  Great  Jones  street  to  south  \side 
Astor  place; 

Great  Jones  street,  south  side,  from  west  side  Lafayette  place  to  west  side 
Broadway ; 

Third  street,  north  side,  from  west  side  Broadway  to  east  side  Greene  street; 

Eighty-fourth  street,  south  side,  from  east  side  Fifth  avenue  to  west  side  Park 
avenue ; 

Twenty-third  street,  south  side,  from  west  side  Fifth  avenue  to  east  side  Sixth 
avenue. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the  occupa- 
tion of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  provided  by 
Chapter  263  of  the  Laws  of  1892;  and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  streets  shall  be  granted. 
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The  Secretary  then  presented  communication  from  the  Tubular  Dispatch  Company, 
dated  October  26th,  1897,  stating  that  it  was  necessary,  in  connection  with  the  opera- 
tion of  the  pneumatic  tubes  of  said  company,  to  use  as  an  appurtenance  for  short  dis- 
tances a small  electrical  cable  for  operation  of  switches  and  locking  devices.  To  avoid 
question  as  to  right  to  use  same  under  law  creating  said  company,  application  was 
now  made  for  formal  permission  from  this  Board  to  install  such  electrical  cable.  Ac- 
companying said  communication  were  plans  and  drawings  showing  proposed  construc- 
tion and  method  of  use  of  such  electrical  cables. 

The  matter  was  taken  up  for  consideration,  and,  it  appearing  that  under  the  law 
creating  such  company,  it  is  authorized  to  use  such  appurtenances,  electrical  or  mechani- 
cal, as  are  necessary  to  the  purposes  of  its  creation,  the  following  resolution  was 
unanimously  adopted : 

Whereas,  The  Tubular  Dispatch  Company,  a corporation  organized  under  the  laws 
of  the  State  of  New  York,  in  pursuance  of  Chapter  400  of  the  Laws  of  1874,  and 
Chapter  977  of  the  Laws  of  1895,  has  made  application,  dated  26th  day  of  October, 
1897,  to  the  Board  of  Electrical  Control,  for  permission  to  lay  electrical  conductors 
in  certain  streets,  avenues  and  public  places  in  the  City  of  New  York,  and  has  filed  a 
map  showing  where  it  purposes  to  lay  said  wires,  namely : 

Along  Fourth  avenue,  from  a point  midway  between  Twenty-first  and  Twenty- 
second  streets  northerly  to  a point  near  Twenty-sixth  street,  and  from  Fourth 
avenue  and  Twenty-fourth  street  westerly  about  400  feet  to  the  Insurance  Build- 
ing; also  on  Twenty-eighth  street,  from  Fourth  avenue  easterly  to  Third  avenue; 
thence  northerly  about  100  feet  to  a building;  and  on  Fourth  avenue,  from  a point 
between  Ninth  and  Tenth  streets  southerly  to  Astor  place;  thence  along  Astor 
place  and  Eighth  street  from  Lafayette  place  to  a point  about  100  feet  east  of 
Third  avenue,  and  in  Lafayette  place,  from  Astor  place  to  a point  about  200  feet 
north. 

Resolved,  That,  inasmuch  as  Chapter  977  of  the  Laws  of  1895  authorizes  the  Tubular 
Dispatch  Company  to  use  electricity  as  motive  power  in  operating  its  tubes,  permission 
is  hereby  granted  to  the  Tubular  Dispatch  Company  to  lay  said  wires  and  cables  for 
the  purpose  of  operating  said  tubes,  'in  compliance  with  the  above  cited  statute. 

The  Secretary  is  hereby  directed  to  send  a copy  of  this  resolution  to  the  above 
named  Company. 


The  meeting  then  adjourned. 
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Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Board,  No.  1264  Broadway,  New  York,  on  Thursday,  November  i8th,  1897,  at  eleven 
o’clock  A.  M. 

Present : Commissioners  Henry  S.  Kearny,  Jacob  Hess  and  Thomas  L.  Hamilton. 

The  Secretary  presented  following  applications  for  construction  of  subways  for  the 
accommodation  of  electrical  conductors : 

By  the  Edison  Electric  Illuminating  Company : 

On  Prince  street,  south  side,  east  side  of  Broadway  to  west  side  of  Crosby 
street ; 

Nineteenth  street,  south  side,  from  east  side  of  Fifth  avenue  to  west  side  of 
Broadway ; 

Fourth  street,  south  side,  from  west  side  of  Sixth  avenue  to  east  side  of  Barrow 
street. 

By  the  United  Electric  Light  and  Power  Company : 

One  three  (3)  inch  distributing  duct  on  north  side  of  Eighty-first  street,  from 
northeast  Columbus  avenue  to  west  side  of  Central  Park  West. 

One  three  (3)  inch  distributing  duct  on  south  side  of  Eighty-seventh  street, 
from  southeast  Columbus  avenue  to  west  side- of  Central  Park  West; 

One  three  (3)  inch  distributing  duct  on  west  side  of  Central  Park  West,  from 
northwest  Eighty-sixth  street  to  southwest  Eighty-seventh  street ; 

One  three  (3)  inch  distributing  duct  on  west  side  of  Ninth  avenue,  from  north- 
west Twenty-second  street  to  southwest  Twenty-first  street; 

One  three  (3)  inch  distributing  duct  on  south  side  of  Eighty-first  street,  from 
southwest  West  End  avenue  to  southeast  Riverside  Drive; 

One  three  (3)  inch  distributing  duct  on  south  side  of  Eighty-seventh  street, 
from  southwest  West  End  avenue  to  southeast  Riverside  Drive; 

One  three  (3)  inch  distributing  duct  on  east  side  of  Riverside  Drive,  from 
northeast  Eighty-sixth  street  to  southeast  Eighty-seventh  street; 

By  West  Side  Electric  Company: 

One  three  (3)  inch  distributing  duct  on  Eighty-first  street,  from  West  End 
avenue  to  east  side  Riverside  Drive. 

By  Manhattan  Electric  Light  Company : 

One  subsidiary  duct  running  from  subway  on  Second  avenue  east  through 
Thirty-sixth  street  to  St.  Gabriel’s  Church,  a distance  of  about  275  feet. 

Said  applications  were  considered,  and  the  following  resolutions  adopted : 

Resolved,  That  the  application  of  the  Edison  Electric  Illuminating  Company  for  the 
construction  of  subways  for  the  accommodation  of  its  electrical  conductors  be  and  is 
hereby  granted. 

Resolved,  That  the  Empire  City  Subway  Company,  Limited,  be  and  it  is  hereby 
authorized  and  directed  to  construct  subways  for  the  accommodation  of  low-tension 
electrical  conductors,  as  follows : 
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Prince  street,  south  side,  east  side  of  Broadway  to  west  side  of  Crosby  street; 

Nineteeiitii  street,  south  side,  east  side  of  Fifth  avenue  to  west  side  of  Broad- 
way ; 

Fourth  street,  south  side,  from  west  side  of  Sixth  avenue  to  east  side  of  Bar- 
row  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corporations 
and  individuals  making  application  for  the  construction  of  said  subways  shall  have  first 
furnished  to  said  Empire  City  Subway  Company,  Limited,  security  for  the  occupation 
of  said  subways  and  the  payment  of  rentals  therefor  in  advance,  as  provided  by  Chap- 
ter 263  of  the  Laws  of  1892 ; and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  Depart- 
ment of  Public  Works,  by  or  at  the  expense  of  the  company  to  which  the  permit  for 
opening  the  streets  shall  be  granted.  ’ 

Resolved,  That  the  application  of  the  United  Electric  Light  and  Power  Company 
for  the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors  be 
and  is  hereby  granted. 

Resolved,  That  the  Consolidated  i elegraph  and  Electrical  Subway  Company  be 
and  it  is  heieby  authorized  and  directed  to  construct  subways  for  the  accommodation 
of  high-tension  electrical  conductors  as  follows : 

One  tlnee  (3)  inch  distributing  duct  on  north  side  of  Eighty-first  street,  from 
east  side  of  Columbus  avenue  to  west  side  of  Central  Park  West  ; 

One  three  (3)  inch  distributing  duct  on  south  side  of  Eighty-seventh  street, 
from  east  side  of  Columbus  avenue  to  west  side  of  Central  Park  West ; 

One  three  (3)  inch  distributing  duct  on  west  side  of  Central  Park  West,  from 
north  side  of  Eighty-sixth  street  to  south  side  of  Eighty-seventh  street  ; 

One  three  (3)  inch  distributing  duct  on  the  west  side  of  Ninth  avenue, 
from  north  side  of  Twenty-second  street  to  south  side  of  Twenty-first  street; 

One  three  (3)  inch  distributing  duct  on  south  side  of  Eighty-first  street, 
from  west  side  of  West  End  avenue  to  east  side  of  Riverside  Drive; 

One  three  (3)  inch  distributing  duct  on  south  side  of  Eighty-seventh 
street,  from  west  side  West  End  avenue  to  east  side  of  Riverside  Drive; 

One  three  (3)  inch  distributing  duct  on  the  east  side  of  Riverside  Drive, 
from  north  side  of  Eighty-sixth  street  to  south  side  of  Eighty-seventh  street. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway 
Company  security  for  the  occupation  of  said  subways  and  the  payment  of  rentals 
therefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892;  and 

Provided,  That  the  said  streets  shall  be  repaved  to  the  satisfaction  of  the  De- 
partment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the 
permit  for  opening  the  streets  shall  be  granted. 
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Resolved,  That  the  application  of  the  West  Side  Electric  Company  for  the 
construction  of  a subway  for  the  accommodation  of  its  electrical  conductors  be 
and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accom- 
modation of  high  tension  electrical  conductors,  as  follows: 

One  three  (3)  inch  distributing  duct  on  Eighty-first  street,  from  West 

End  avenue  to  east  side  of  Riverside  Drive. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway 
Company  security  for  the  occupation  of  said  subways  and  the  payment  of  rentals 
therefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892;  and 

Provided,  That  the  said  street  shall  be  repaved  to  the  satisfaction  of  the  De- 
partment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  per- 
mit for  opening  the  street  shall  be  granted. 

Resolved,  That  the  application  of  the  Manhattan  Electric  Light  Company  for 
the  construction  of  subways  for  the  accommodation  of  its  electrical  conductors 
be  and  is  hereby  granted. 

Resolved,  That  the  Consolidated  Telegraph  and  Electrical  Subway  Company 
be  and  it  is  hereby  authorized  and  directed  to  construct  a subway  for  the  accom- 
modation of  high  tension  electrical  conductors,  as  follows: 

One  subsidiary  duct  on  Thirty-sixth  street,  running  from  the  west  side  of 

Second  avenue  easterly  to  the  rear  of  St.  Gabriel’s  Church,  a distance  of  about 

275  feet. 

Provided,  however,  that  this  resolution  shall  not  take  effect  until  the  corpora- 
tions and  individuals  making  application  for  the  construction  of  said  subways 
shall  have  first  furnished  to  said  Consolidated  Telegraph  and  Electrical  Subway 
Company  security  for  the  occupation  of  said  subways  and  the  payment  of  rentals 
therefor  in  advance,  as  provided  by  Chapter  263  of  the  Laws  of  1892;  and 

Provided,  That  the  said  street  shall  be  repaved  to  the  satisfaction  of  the  De- 
partment of  Public  Works  by  or  at  the  expense  of  the  company  to  which  the  per- 
mit for  opening  the  street  shall  be  granted. 


The  meeting  then  adjourned. 
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At  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 
Mayor,  on  Friday,  December  3d,  1897,  at  2 o’clock  P.  M. 

Present:  Hon.  William  L.  Strong,  Mayor;  Commissioners  Henry  S.  Kearny, 
Jacob  Hess  and  Thomas  L.  Hamilton. 

The  Secretary  read  the  minutes  of  meetings  of  June  23d,  July  8th  and  iSth, 
August  7th,  September  7th,  October  14th,  19th  and  28th,  and  November  i8th,  1897, 
and  the  same  were  approved  as  read. 

At  the  request  of  the  Mayor,  the  matter  of  the  application  of  the  Eastchester 
Electric  Company  for  leave  to  erect  poles  and  string  wires  along  certain  streets 
-and  roads  in  that  part  of  the  annexed  district  formerly  known  as  Wakefield,  East- 
chester and  WilliamsbriJge,  was  taken  up  for  further  consideration. 

The  Mayor  stated  that  he  desired  to  have  the  matter  brought  to  a conclusion 
and  the  application  of  the  company  to  be  finally  acted  upon,  and  that  he  had  se- 
cured the  attendance  of  the  counsel  and  the  manager  of  said  company. 

George  W.  Wickersham,  Esq.,  appeared  as  counsel  for  the  Eastchester  Elec- 
tric Company,  and  presented  an  argument  in  behalf  of  the  company’s  application, 
and,  at  his  request.  General  Manager  White  of  said  company  made  a statement 
of  the  present  condition  of  the  poles  and  wires  of  the  company  and  of  the  kind 
and  amount  of  business  now  done  by  it  within  the  limits  of  the  district  in- ques- 
tion, and  admitted  that  the  poles  of  the  company  within  Westchester  County 
were  used  both  for  lighting  and  telephone  purposes,  and  that  the  wires  of  the 
company  were  dangerous. 

In  answer  to  an  inquiry  made  by  Commissioner  Kearny  as  to  why  the  man- 
damus proceedings  heretofore  commenced  by  the  Eastchester  Electric  Company 
against  the  Board  of  Electrical  Control  to  compel  the  granting  of  the  application 
under  present  consideration  had  not  been  prosecuted  so  that  the  matter  might 
be  judicially  determined,  Mr.  Wickersham  stated  that,  while  the  proceedings  had 
not  been  formally  discontinued,  it  was  not  proposed  that  anything  further  should 
be  done  therein. 

Mr.  Wickersham  further  stated  that  the  Corporation  Counsel  had  advised  him 
that  he  would  present  an  opinion  to  the  Board  bearing  upon  the  duty  of  the  Board 
in  respect  to  the  present  application. 

The  matter  was  then  further  discussed  with  relation  particularly  to  the  dan- 
ger to  life  and  property  which  it  is  asserted  exists  because  of  certain  business  ar- 
rangements now  said  to  exist  between  the  Electric  Company  and  telephone  and 
telegraph  companies  operating  in  Westchester  County,  whereby  the  poles  of  the 
several  companies  are  used  jointly  for  various  electrical  services,  thereby  making 
all  wires  in  proximity  to  the  electric  wires  dangerous. 
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It  was  then  agreed  that,  pending  receipt  of  opinion  from  the  Corporation 
Counsel  as  to  the  legal  status  of  the  application  of  the  Eastchester^  Electric  Com- 
pany and  of  the  duty  of  the  Board  in  the  premises,  further  discussion  of  the  mat- 
ter would  be  postponed  until  the  next  meeting  of  the  Board. 

James  C.  Bushby,  Esq.,  as  counsel  for  the  Park  Avenue  Property  Owneis 
Association,  appeared  before  the  Board  and  asked  that  it  take  appropriate  action 
to  secure  electric  lighting  on  Park  avenue. 

Mr.  Bushby  stated  that  he  appeared  before  the  Board  at  the  suggestion  of 
the  Gas  Commission,  in  order  to  bring  the  question  of  the  necessity  for  immediate 
construction  of  subways  along  Park  avenue  to  the  attention  of  the  Board. 

General  Manager  Leslie,  of  the  Manhattan  Electric  Company,  was  present 
and  stated  that  his  company  had  made  application  for  the  construction  of  subways 
on  Park  and  Lexington  avenues,  and  that  it  stood  ready  to  furnish  lights  on  said 
avenues  whenever  said  subways  were  completed. 

After  some  discussion  as  to  the  best  means  of  securing  to  the  Park  Avenue 
Property  Owners’  Association  the  relief  they  sought,  it  was  agreed  that  con- 
struction of  subways  was  not  feasible  earlier  than  the  spring  of  1898. 

On  suggestion  of  the  Mayor,  Mr.  Leslie  stated  that  he  would  apply  to  the 
New  York  Central  Railroad  for  leave  to  string  wires  underneath  that  portion  of 
the  structure  of  said  railroad  company  which  is  elevated  above  the  roadway  on 
Park  avenue,  between  90th  and  135th  streets,  and  would  consider  the  question  of 
lighting  Park  avenue  with  lamps  affixed  to  said  structure,  and  would  report  thereon 

to  the  Board  at  its  next  meeting. 

The  meeting  then  adjourned. 


At  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the  Board, 
No.  1264  Broadway,  New  York,  on  Tuesday,  December  7th,  at  i o’clock  m the  after- 
noon. 

Present:  Commissioners  Henry  S.  Kearny,  Jacob  Hess  and  Thomas  L.  Ham- 
ilton. 

The  Secretary  presented  the  following  applications  for  leave  to  use  undergiound 
currents  of  electricity  on  certain  streets  and  avenues  in  the  City  of  New  York  named 
in  said  several  applications  as  follows: 

The  Metropolitan  Street  Railway  Company  for  itself  and  as  lessee  of  the  Cen- 
tral Park,  North  and  East  River  Railroad  Company  made  application  for  the  ap- 
proval of  the  Board  to  the  use  of  an  underground  current  of  electricity  on  Fifty-ninth 
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street,  between  First  and  Tenth  avenues,  and  on  West  street.  Accompanying  said 
application  were  plans  showing  methods  of  proposed  construction  and  copy  of  con- 
• sent  of  the  Board  of  Railroad  Commissioners  of  the  State  of  New  York,  granted 
March  i8th,  1897,  approving  change  of  motive  power  from  horse  to  electricity. 

The  Metropolitan  Street  Railway  Company  for  itself  and  as  lessee  of  the  Ninth 
Avenue  Railroad  Company  made  application  for  approval  of  the  Board  to  the  use  of 
an  underground  current  of  electricity  upon  Amsterdam  avenue,  between  125th  street 
and  Seventy-first  street,  and  on  the  Boulevard  between  Seventy-first  street  and 
Sixty-fourth  street.  Accompanying  said  application  was  a copy  of  the  consent  of  the 
Board  of  Railroad  Commissioners  of  the  State  of  New  York,  dated  March  i8th, 
1897,  approving  change  of  motive  power  from  horse  to  electricity. 

The  Metropolitan  Street  Railway  Company  for  itself  and  as  lessee  of  the  Twenty- 
third  Street  Railway  Company,  made  application  for  the  approval  of  the  Board  to 
the  use  of  an  underground  current  of  electricity  on  Twenty-third  street,  between  the 
East  and  North  Rivers.  Accompanying  said  application  was  a copy  of  consent  of 
the  Railroad  Commissioners  of  the  State  of  New  York,  dated  January  14th,  1896, 
approving  the  change  of  motive  power  from  horse  to  electricity. 

After  due  consideration  of  said  several  applications,  the  following  resolutions 
were  unanimously  adopted: 

Whereas,  The  Metropolitan  Street  Railway  Company  for  itself,  as  lessee,  and 
for  the  Central  Park,  North  and  East  River  Railroad  Company,  has  made  its  written 
application  to  this  Board,  whereby  it  appears  that  said  The  Metropolitan  Street 
Railway  Company  for  itself,  as  such  lessee,  and  the  Central  Park,  North  and  East 
River  Railroad  Company,  heretofore  made  application  to  the  Board  of  Railroad 
Commissioners  of  the  State  of  New  York  for  the  approval  of  said  Board  of  a change 
of  motive  power  from  horse  to  underground  current  of  electricity;  that  said  appli- 
cation was  granted  and  said  change  of  motive  power  approved  by  said  Board  so 
that  the  use  of  electrical  conductors  for  the  use  of  said  railroad  is  now  authorized 
by  law;  and 

Whereas,  As  a part  of  said  application  the  plan  of  construction  proposed  by 
said  company  has  been  submitted  to  this  Board,  and  the  approval  of  this  Board  has 
been  requested  for  the  use  of  an  underground  current  of  electricity  upon  certain 
streets  and  avenues  in  the  City  of  New  York,  mentioned  in  said  application,  in  the 
mode  and  manner  shown  by  said  plans. 

Resolved,  That  said  application  be  granted,  and  that  the  use  of  an  underground 
current  of  electricity  as  motive  power  in  the  operation  of  said  railroad  on  the  follow- 
ing streets  and  avenues,  to  wit: 

On  Eifty-ninth  street,  between  First  avenue  and  Tenth  avenue,  and  on 

West  street,  between  Fulton  and  Cortlandt  streets. 
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in  the  mode  and  manner  shown  by  said  plans,  be  and  it  is  hereby  approved,  all  con- 
struction to  be  under  the  supervision  of  this  Board  and  subject. to  its  rules  and  regu- 
lations now  in  force  and  hereafter  to  be  made,  and  this  approval  is  given  on  these 
conditions  and  not  oth^erwise. 

Whereas,  The  Metropolitan  Street  Railway  Company,  for  itself  and  as  lessee  of 
the  Ninth  Avenue  Railroad  Company,  has  made  its  written  application  to  this  Board, 
whereby  it  appears  that  said  The  Metropolitan  Street  Railway  Company,  for  itself 
as  such  lessee  and  the  said  Ninth  Avenue  Railroad  Company,  heretofore  made  ap- 
plication to  the  Board  of  Railroad  Commissioners  of  the  State  of  New  York  for  the 
approval  of  said  Board  of  a change  of  motive  power  from  horse  to  underground 
current  of  electricity;  that  said  application  was  granted  and  said  change  of  motive 
power  approved  by  said  Board,  so  that  the  use  of  electrical  conductors  for  the  use 
of  said  railroad  is  now  authorized  by  law;  and 

Whereas,  As  a part  of  said  application  the  plan  of  construction  proposed  by  said 
company  has  been  submitted  to  this  Board,  and  the  approval  of  this  Board  has  been 
requested  for  the  use  of  an  underground  current  of  electricity  upon  streets  and 
avenues  in  the  City  of  New  York  mentioned  in  said  application  in  the  mode  and 
manner  shown  by  said  plans. 

Resolved,  That  said  application  be  granted,  and  the  use  of  an  underground 
current  of  electricity  as  motive  power  in  the  operation  of  said  railroad  on  the  follow- 
ing streets  and  avenues,  to  wit; 

On  Amsterdam  avenue,  between  i2Sth  street  and  Seventy-first  street,  and 

on  the  Boulevard,  between  Seventy-first  and  Sixty-fourth  street, 

in  the  mode  and  manner  shown  by  said  plans,  be  and  it  is  hereby  approved,  all  con- 
struction to  be  under  the  supervision  of  this  Board  and  subject  to  its  rules  and  regu- 
lations now  in  force  and  hereafter  to  be  made,  and  this  approval  is  given  on  these 
conditions  and  not  otherwise. 

Whereas,  The  Metropolitan  Street  Railway  Company,  for  itself  and  as  lessee  ot 
the  Twenty-third  Street  Railway  Company,  has  made  its  written  application  to  this 
Board,  whereby  it  appears  that  said  The  Metropolitan  Street  Railway  Company, 
for  itself  as  such  lessee  and  the  said  Twenty-third  Street  Railway  Company,  here- 
tofore made  application  to  the  Board  of  Railroad  Commissioners  of  the  State  of 
New  York  for  the  approval  of  said  Board  of  a change  of  motive  power  from  horse 
to  underground  current  of  electricity;  that  said  application  was  granted  and  said 
change  of  motive  power  approved  by  said  Board,  so  that  the  use  of  electrical  con- 
ductors for  the  use  of  said  railroad  is  now  authorized  by  law,  and 

Whereas,  As  a part  of  said  application,  the  plan  of  construction  proposed  by 
said  company  has  been  submitted  to  this  Board,  and  the  approval  of  this  Board  has 
been  requested  for  the  use  of  an  underground  current  of  electricity  upon  certain 
streets  and  avenues  in  the  City  of  New  York  mentioned  in  said  application,  in  the 
mode  and  manner  shown  by  said  plans. 
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Resolved,  That  said  application  be  granted,  and  the  use  of  an  underground 
current  of  electricity  as  motive  power  in  the  operation  of  said  railroad  on  the  follow- 
ing streets  and  avenues,  to  wit: 

On  Twenty-third  street,  between  East  and  North  Rivers, 

in  the  mode  and  manner  shown  by  said  plans,  be  and  it  is  hereby  approved,  all  con- 
struction to  be  under  the  supervision  of  this  Board  and  subject  to  its  rules  and  regu- 
lations now  in  force  and  hereafter  to  be  made,  and  this  approval  is  given  on  these 
conditions  and  not  otherwise. 

On  motion  of  Commissioner  Kearny,  the  following  resolution  was  adopted: 

Resolved,  That  the  rule  adopted  at  the  meeting  of  this  Board,  held  on  July  iSth, 
1897,  relating  to  the  use  of  underground  electrical  conductors  by  companies  other 
than  those  constructing  and  owning  roads,  shall  not  be  deemed  to  create  any  rights 
not  now  existing  in  such  other  companies  to  the  use  of  such  roads,  but  shall  be 
deemed  to  regulate  the  exercise  of  rights  already  existing.  Any  use  or  occupation 
obtained  pursuant  to  said  rule  shall  be  deemed  a tenancy  at  will. 

The  application  of  the  Metropolitan  Electric  Light,  Heat  and  Power  Company 
of  the  City  of  New  York  for  a franchise  was  then  considered  and  the  following  reso- 
lution was  adopted : 

Whereas,  The  Metropolitan  Electric  Light,  Heat  and  Power  Company  of  the 
City  of  New  York  has  petitioned  the  Board  of  Electrical  Control  for  a franchise  to 
do  business  in  the  City  of  New  York  and  has  filed  with  the  said  Board  a certified 
copy  of  its  certificate  of  its  incorporation,  and  the  same  having  been  duly  considered, 
now,  therefore,  be  it 

Resolved,  That  the  Metropolitan  Electric  Light,  Heat  and  Power  Company, 
incorporated  under  the  laws  of  the  State  of  New  York,  its  successors  or  assigns,  is 
hereby  authorized  and  empowered  to  lay  and  construct  suitable  wires  or  other  con- 
ductors in  subways  under  streets,  avenues  and  public  parks  and  places  of  the  City 
of  New  York  for  conducting  and  distributing  electricity  under  the  direction  of  the 
Board  of  Electrical  Control  and  its  successors  for  the  term  of  twenty-five  years  from 
the  date  hereof,  subject  to  all  existing  rules  applicable  thereto  and  to  all  regula- 
tions which  this  Board  or  its  successor  may  hereafter  impose  by  resolution  or  other- 
wise. 

Provided  always,  and  this  consent  is  given  on  the  express  condition  and  not 
otherwise,  that  until  the  further  order  and  resolution  of  this  Board  or  its  successor 
the  electrical  conductors  of  the  said  company  shall  be  laid  or  constructed  and  the 
privileges  above  granted  shall  be  exercised  only  in  and  through  subways  constructed 
by  the  Consolidated  Telegraph  and  Electrical  Subway  Company,  under  and  in  pur- 
suance of  the  statutes  of  the  State  of  New  York,  and  under  the  supervision  of  this 
Board  or  its  successor. 
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The  Secretary  was  directed  to  issue  the  necessary  permits  in  accordance  with 
foregoing  resolutions. 

The  meeting  then  adjourned. 


Minutes  of  a meeting  of  the  Board  of  Electrical  Control,  held  at  tlie  office  of  the 
Mayor,  on  Wednesday,  December  15th,  1897,  at  eleven  o’clock  A.  M. 

Present:  Hon.  William  L.  Strong,  Mayor;  Commissioners  Henry  S.  Kearny, 
Jacob  Hess  and  Thomas  L.  Hamilton. 

The  Secretary  read  the  minutes  of  meetings  of  December  3d  and  7th,  1897,  and 
the  same  were  approved. 

The  Mayor  requested  that  the  matter  of  The  Eastchester  Electric  Company  be 
taken  up  for  further  consideration. 

. ^ 

The  Secretary  then  read  opinion  of  the  Corporation  Counsel  as  follows: 

Office  of  the  Counsel  to  the  Corporation. 

New  York,  December,  1897. 

Hon.  William  L.  Strong,  Mayor: 

Sir  : — My  opinion  has  been  orally  requested  as  to  the  possible  effect  of  granting  a 
permit  to  the  Eastchester  Electric  Light  Company  to  string  certain  wires  within 
the  territory  now  embraced  within  the  limits  of  the  present  City  of  New  York,  for 
which  it  originally  received  a consent  which  perfected  its  franchise  from  the  local 
authorities  before  annexation. 

The  suggestion  has  been  made  that  if  the  permit  referred  to,  which  is  the  permit 
of  the  Board  of  Electrical  Control,  be  granted,  a right  would  be  vested  in  the  com- 
pany to  string  its  wires  in  any  part  of  the  present  City  of  New  York.  The'  sugges- 
tfon  thus  made  springs,  I think,  from  a misapprehension  of  the  effect  of  the  recent 
decision  of  the  Court  of  Appeals,  reported  in  the  Law  Journal  of  Oct.  21st,  1897, 
the  title  of  the  case  being  People  ex  rel.  Gas  Co.  vs.  Meehan. 

As  I understand  it,  the  Eastchester  Electric  Light  Company  is  organized  under 
the  transportation  corporation  law.  Article  6,  with  relation  to  gas  and  electric 
light  corporations,  contains  the  provisions  defining  the  powers  of  such  corporations, 
and  Section  61,  by  its  second  division,  confers  the  power  upon  electric  light  cor- 
porations to  carry  on  business  in  cities,  towns  and  villages,  and  to  construct  suitable 
wires  with  the  consent  of  the  municipal  authorities  thereof.  In  pursuance  of  this 
power  a consent  was  given  by  the  local  authorities,  w'hich  became  operative  within 
the  territory  included  in  the  town  of  Eastchester  at  the  time  it  was  conferred. 

The  decision  of  the  Court  of  Appeals  to  which  reference  has  been  made  simply 
decides  that  when  such  a franchise  has  been  given  it  may  not  be  curtailed  by  a sub- 
division, for  purposes  of  local  government,  of  the  territory  which  was  originally 
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covered  by  the  grant.  It  does  not  hold,  however,  that  where  additional  territory  is 
annexed  for  governmental  purposes  to  the  territory  covered  by  such  original  grant, 
or  vice  versa,  the  franchise  is  thereby  extended.  In  my  opinion,  such  would  not  be 
the  legal  effect  of  an  act  of  annexation. 

I do  not  think,  therefore,  that  a permit  from  the  Board  of  Electrical  Control, 
which  has  jurisdiction  under  the  statutes  defining  their  powers  over  poles  or  wires 
within  the  territory  covered  by  the  original  grant  to  the  Eastchester  Electric  Light 
Company,  would  have  the  effect  of  extending  the  latter’s  franchise. 

It  has  further  been  objected  that  in  view  of  the  fact  that  the  generating  plant  of 
this  company  is  situated  outside  of  the  city  limits,  the  Board  of  Electrical  Control 
and  its  agents  could  not  make  the  necessary  examination  which  it  can  and  does 
make  in  the  case  of  companies  having  their  plants  within  the  city  limits.  This  ob- 
jection, I think,  can  be  obviated  by  requiring  the  company  to  make  a stipulation 
giving  the  Board  and  its  officers  and  employees  the  right  to  make  such  examina- 
tions. As  I understand  the  facts  of  the  case,  this  company  had,  at  the  time  of  an- 
nexation, a complete  right  to  string  its  wires  within  a certain  area  of  the  annexed 
territory;  that  right  was  not,  I think,  destroyed  by  annexation. 

I further  understand  that  there  are  no  subways  along  the  streets  and  roads  in 
which  it  is  proposed  to  string  such  wires. 

Under  all  the  circumstances,  therefore,  I am  of  the  opinion  that  the  company 
is  entitled  to  a permit  from  the  Board  of  Electrical  Control,  which  should  be  strictly 
limited  so  as  not  to  extend  beyond  the  area  as  to  which  the  company  had  such 
right  prior  to  annexation  and  which  should  also  be  conditioned  upon  the  consent 
of  the  company  to  inspection  of  its  works  by  the  Board  of  Electrical  Control. 

Yours  very  truly, 

ERANCIS  M.  SCOTT,  Counsel  to  the  Corporation. 

After  some  discussion,  in  the  course  of  which  the  Board  was  addressed  by 
George  W.  Wickersham,  Esq.,  counsel  for  said  company,  on  motion  of  Commis- 
sioner Kearny,  it  was 

Resolved,  That  the  whole  matter  of  The  Eastchester  Electric  Company  and  the 
papers  thereon  be  referred  to  Commissioners  Kearny,  Hess  and  Hamilton  to  investi- 
gate and  decide,  and  that  Mr.  Wickersham,  as  counsel  for  the  Company,  be  re- 
quested to  appear  before  the  Commissioners  at  the  office  of  the  Board,  No.  1264 
Broadway,  New  York,  on  Eriday,  December  17th,  1897,  at  eleven  o’clock  A.  M. 

The  resolution  was  unanimously  adopted. 


The  meeting  then  adjourned. 
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At  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the 'Board, 
No.  1264  Broadway,  on  Wednesday,  December  22,  1897. 

Present:  Commissioners  Henry  S.  Kearny,  Jacob  Hess  and  Thomas  L.  Ham- 
ilton. 

William  H.  Page,  Jr.,  Esq.,  appeared  as  counsel  for  the  Forty-second  Street. 
Manhattanville  and  St.  Nicholas  Avenue  Railway  Company,  and  for  the  Dry  Dock, 
East  Broadway  and  Battery  Railroad  Company,  and  on  behalf  of  said  Companies 
presented  the  following  applications; 

To  the  Honorable,  The  Board  of  Electrical  Control  of  the  City  of  New  York: 

* 

The  supplemental  petition  of  the  Forty-second  Street,  Manhattanville  and  St. 
Nicholas  Avenue  Railway  Company  respectfully  shows: 

I.  That  by  petition  verified  the  15th  day  of  July,  1897,  your  petitioner  made 
application  to  this  Board  for  permission  to  open  streets  and  to  construct  and  operate 
underground  electrical  conduits  for  the  operation  of  the  underground  trolley  on  the 
road  of  the  company  as  in  said  petition  described. 

II.  That  on  or  about  the  7th  day  of  September,  1897,  said  application  was 
granted.  ,, 

1 

III.  That  since  said  time  your  petitioner  has  found  it  necessary  in  the  public 
interest  to  change  the  plans  of  its  electrical  conductors  and  conduits  in  accordance 
with  the  maps  and  plans  designated  Sheets  Nos.  i,  2 and  3,  annexed  hereto,  filed 
with  this  Board  and  made  a part  of  this  petition.  Said  maps  and  plans  are  made  to 
scale  and  show  the  streets,  avenues  and  highways  which  are  desired  to  be  used  for 
such  purposes,  and  give  the  general  location,  dimensions  and  course  of  the  under- 
ground conduits  desired  to  be  constructed.  The  route  designated  upon  said  maps 
is  the  route  described  in  the  company’s  charter  and  upon  which  the  State  Board  of 
Railroad  Commissioners  and  this  Board  have  heretofore  granted  this  company  a 
right  to  construct,  maintain  and  operate  underground  electrical  conduits,  subways 
and  conductors  as  herein  stated. 

IV.  That  your  petitioner,  on  August  18,  1897,  obtained  the  approval  of  the 
State  Board  of  Railroad  Commissioners  to  the  use  of  the  underground  electrical 
system  of  motive  power  upon  the  road  described  in  the  permit  issued  by  this  Board 
upon  the  7th  day  of  September,  1897,  aforesaid. 

V.  That  the  papers  heretofore  filed  and  the  proceedings  heretofore  had  in  this 
matter  by  your  petitioner  are  hereby  referred  to  and  hereby  made  a part  of  this 
petition. 

Wherefore,  your  petitioner  asks  the  approval  b}^  this  Board  of  the  maps  made 
to  scale,  showing  the  streets,  avenues  and  highways  which  are  to  be  used  for  such 
purposes,  and  giving  the  general  location,  dimensions  and  course  of  the  under- 
ground conduits  desired  to  be  constructed,  together  with  the  plan  of  construction 
proposed  by  said  company  as  shown  upon  said  plans,  and  the  construction  of  the 
system  of  underground  conductors  shown  upon  said  maps  and  plans,  subject  to  the 
rules  and  regulations  of  this  Board,  and  that  a permit  be  issued  in  writing  to  take 
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up  pavements  for  the  purpose  of  laying  underground  electrical  conductors,  con- 
duits and  subways  in  accordance  with  said  plans. 

Dated  December  22,  1897. 

THE  FORTY-SECOND  STREET,  MANHATTANVILLE  AND  ST.  NICHO- 
LAS AVENUE  RAILWAY  COMPANY. 

By  ALBERT  J.  ELIAS,  President.  . 

To  the  Honorable,  The  Board  of  Electrical  Control  of  the  City  of  New  York: 

The  supplemental  petition  of  the  Dry  Dock,  East  Broadway  and  Battery  Rail- 
road Company  respectfully  shows: 

I.  That  by  petition  verified  September  17,  1897,  your  petitioner  made  applica- 
tion to  this  Board  for  permission  to  open  streets  and  to  construct  and  operate  under- 
ground electrical  conduits  for  the  operation  of  the  underground  trolley  on  the  road 
of  the  company  as  in  said  petition  described. 

II.  That  on  November  10,  1897,  said  application  was  granted. 

HI.  Since  said  time  your  petitioner  has  found  it  necessary  in  the  public 
interest  to  change  the  plans  of  its  electrical  conductors  and  conduits  in  accordance 
with  the  maps  and  plans  designated  Sheets  Nos.  i,  2 and  3,  annexed  hereto,  filed 
with  this  Board  and  made  a part  of  this  petition.  Said  maps  and  plans  are  made  to 
scale  and  show  the  streets,  avenues  and  highways  which  are  desired  to  be  used  for 
such  purpose,  and  give  the  general  location,  dimensions  and  course  of  the  under- 
ground conduits  desired  to  be  constructed.  The  route  designated  upon  said  maps 
is  the  route  described  in  the  company’s  charter  and  upon  which  the  State  Board  of 
Railroad  Commissioners  and  this  Board  have  heretofore  granted  this  company  a 
right  to  construct,  maintain  and  operate  underground  electrical  conduits,  subways 
and  conductors  as  herein  stated. 


IV.  That  your  petitioner,  on  October  30,  1897,  obtained  the  approval  of  the 
State  Board  of  Railroad  Commissioners  to  the  use  of  the  underground  electrical 
system  of  motive  power  upon  the  road  described  in  the  permit  issued  by  this  Board 
upon  the  loth  day  of  November,  1897,  aforesaid. 

Wherefore,  your  petitioner  asks  .the  approval  by  this  Board  of  the  maps  made 
to  scale,  showing  the  streets,  avenues  and  highways  which  are  to  be  used  for  such 
purposes,  and  giving  the  general  location,  dimensions  and  course  of  under- 
ground conduits  desired  to  be  constructed,  together  with  the  plan  of  construction 
proposed  by  said  company  as  shown  upon  said  plans,  and  the  construction  of  the 
system  of  underground  conductors  shown  upon  said  maps  and  plans,  subject  to  the 
rules  and  regulations  of  this  Board,  and  that  a permit  be  issued  in  writing  to  take 
up  pavements  for  the  purpose  of  laying  underground  electrical  conductors,  con- 
duits and  subways  in  accordance  with  said  plans. 


Dated  December  22,  1897. 


DRY  DOCK, 
PANY, 


EAST  BROADWAY  AND  BATTERY  RAILROAD  COM- 

By  ALBERT  J.  ELIAS,  Vice-President. 


n 
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Accompanying  said  applications  were  plans  and  maps  made  to  scale,  showing 
streets,  avenues  and  highways  intended  to  be  used  for  the  purposes  stated  in  said 
applications,  and  showing  also  the  general  dimensions  and  course  of  the  under- 
ground conduits  proposed  to  be  installed. 

Said  applications  were  duly  considered,  and  after  some  discussion,  the  follow- 
ing resolutions  were  adopted: 

Whereas,  The  Forty-second  Street,  Manhattanville  and  St.  Nicholas  Avenue 
Railway  Company,  intending  to  operate  electrical  conductors  in  the  City  of  New 
York,  and  desiring  to  place  such  conductors  underground  in  the  streets,  avenues 
and  highways  of  such  city  hereinafter  specified,  has  filed  with'  this  Board  a map, 
made  to  scale,  showing  the  streets,  avenues  and  highways  which  are  desired  to  be 
used  for  such  purpose,  and  giving  the  general  location,  dimensions  and  course  of  the 
underground  conduits  desired  to  be  constructed,  and  has  also  filed  with  this  Board 
the  plan  of  construction  proposed  by  such  company,  and  has  been  duly  authorized 
by  the  Railroad  Commissioners  to  operate  electrical  conductors  in  the  said  streets, 
avenues  and  highways,  as  follows: 

Commencing  on  Manhattan  street.  North  River,  through  and  along  Manhattan 
street,  with  double  tracks,  to  St.  Nicholas  avenue;  thence  through  and  along  St. 
Nicholas  avenue,  with  double  tracks,  to  noth  street;  thence  through  and  along  noth 
street,  with  double  tracks,  to  the  East  River; 

Also  from  the  corner  of  noth  street  and  First  avenue,  through  and  along  First 
avenue,  with  single  tracks,  to  109th  street;  thence  through  and  along  109th  street, 
with  single  tracks,  to  Avenue  A,  now  Pleasant  avenue;  thence  through  and  along 
Avenue  A,  with  a single  track,  to  connect  with  petitioners’  tracks  at  noth  street; 

Also  from  the  corner  of  Tenth  avenue  and  Eighty-sixth  street,  through  and 
along  Eighty-sixth  street,  with  double  tracks,  to  the  North  River; 

Also  from  Manhattan  street,  through  and  along  and  upon  Tenth  avenue,  with 
double  tracks,  to  Forty-second  street; 

Also  from  the  corner  of  Forty-second  street  and  Tenth  avenue,  through  and 
along  Forty-second  street,  with  double  tracks,  to  the  ferry,  foot  of  Forty-second 
street.  North  River; 

Also  from  Forty-second  street,  through  and  along  Twelfth  avenue,  with  double 
tracks,  to  Thirty-fourth  street,  together  with  the  necessary  connections,  turnouts, 
switches  and  convenient  stands; 

Also  commencing  at  the  tracks  of  said  company  in  Forty-second  street  at  the 
westerly  line  of  Tenth  avenue;  thence  through,  along  and  upon  Forty-second  street 
and  through  the  tunnel,  with  double  tracks,  to  the  East  River; 

Also  from  Forty-second  street  and  First  avenue,  through  and  along  First  ave- 
nue, with  double  tracks,  to  and  along  Thirty-fourth  street,  to  the  East  River;  . 

Also  commencing  in  Forty-second  street  at  the  intersection  thereof  by  Seventh 
avenue;  thence  running  through,  along  and  upon  Seventh  avenue,  with  double 
tracks,  to  Broadway;  thence  through  and  along  and  upon  Broadway  and  across  the 
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circle  and  across  Eighth  avenue,  with  double  tracks,  to  the  Boulevard;  thence 
through,  along  and  upon  the  Boulevard,  with  double  tracks,  to  connect  with  the 
tracks  of  said  company  at  Manhattan  street,  the  tracks  of  said  company  upon  the 
Boulevard  being  laid,  one  track  to  the  east  and  one  track  to  the  west  of  the 
Boulevard  parks  in  the  centre  of  said  Boulevard,  and  also  such  switches,  sidings, 
turnouts,  turn-tables  and  suitable  stands;  and  also  switches,  sidings,  turnouts,  turn- 
tables and  stands  thereon. 

Resolved,  That  this  Board  hereby  approves  the  plan  of  construction  so  proposed 
by  such  company  and  hereby  authorizes  the  construction  of  the  system  of  under- 
ground conductors  shown  upon  said  maps  and  plans  upon  streets,  avenues  and 
highways  aforesaid  according  to  such  plans,  so  approved,  subject  at  all  times  to 
such  modifications  as  shall  from  time  to  time  by  the  Board  be  made,  and  subject 
also  to  the  rules  and  regulations  not  inconsistent  with  law  prescribed  or  to  be  pre- 
scribed by  the  local  authorities  having  control  of  such  streets,  avenues  and  higli- 
ways. 

Resolved,  That  there  be  and  there  hereby  is  granted  a permit  to  be  issued  in 
writing  by  the  Secretary  of  the  Board  to  said  company,  to  take  up  the  pavements 
of  the  said  streets,  avenues  and  highways,  and  to  excavate  therein  for  the  purpose 
of  laying  underground  any  electrical  conductors  or  constructing  any  conduit  or 
subway  for  the  reception  of  electrical  conductors  in  accordance  with  said  maps  and 
plans. 

Whereas,  The  Dry  Dock,  East  Broadway  and  Battery  Railroad  Company,  in- 
tending to  operate  electrical  conductors  in  the  City  of  New  York,  and  desiring  to 
place  such  conductors  underground  in  the  streets,  avenues  and  highways  of  such 
city  hereinafter  specified,  has  filed  with  this  Board  a map,  made  to  scale,  showing 
the  streets,  avenues  and  highways  which  are  desired  to  be  used  for  such  purposes 
and  giving  the  general  location,  dimensions  and  course  of  the  underground  con- 
duits desired  to  be  constructed,  and  has  also  filed  with  this  Board  the  plan  of  con- 
struction proposed  by  such  company,  and  has  been  duly  authorized  by  the  Railroad 
I Commissioners  to  operate  electrical  conductors  in  the  said  streets,  avenues  and 
highways,  as  follows: 

Commencing  on  Avenue  D,  at  the  northern  extremity  of  the  same;  thence 
through  and  along  Avenue  D,  with  a double  track,  to  Eighth  street;  thence  through 
and  along  Eighth  street,  with  a single  track,  to  Lewis  street;  thence  through  and 
along  Lewis  street,  with  a single  track,  to  Grand  street;  thence  through  and  along 
Grand  street,  with  a double  track,  to  East  Broadway;  thence  through  and  along 
East  Broadway,  Chatham  Square,  Chatham  street  and  Park  Row,  with  a double 
track,  to  Broadway;  also  from  the  corner  of  Avenue  D and  Eighth  street,  through 
and  along  Avenue  D,  with  a single  track,  to  Houston  street;  thence  through  and 
along  Houston  street,  with  a single  track,  to  Goerck  street;  also  connecting  with 
the  double  track  in  East  Broadway,  through  and  along  Canal  street,  with  a double 
track,  to  the  westerly  side  of  Broadway;  also  connecting  with  the  double  track  in 
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Grand  street  at  Lewis  street,  through  and  along  Grand  street,  with  a double  track, 
to  the  Grand  Street  Ferry;  also  commencing  at  the  northern  extremity  of  Avenue 
B,  through  and  along  Avenue  B,  with  a double  track,  to  Second  street;  thence 
through  and  along  Avenue  B,  with  a single  track,  to  Clinton  street;  thence  through 
and  along  Clinton  street,  with  a single  track,  to  connect  with  the  track  in  East 
Broadway;  also  Connecting  with  the  track  in  Avenue  B,  through  and  along  Tenth 
street  and  Eleventh  street,  with  single  tracks,  to  Avenue  D;  also  connecting  with 
the  double  track  in  Canal  street  at  Broadway,  with  a single  track  across  Broadway 
to  Lispenard  street;  thence  with  a single  track  through  and  along  Lispenard  street 
to  and  across  West  Broadway  to  Beach  street;  thence  through  and  along  Beach 
street,  with  a single  track,  to  Washington  street;  thence  through  and  along  Wash- 
ington street,  with  a single  track,  to  Battery  place;  thence  through  and  along  Bat- 
tery place,  with  a double  track,  to  Bowling  Green  at  State  street;  also  connecting 
with  the  track  in  Battery  place  through  and  along  Greenwich  street,  with  a double 
track,  to  the  centre  of  Canal  street;  also  connecting  with  the  track  in  Washington 
street  at  North  Moore  street,  with  a single  track,  through  and  along  North  Moore 
street  and  across' West  Broadway  to  Walker  street,  and  thence  through  and  along 
Walker  street  to  and  to  connect  with  double  track  in  Canal  street;  also  connecting 
with  the  track  in  Washington  street,  through  and  along  Washington  street,  with  a 
single  track,  to  the  centre  of  Canal  street;  also  connecting  with  the  double  track  in 
Avenue  B,  through  and  along  Fourteenth  street,  with  a double  track,  to  First  ave- 
nue; thence  through  and  along  First  avenue,  with  a double  track,  to  Thirty-fourth 
street;  thence  through  and  along  Thirty-fourth  street,  with  a double  track,  to  Ave- 
nue A ; and  thence  through  and  along  Avenue  A,  with  a double  track,  to  and  to  connect 
with  the  double  track  in  Fourteenth  street,  together  with  the  necessary  connections, 
turnouts  and  switches  for  the  proper  working  and  accommodation  of  the  road  on 
the  said  route  or  routes. 

Also,  a single  railroad  track  from  Avenue  B,  through  Second  street  to  Avenue 
A,  and  through  Avenue  A,  Essex  street  and  Rutgers  street  to  East  Broadway;  also 
from  Avenue  D across  Houston  street,  through  and  along  Columbia  street,  to 
Grand  street,  together  with  necessary  crossings  of  intermediate  streets,  connections, 
turnouts  and  switches,  for  the  proper  and  convenient  working  of  said  tracks  in 
connection  with  those  now  operated  by  them  in  said  city. 

Also,  with  a double  track,  from  Greenwich  street  in  and  through  Desbrosses 
street  to  the  North  River,  and  with  a double  track  from  Greenwich  street  in  and 
through  Cortlandt  street  to  the  North  River,  and  through  Fulton  street  to  Broad- 
way, with  a single  track  from  Washington  street  to  Greenwich  street,  and  a double 
track  from  Greenwich  street  to  Broadway,  together  with  the  necessary  connections, 
turnouts  and  switches  for  the  proper  working  of  such  extensions  and  connecting  the 
same  with  the  tracks  in  Greenwich  and  Washington  streets  in  said  city. 

Also,  a double  track  from  the  junction  of  East  Broadway  and  Grand  street,  in 
the  City  of  New  York,  in  and  through  Grand  street  to  Sullivan  street,  in  and 
through  Sullivan  street  to  Canal  street,  through  and  across  Canal  street  to  Vestry 
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street,  and  in  and  through  Vestry  street  to  the  North  River,  together  wih  the  neces- 
sary connections,  crossings,  turnouts  and  switches  for  the  proper  working  of  such 
extension,  and  connecting  the  same  with  the  tracks  now  laid  and  constructed  in 
Grand,  Greenwich  and  Washington  streets  in  said  city.  < 

Resolved,  That  this  Board  hereby  approves  the  plan  of  construction  so  proposed 
by  such  company  and  hereby  authorizes  the  construction  of  the  system  of  under 
ground  conductors  shown  upon  said  maps  and  plans  upon  streets,  avenues  and 
highways  aforesaid  according  to  such  plans,  so  approved,  subject  at  all  times  to 
such  modifications  as  shall  from  time  to  time  by  the  Board  be  made,  and  subject 
also  to  the  rules  and  regulations  not  inconsistent  with  law  prescribed  or  to  be  pre- 
scribed "by  the  local  authorities  having  control  of  such  streets,  avenues  and  high- 
ways. 

Resolved,  That  there  be  and  there  hereby  is  granted  a permit  to  be  issued  in 
writing  by  the  Secretary  of  this  Board  to  said  Company,  to  take  up  the  pavements 
of  the  said  streets,  avenues  and  highways,  and  to  excavate  therein  for  the  purpose 
of  laying  underground  any  electrical  conductors  or  constructing  any  conduit  or 
subway  for  the  connection  of  electrical  conductors  in  accordance  with  said  maps  and 
plans. 

Henry  A.  Robinson,  Esq.,  appeared  as  counsel  for  the  Metropolitan  Street 
Railway  Company  and  for  the  Second  Avenue  Railroad  Company,  and  on  behalf  of 
said  companies  presented  the  following  applications: 

To  the  Board  of  Electrical  Control:  ^ • 

The  Metropolitan  Street  Railway  Company  has  obtained  the  authority  of  the 
Railroad  Commissioners  of  the  State  of  New  York  to  use  an  underground  current 
of  electricity  and  intends  to  operate  electrical  conductors  in  the  City  of  New  York 
and  to  place  the  same  underground  in  the  streets,  avenues  and  highways  shown  upon 
the  annexed  map.  The  said  company  hereby  files  with  the  Board  the  said  map 
made  to  scale,  showing  the  streets,  avenues  and  highways  which  are  desired  to  be 
used  for  such  purpose,  accompanied  with  plans,  together  with  the  said  map,  giving 
the  general  location,  dimensions  and  course  of  the  underground  conduits  desired^^to 
be  constructed;  said  map  and  plans  being  annexed  hereto,  marked  sheets  i,  2 
and  “3.”  The  said  company  respectfully  applies  for  the  approval  of  the  Board  of 
Electrical  Control  of  said  plan  of  construction  so  proposed,  pursuant  to  Section  3, 
Chapter  499  of  the  Laws  of  1885,  and  the  acts  amendatory  thereof,  and  for  a permit 
to  excavate  the  streets  and  construct  said  conduits  or  subways  for  the  reception  of 
electrical  conductors,  pursuant  to  Chapter  263  of  the  Laws  of  1892.  East  Thirty- 
fourth  street  from  Second  avenue  to  East  River  is  an  exception  to  the  foregoing 
statement  regarding  the  authority  of  the  Railroad  Commissioners.  Their  authority 
to  the  use  of  electrical  power  thereon  has  been  applied  for  but  has  not  yet  been 
granted  but  the  approval  and  permit  of  your  Board  are  asked  subject  to  the  ap- 
proval of  the  Railroad  Commissioners. 

The  'Metropolitan  Street  Railway  Company  is  the  owner  or  lessee  of  all  the 
railroads  specified  in  said  map  and  makes  this  application,  both  on  its  own  behali 
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and  as  to  all  its  leased  lines  included  in  said  application,  in  behalf  of  the  owner, 
being  duly  authorized  thereto  by  its  several  leases. 

(Signed)  METROPOLITAN  STREET  RAILWAY  CO. 

By  D.  B.  HASBROUCK,  Vice-President. 

To  the  Board  of  Electrical  Control 

The  Second  Avenue  Railroad  Company  has  obtained  the  authority  of  the  Rail- 
road Commissioners  of  the  State  of  New  York  to  use  an  underground  current  of 
electricity,  and  intends  to  operate  electrical  conductors  in  the  City  of  New  York, 
and  to  place  the  same  underground  in  the  following  streets,  avenues  and  highways 
upon  which  said  applicant  owns  and  operates  a street  surface  railroad,  that  is  to  say: 

Commencing  at  Second  avenue  and  129th  street  or  the  Harlem  River;  running 
thence  southerly  along  Second  avenue  to  the  intersection  of  said  avenue  with 
Stuyvesant  street,  across  Third  avenue.  Eighth  street  and  Fourth  avenue  to  Astor 
place,  and  thence  through  and  along  Astor  place  to  the  easterly  side  of  Broadway, 
in  the  City  of  New  York;  and  also  on  East  Ninety-sixth  street  between  Second  ave- 
nue and  First  avenue. 

The  said  company  hereby  files  with  the  Board  a map,  made  to  scale,  showing 
the  streets,  avenues  and  highways  which  are  desired  to  be  used  for  such  purpose, 
accompanied  with  plans,  which,  together  with  the  said  map,  give  the  general  loca- 
tion, dimensions  and  course  of  the  underground  conduits  desired  to  be  constructed; 
said  map  and  plans  being  annexed  hereto,  marked  sheets  “i,”  “2”  and  “3.” 

Said  company  respectfully  applies  for  the  approval  of  the  Board  of  Electrical 
Control  of  said  plan  of  construction  so  proposed  pursuant  to  Section  3,  Chapter  49 
of  the  i^aws  of  1885,  and  the  acts  amendatory  thereof,  and  for  a permit  to  excavate 
the  streets  and  construct  said  conduits  or  subways  for  the  reception  of  electrical  con- 
ductors, jmrsuant  to  Chapter  263  of  the  Laws  of  1892. 

SECOND  AVENUE  RAILROAD  CO. 

H.  E.  DOREMUS,  Secretary. 

Accompanying  said  several  applications  were  maps  and  plans,  drawn  to  scale, 
showing  the  streets,  avenues  and  highways  proposed  to  be  used  for  said  underground 
electric  purposes,  and  the  general  course  and  dimensions  of  the  electric  conduits 
proposed  to  be  installed. 


The  same  were  duly  considered,  and  after  discussion  the  following  resolutions 
were  adopted: 

Whereas,  The  Metropolitan  Street  Railway  Company,  intending  to  operate  elec- 
trical conductors  in  the  City  of  New  York  and  desiring  to  place  such  conductors 
underground  in  the  streets,  avenues  and  highways  of  such  city  hereinafter  specified, 
has  filed  with  this  Board  a map,  made  to  scale,  showing  the  streets,  avenues  and 
highways  which  are  desired  to  be  used  for  such  purpose,  and  giving  the  general 
location,  dimension  and  course  of  the  underground  conduits  desired  to  be  con- 
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structed,  and  has  also  filed  with  this  Board  the  plan  of  construction  proposed  by 
such  company,  and  has  applied  to  this  Board  for  approval  of  its  plans  and  for  a 
permit  to  lay  conductors  underground  as  shov/n  thereby,  and  has  been  duly  author- 
ized by  the  Railroad  Commissioners  to  operate  electrical  conductors  in  the  said 
streets,  avenues  and  highways,  as  follows: 

Upon  Park  Row,  between  Broadway  and  Centre  street;  upon  Centre  street,  be- 
tween Park  Row  and  Broome  street;  upon  Broome  street  and  Grand  street,  be- 
tween Centre  street  and  Bowery;  upon  the  Bowery,  between  Grand  street  and 
Fourth  avenue;  upon  Fourth  avenue,  between  Bowery  and  Forty-second  street; 
upon  Forty-second  street,  between  Fourth  avenue  and  Madison  avenue;  upon  Van- 
derbilt avenue,  between  Forty-second  street  and  Forty-fourth  street;  upon  Forty- 
fourth  street,  between  Vanderbilt  avenue  and  Madison  avenue,  and  upon  Madison 
avenue,  between  Forty-second  street  and  Harlem  River,  and  upon  Astor  place,  be- 
tween Fourth  avenue  and  Broadway,  and  upon  East  Thirty-fourth  street,  between 
Second  avenue  and  the  East  River,  and  upon  Eighty-sixth  street,  between  Madison 
avenue  and  Second  avenue. 

Also,  upon  Sixth  avenue,  between  Fifty-ninth  street  and  Third  street;  upon 
West  Broadway,  between  Canal  street  and  Vesey  street,  and  upon  Vesey  street,  be- 
tween West  Broadway  and  Church  street;  upon  Third  street  and  Fourth  street,  be- 
tween Sixth  avenue  and  West  Broadway;  upon  West  Broadway,  between  Fourth 
street  and  Vesey  street;  upon  Vesey  street,  between  West  Broadway  and  Church 
street,  and  upon  Church  street.  Trinity  place  and  Greenwich  street,  between  Morris 
street  and  Battery  place,  in  the  City  of  New  York. 

And  also  upon  McComb’s  Dam  road,  between  Harlem  River  and  149th  street; 
upon  Eighth  avenue,  between  the  Harlem  River  and  Hudson  street;  upon  Hudson 
street,  between  Eighth  avenue  and  Canal  street;  upon  Canal  street,  between  Hudson 
street  and  Broadway;  upon  West  Broadwaj^  between  Canal  street  and  Chambers 
street;  upon  West  Broadway  (formerly  College  place),  between  Chambers  street 
and  Vesey  street;  upon  Chambers  street,  between  West  Broadwa}'"  and  Chuich 
street;  upon  Church  street,  between  Chambers  street  and  Vesey  street;  upon  Vesey 
street,  from  West  Broadway  to  Church  street. 

And  also  upon  Twenty-third  street,  between  the  North  and  East  Rivers;  and 
also  upon  Lenox  avenue,  between  the  Harlem  River  and  noth  street;  and  also  upon 
ii6th  street,  between  Morningside  Park  and- the  East  River;  and  also  upon  Man- 
hattan avenue,  between  ii6th  street  and  109th  street;  and  also  upon  109th  street,  be- 
tween Manhattan  and  Columbus  avenues;  and  also  upon  that  portion  of  Lexington 
avenue,  between  io8th  street  and  the  Harlem  River;  and  also  upon  Amsterdam  ave- 
nue, between  i2Sth  street  and  Seventy-first  street;  and  also  upon  the  Boulevard,  between 
Seventy-first  street  and  Sixty-fifth  street  in  said  city;  and  also  upon  Fifty-ninth 
street,  between  First  and  Tenth  avenues;  and  also  on  West  street,  between  Ful- 
ton and  Cortlandt  streets  in  said  city;  also  on  125th  street,  between  Amsterdam 
avenue  and  the  Boulevard;  on  the  Boulevard,  between  125th  street  and  130th  street; 
and  on  130th  street,  between  the  Boulevard  and  North  River. 
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Resolved,  That  this  Boai'd  hereby  approves  the  plan  of  construction  so  proposed 
by  such  company  and  hereby  authorizes  the  construction  of  the  system  of  under- 
ground conductors  shown  upon  said  maps  and  plans  upon  the  streets,  avenues  and 
highways  aforesaid  according  to  such  plans,  so  approved,  subject  at  all  times  to 
such  modifications  as  shall  from  time  to  time  by  the  Board  be  made,  and  subject 
also  to  the  rules  and  regulations  not  inconsistent  with  law  prescribed  or  to  be  pre- 
scribed by  the  local  authorities  having  control  of  such  streets,  avenues  and  high- 
\Vtl  V s. 

Resolved,  That  there  be  and  there  hereby  is  granted  a permit  to  be  issued  in 
writing  by  the  Secretary  of  the  Board  to  said  company,  to  take  up  the  pavements 
of  the  said  streets,  avenues  and  highways,  and  to  excavate  therein  for  the  purpose 
of  laying  underground  any  electrical  conductors  or  constructing  any  conduit  or 
subway  for  the  reception  of  electiiical  conductors  in  accordance  with  said  maps  and 
plans. 

Whereas,  The  Second  Avenue  Railroad  Company,  intending  to  operate  elec- 
trical conductors  in  the  City  of  New  York,  and  desiring  to  place  such  conductors 
underground  in  the  streets,  avenues  and  highways-  of  such  city  hereinafter  specified, 
has  filed  with  this  Board  a map,  made  to  scale,  showing  the  streets,  avenues  and 
highways  which  are  desired  to  be  used  for  such  purpose,  and  giving  the  general  loca- 
tion, dimensions  and  course  of  the  underground  conduits  desired  to  be  constructed, 
and  has  also  filed  with  this  Board  the  plan  of  construction  proposed  by  such  com- 
pany, and  has  applied  for  this  Board’s  approval  of  the  plans  and  for  a permit  to  lay 
conductors  underground  as  shown  thereby,  and  has  been  duly  authorized  by  the 
Railroad  Commissioners  to  operate  electrical  conductors  in  the  said  streets,  avenues 
and  highways,  as  follows; 

Commencing  at  Second  avenue  and  129th  street,  or  the  Harlem  River;  thence 
southerly  along  Second  avenue  to  the  intersection  of  said  avenue  with  Stuyvesant 
and  Tenth  streets,  and  thence  southwesterly  along  Stuyvesant  street,  across  Third 
avenue,  Eighth  street  and  Fourth  avenue  to  Astor  place,  and  thence  through  and 
along  Astor  place  to  the  easterly  side  of  Broadway,  in  the  City  of  New  York;  and 
also  on  East  Ninety-sixth  street,  from  Second  avenue  to  First  avenue. 

Resolved,  That  this  Board  hereby  approves  the  plan  of  construction  so  proposed 
by  such  company  and  hereby  authorizes  the  construction  of  the  system  of  under- 
ground conductors  shown  upon  said  maps  and  plans  upon  streets,  avenues  and 
highways  aforesaid  according  to  such  plans,  so  approved,  subject  at  all  times  to 
such  modifications  as  shall  from  time  to  time  by  the  Board  be  made,  and  subject 
also  to  the  rules  and  regulations  not  inconsistent'  with  law  prescribed  or  to  be  pre- 
scribed by  the  local  authorities  having  control  of  such  streets,  avenues  and  high- 
ways. 

Resolved,  That  there  be  and  there  hereby  is  granted  a permit  to  be  issued  in 
writing  by  the  Secretary  of  the  Board  to  said  company,  to  take  up  the  pavements 
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of  the  said  streets,  avenues  and  highways,  and  to  excavate  therein  for  the  purpose 
of  laying  underground  any  electrical  conductors  or  constructing  any  conduit  or 
subway  for  the  reception  of  electrical  conductors  in  accordance  with  said  maps  and 
plans. 

The  meeting  then  adjourned. 


At  a meeting  of  the  Board  of  Electrical  Control,  held  at  the  office  of  the  Board, 
1264  Broadway,  on  Friday,  December  31st,  1897,  at  three  o’clock  P.  M. 

Present:  Commissioners  Henry  S.  Kearny,  Jacob  Hess  and  Thomas  L.  Ham- 
ilton. 

The  Secretary  read  the  minutes  of  meetings  of  December  isth  and  22d,  and  the 
same  were  approved. 

The  application  of  the  Greater  New  York  Electric  Light  and  Power  Company 
heretofore  presented  to  the  Board  was  taken  up  for  further  consideration,  and  the 
following  resolution  was  unanimously  adopted:  , 

Whereas,  The  Greater  New  York  Electric  Light  and  Power  Company  has 
petitioned  this  Board  for  permission  to  do  business  in  the  City  of  New  York,  and 
has  filed  a certified  copy  of  its  certificate  of  incorporation,  and  it  appearing  there- 
from that  the  said  company  is  duly  incorporated  under  the  Laws  of  the  State  of 
New  York  as  a transportation  corporation  and  is  duly  authorized  to  carry  on  the 
business  of  producing  and  distributing  electricity. 

Resolved,  That  the  Greater  New  York  Electric  Light  and  Power  Company  is 
hereby  authorized  and  empowered  to  lay  and  construct  suitable  wires  or  other  con- 
ductors in  subways  on  the  streets,  avenues  and  public  parks  and  places  in  the  City 
of  New  York  for  conducting  and  distributing  electricity  under  the  direction  of  the 
Board  of  Electrical  Control  and  its  successors,  subject  to  all  existing  rules  applicable 
thereto  and  to  all  regulations  which  this  Board  or  its  successor  may  hereafter  im- 
pose by  resolution  or  otherwise. 

Provided  always,  and  this  consent  is  given  on  the  express  condition  and  not 
otherwise,  that  until  the  further  order  and  resolution  of  this  Board  or  its  successor, 
the  electrical  conductors  of  the  said  company  shall  be  laid  or  constructed  and  the 
privileges  above  granted  shall  be  exercised  only  in  and  through  subways  constructed 
by  the  Consolidated  Telegraph  and  Electrical  Subway  Company,  under  and  in  pur- 
suance of  the  statutes  of  the  State  of  New  York,  and  under  the  supervision  of  this 
Board  or  its  successor. 

The  application  of  the  Pelhaiu  Electric  Light  and  Power  Company  heretofore 
presented  to  the  Board  was  taken  up  for  further  consideration  and  the  following 
resolution  adopted: 
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Whereas,  The  Pelham  Electric  Light  and  Power  Company  has  petitioned  this 
Board  for  leave  to  prosecute  its  business  over  electrical  conductors  in  the  City  of 
New  York  and  in  all  streets,  avenues,  public  parks  and  places  thereof,  and  the  said 
company  being  duly  incorporated  under  the  laws  of  the  State  of  New  York,  as  an 
electric  light  company,  therefore. 

Resolved,  That  the  Pelham  Electric  Light  and  Power  Company  be  and  it  hereby 
is  authorized  and  empowered  to  lay  and  construct  suitable  wires  or  other  conductois 
for  subways  under  streets,  avenues,  public  parks  and  places  in  the  City  of  New  Yoik 
for  conducting  and  distributing  electricity  under  the  direction  of  the  Board  of  Elec- 
trical Control  and  its  successor,  subject  to  all  existing  rules  applicable  thereto  and 
to  all  regulations  which  the  Board  or  its  successor  may  hereaftei  impose  by  leso- 
lution  or  otherwise. 

Provided  always,  and  this  consent  is  given  on  the  express  condition  and  not 
otherwise,  that  until  the  further  order  and  resolution  of  this  Board  or  its  successoi, 
the  electrical  conductors  of  the  said  company  shall  be  laid  or  constructed  and  the 
privileges  above  granted  shall  be  exercised  only  in  and  through  subways  constructed 
oy  the  Consolidated  Telegraph  and  Electrical  Subway  Company,  under  and  in  pur- 
suance of  the  statutes  of  the  State  of  New  York,  and  under  the  supei vision  of  this 
Board  or  its  successor. 

The  application  of  the  Commercial  Light,  Heat  and  Power  Company  for  a 
permit  to  do  business  within  the  limits  of  the  City  of  New  York  and  asking  for  the 
formal  approval  of  the  Board  of  said  company  was  taken  up  for  consideration  and 
the  following  resolutions  adopted: 

Whereas,  The  Commercial  Light,  Heat  and  Power  Company  of  the  City  of 
New  York  has  petitioned  this  Board  for  leave  to  conduct  its  business  in  the  City  of 
New  York  under  the  regulations  of  this  Board,  and  has  filed  a certified  copy  of  its 
certificate  of  incorporation,  and  the  same  having  been  duly  considered, 

Resolved,  That  the  Commercial  Light,  Heat  and  Power  Company  of  the  City 
of  New  York,  incorporated  under  the  Laws  of  the  State  of  New  York,  its  successors 
<-r  assigns,  is  hereby  authorized  and  empowered  to  lay  and  construct  suitable  wires 
or  other  conductors  in  subways  under  streets,  avenues  and  public  parks  and  places 
in  the  City  of  New  York,  for  conducting  and  distributing  electricity  under  the 
direction  of  the  Board  of  Electrical  Control  and  its  successors,  subject  to  all  exist- 
•ng  rules  applicable  thereto  and  to  all  regulations  which  this  Board  or  its  successor 
may  hereafter  impose  by  resolution  or  otherwise. 

Provided  always,  and  this  consent  is  given  on  the  express  condition  and  not 
otherwise,  that  until  the  further  order  and  resolution  of  this  Board  or  its  successor, 
the  electrical  conductors  of  the  said  company  shall  be  laid  or  constructed  and  the 
privileges  above  granted  shall  be  exercised  only  in  and  through  subways  constructed 
by  the  Consolidated  Telegraph  and  Electrical  Subway  Company,  under  and  in  pur- 
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suance  of  the  statutes  of  the  State  of  New  York,  and  under  the  supervision  of  this 
Board  or  its  successor. 

The  application  of  the  Colonial  Electric  Company,  asking  the  approval  of  the 
Board  for  said  company,  and  that  it  be  permitted  to  prosecute  its  business  as  an 
electric  company  within  the  limits  of  the  City  of  New  York  was  taken  up  for  con- 
sideration, and  the  following  resolution  was  adopted ; 

Whereas,  The  Colonial  Electric  Company  of  New  York  has  petitioned  this 
Board  for  permission  to  do  business  in  the  City  of  New  iTork,  and  has  filed  a certi- 
fied copy  of  its  certificate  of  incorporation,  and  it  appearing  therefrom  that  the  said 
company  is  duly  incorporated  under  the  laws  of  the  State  of  New  York  as  a trans- 
portation corporation,  and  is  duly  authorized  to  carry  on  the  business  of  producing 
and  distributing  electricity. 

Resolved,  That  the  Colonial  Electric  Company  is  hereby  authorized  and  em- 
powered to  lay  and  construct  suitable  wires  or  other  conductors  in  subways  on  the 
streets,  avenues  and  public  parks  and  places  in. the  City  of  New  York,  for  conduct- 
ing and  distributing  electricity  under  the  direction  of  the  Board  of  Electrical  Con- 
trol and  its  successor,  subject  to  all  existing  rules  applicable  thereto  and  to  all  regu- 
lations which  this  Board  or  its.  successor  may  hereafter  impose  by  resolution  or 
otherwise. 

Provided  always,  and  this  consent  is  given  on  the  express  condition  and  not 
otherwise,  that  until  the  further  order  and  resolution  of  this  Board  or  its  successor, 
the  electrical  conductors  of  the  said  company  shall  be  laid  or  constructed  and  the 
privileges  above  granted  shall  be  exercised  only  in  and  through  subways  constructed 
by  the  Consolidated  Telegraph  and  Electrical  Subway  Company,  under  and  in  pur- 
suance of  the  statutes  of  the  State  of  New  York,  and  under  the  supervision  of  this 
Board  or  its  successor. 

The  Secretary  was  directed  to  issue  the  necessary  permits,  in  writing,  to  the 
several  companies  named,  in  accordance  with  said  resolutions. 

The  Secretary  then  read  the  annual  report  for  1897,  as  follows ; 

, New  York,  December  31,  1897. 

Hon.  William  L.  Strong,  Mayor  New  York  City: 

Sir: — Following  precedent,  the  Board  of  Electrical  Control  in  and  for  the  City 
of  New  York  at  the  end  of  the  year  submdts  to  you  as  Mayor  of  the  City  a review  of 
the  work  of  the  Board  for  the  past  year,  with  facts  and  figures  relating  to  the  re- 
sults accomplished  by  it  and  its  predecessors  in  devising  ways  and  means  for  ridding 
the  streets  of  the  city  of  overhead  poles  and  wires,  and  in  the  construction  of  sub- 
ways for  the  safe  operation  of  electricity  underground.  As  with  the  close  of  the 
year,  this  Board  ceases  to  exist,  this  report  is  intended  to  briefly  summarize  the 
work  that  has  been  accomplished  since  the  beginning  of  its  labors. 
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The  following  table  will  show  the  subways  constructed  during  the  past  year, 
and  the  total  length  of  electric  subway  ducts  constructed  by  years,  since  the  creation 
of  the  Board  of  Electrical  Subways  in  1886. 


LENGTH  OF  SUBWAYS  CONSTRUCTED  IN  1897. 


For  the  Edison  Electric 
Light  Co. 

Trench.  Duct. 

42,447.85  ft.  62,899.57  ft. 

8,039  miles.  11,913  miles.’ 

The  total  construction 
summarized  as  follows: 


For  Electric  Light  and 
Power  Cos. 
Trench.  Duct. 

60,054.80  ft.  163,334.7s  ft. 

11,374  miles.  30,93s  miles. 


For  Telephone  and  Tele- 
graph Cos. 
Trench.  Duct. 

•33,294.10  ft.  166,940.13  ft. 

6,306  miles.  31,618  miles. 


of  subways  in  New  York  City  up  to  the  present  date  is 


Edison,  low  tension 223.141  miles. 

Electric  Light,  high  tension 738-991  miles. 

Telephone  and  Telegraph 982.689  miles. 

Ventilating  Pipe  57.800  miles. 


Grand  total  2,002.621  miles. 


The  total  construction  is  shown  in  the  following  table  in  detail  giving  class  of 
service,  lineal  feet  and  total  mileage  by  years  as  follows: 


Telephone  AND  Ventilating 
Edison.  Electric  Light.  Telegraph.  Pipe. 


Year 

Feet. 

Miles. 

Feet. 

Miles. 

Feet. 

Miles. 

Feet. 

Miles. 

1886 

2't^,644.l6 

44.629 

1887.. 

209,011.64 

39-585 

238,428.65 

45-157 

958,264.69 

181.489 

1888. . 

22,227.88 

4.210 

183,353-13 

34-725 

1,136,970.37 

215-336 

1889.. 

57,327.24 

10.858 

1,929,962.97  365.523 

344,985.58 

65-338 

77,752.28 

14-725 

1890.. 

248,973-54 

47-155 

438,902.05 

83.125 

944,567.32 

178.895 

59,187.68 

II. 210 

1891 .. 

180,303.14 

34-148 

274,411.20 

51-972 

236,835-94 

44-855 

30,314.65 

5-741 

1892.. 

166,034.00 

31-445 

129,852.00 

24-593 

70,760.82 

13-401 

8,033.50 

1.520 

o^ 

00 

92,577.40 

17-534 

156,646.10 

29.667 

574,982.07 

108.898 

73,776.24  13.973 

1894.. 

38,250.47 

7.244 

107,427.90 

20.346 

119,662.72 

22.662 

8,845.40 

1-675 

1895  •• 

59,332.14 

11.237 

95,781.40 

18.140 

246,193-39 

46.627 

16,943-76 

3.209 

1896. . 

41,247.79 

7.812 

183,788.50 

34.808 

152,807.85 

28.941 

25,598.55 

4-847 

1897.. 

62,899-57 

11.913 

163,334-75 

30.935 

166,940.13 

31.618 

4,753-63 

.900 

Total. 

1,178,184.81 

223. 141 

3,901,888.65  738.991 

5,188,615.04 

982.689 

305,205.69  57.800 

Under  the  law  of  1886,  the  Board  of  Commissioners  of  Electrical  Subways  as  then 
constituted  entered  into  contract  with  the  corporation  known  as  the  Consolidated 
Telegraph  and  Electrical  Subway  Company,  for  the  construction  of  all  subways  which 
might  be  required  for  the  operation  of  electrical  conductors  in  New  York  City,  and 
subsequently  the  contract  was  ratified  by  Chapter  716  of  the  Laws  of  1887.  This 
contract  so  ratified  empowered  the  Subway  Company,  under  direction  of  the  Board 
of  Electrical  Control  (which  at  that  time  had  been  created  to  succeed  the  Board  of 
Commissioners  of  Electrical  Subways),  to  construct,  maintain  and  operate  such  sub- 
ways as  might  in  the  discretion  of  the  Board  be  deemed  necessary.  By  an  act  of  the 
Legislature  passed  1892,  this  contract  was  modified  and  the  construction  and  owner- 
ship of  the  subways  was  divided  and  new  contracts  were  entered  into  between  the 
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Board  and  the  Consolidated  Telegraph  and  Electrical  Subway  Company  and  the 
Empire  City  Subway  Company,  Limited. 

The  new  contract  so  divided  the  work  of  construction  and  the  ownership  of  the 
subways  as  to  give  to  the  first  named  company  the  right  to  construct,  maintain  and 
operate  all  subways  built  for  the  reception  of  conductors  of  high  tension  electrical 
service  and  to  the  Empire  City  Subway  Company,  Limited,  the  right  to  construct, 
maintain  and  operate  all  subways  intended  for  the  reception  of  conductors  for  low 
tension  electrical  service  and  those  of  the  Edison  Electric  Illuminating  Company. 
Such  construction  was  to  be  at  the  request  of  such  companies  as  might  require  ac- 
commodations, with  the  express  stipulation  that  satisfactory  bonds  be  furnished,  guar- 
anteeing the  rental  and  occupancy  of  such  subways  as  were  so  applied  for,  for  a term 
of  not  less  than  five  (5)  years.  As  this  Board  is  advised,  this  plan  is  continued  under 
the  provisions  of  the  new  charter  and  all  of  the  powers  and  duties  of  this  Board  wLich 
will  devolve  upon  the  Commissioner  of  Public  Buildings,  Lighting  and  Supplies, 
are  made  expressly  subject  to  the  laws  which  have  heretofore  governed  the  method  of 
construction  and  operation  of  the  subway  system. 

CONSTRUCTION. 

When,  in  1886,  the  first  subways  were  ordered  to  be  constructed  under  the  law 
constituting  the  Board  of  Commissioners  of  Electrical  Subways,  the  principle  was 
adopted  of  having  them  so  built  that  the  conductor  to  be  placed  in  them  could  be 
drawn  in  or  out  as  necessity  might  require.  This  system,  known  as  “drawing  in  and 
out  system,”  has  proved  most  efficient  and  has  been  continued  in  all  construction 
since  that  time.  It  has  proved  most  effective  and  the  example  of  its  adoption  by 
this  city  has  been  followed  in  many  of  the  cities  throughout  the  United  States,  and  is 
generally  accepted  as  being  the  most  satisfactory  one  in  use. 

In  the  construction  of  subways  care  was  taken  to  separate  those  intended  for  the 
use  of  electric  light  and  power  conductors  from  those  to  be  used  for  telephone,  tele- 
graph and  signalling  purposes.  The  plan  adopted  was  to  place  the  conductors  of 
the. first  class  on  one  side  of  the  street  and  those  of  the  other  class  on  the  opposite 
side;  where  both  services  had  to  be  provided  for  •on  the  same  side  of  the  street,  the 
subways  for  each  were  effectively  separated  from  the  othei\by  intervening  layers  of 
concrete  masonry  so  as  to  effect  a complete  separation  of  the  two. 

The  operation  of  the  subways  since  their  construction  has  been  of  the  most 
satisfactory  nature,  both  as  to  efficiency  of  service  and  the  safety  and  convenience 
of  the  public.  When  it  is  remembered  that  ten  years  ago  there  were  thousands  of 
poles  standing  as  obstacles  in  all  of  the  leading  thoroughfares  of  the  city,  and 
that  upon  them  were  strung  many  miles  of  badly  insulated  conductors,  a constant 
menace  to  life  and  property,  and  that  frequently  citizens  were  injured  and  em- 
ployees of  the  electric  companies  were  killed  by  contact  with  these  overhead  wires, 
the  contrast  is  obvious. 

To-day  infinitely  greater  electrical  service  is  being  conducted  without  the 
presence  of  unsightly  and  dangerous  poles  and  wires,  and  this  change  has  been 
made  without  expense  to  the  City  and  without  any  serious  interference  with  the 
public  electrical  service.  The  wisdom  of  the  Legislature,  when  it  passed  laws 
compelling  the  removal  of  overhead  wires  and  the  construction  of  subways  has 
been  amply  justified. 
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There  are  now  being  operated  in  the  subways  the  following  miles  of  electrical 
conductors; 

For  Telephone  and  Telegraph  service,  54,516. 

For  Electric  Light  and  Power  service,  976.92. 

For  Edison  Lighting  service,  ^43. 

For  Police  Department  service,  388. 

For  Fire  Department  service,  964. 

These  conductors  furnish  electric  current  for  twenty-five  thousand  (25,000) 
telephones  operated  in  the  City  of  New  York;  for  11,496  number  of  arc  lights; 
for  528,827  number  of  incandescent  lights,  and  practically  all  the  telegraph,  tele- 
phone, burglar  alarm,  signalling  and  messenger  service  in  the  city. 

VENTILATING  PIPE. 

No  provision  for  ventilation  was  made  when  the  subways  were  first  built,  and 
the  necessity  for  it  could  not  be  foreseen,  but  soon  after  frequent  explosions  oc- 
curred, usually  at  points  where  manholes  were  placed,  and  they  were  found  to  be 
due  to  illuminating  gas.  The  gas,  escaping  from  leaky  and  worn-out  gas  mains, 
collected  in  the  subways  and  was  held  there  by  their  practically  airtight  condition. 
A system  of  blowers  was  provided  at  various  points  by  which  the  gas  was  forced 
out  by  air  driven  under  pressure  through  ventilating  pipes  placed  parallel  with 
the  subways  and  having  apertures  at  the  manholes,  by  which  system,  the  resist- 
ance of  air  being  greater  than  the  pressure  of  gas,  the  entrance  of  the  latter  was 
prevented. 

This  method  gives  satisfactory  results;  since  its  first  introduction  it  has  been 
kept  in  constant  operation  and  is  always  under  close  inspection.  The  cost  of 
maintaining  this  system  of  ventilation  and  air  pressure  involves  a large  expense 
to  the  subway  companies,  and  we  have  on  several  occasions  suggested  that  means 
should  be  found  to  compel  the  gas  companies  to  safeguard  their  mains  and  keep 
their  product  where  it  belongs.  It  is  wholly  wrong  to  impose  the  expense  of  recti- 
fying the  results  of  their  carelessness  and  the  defects  in  their  service  upon  the 
subway  construction  companies,  which  are  themselves  without  fault  in  the 
premises. 

REMOVAL  OF  OVERHEAD  WIRES. 

Since  the  creation  of  this  Board  and  its  predecessors,  there  have  been  removed 
by  its  direction,  without  expense  to  the  City,  29,900  poles  and  22,000  miles  of 
wires. 

There  still  remain  overhead  for  temporary  purposes  many  wires,  for  all  of 
which  permits  have  been  granted  b}^  this  Board,  with  the  express  stipulation  that 
when  subways  were  provided  to  enable  the  same  service  to  be  given  by  means  of 
underground  conductors  such  overhead  wires  should  be  removed,  and  all  such 
permits  have  been  granted  with  that  understanding. 

The  following  is  a list  of  Electrical  Companies  doing  business  in  the  City  of 
New  York,  under  authorization  from  this  Board: 
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COMPANIES  OPERATING  LOW  TENSION  CIRCUITS. 

American  District  Telegraph  Company. 

Automatic  Fire  Alarm  and  Extinguisher  Company. 

Gold  and  Stock  Telegraph  Company. 

Holmes  Electric  Protective  Company. 

Manhattan  hire  Alarm  Company. 

Mason  Carriage  Call  Service. 

Mercantile  Electric  Company. 

New  York  Telephone  Company. 

New  York  Thermostatic  Fire  Alarm  Company. 

Postal  telegraph  Cable  Company. 

Pneumatic  Fire  Alarm  Telegraph  Company. 

Special  Fire  Alarm  and  Electrical  Signal  Company. 

Stock  Quotation  Telegraph  Company. 

Tubular  Dispatch  Company. 

Western  Union  Telegraph  Company. 

Edison  Electiic  Illuminating  Company  of  New  York. 


COMPANIES  OPERATING  HIGH  TENSION  CIRCUITS. 

Block  Lighting, and  Power  Company  No.  i. 

Bronx  Gas  and  Electric  Company. 

Brush  Electric  Illuminating  Company. 

Colonial  Electric  Company. 

Commercial  Light,  Heat  and  Power  Company. 

Electric  Power  Company. 

Fleischhauer  Electric  Light  and  Power  Company. 

Greater  New  York  Electric  Light  and  Power  Company. 

Llarlem  Lighting  Company. 

Manhattan  Electric  Light  Company. 

Metiopolitan  Electric  Light,  Heat  and  Power  Company. 

Mt.  Morris  Electric  Light  Company. 

New  York  Heat,  Light  and  Power  Company. 

North  River  Electric  Light  and  Power  Company. 

Pelham  Electric  Light  and  Power  Company, 

Safety  Electric  Light  and  Power  Company. 

United  Electric  Light  and  Power  Company. 

West  Side  Electric  Company. 

All  of  which  is  submitted. 

Respectfully, 

LIENRY  S.  KEARNY, 

JACOB  HESS, 

THOMAS  L.  HAMILTON, 

Commissioners. 

The  report  was  ordered  spread  in  full  upon  the  minutes. 


The  meeting  then  adjourned. 
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MINUTES  OF  BOARD  OF 

ELECTRICAL  CONTROL 


COVERING 


YEARS  1887  (from  July  5),  1888,  1889,  1890  and  1891, 
Embracing-  Volumes  I,  II,  III,  IV  and  V. 


1 N D E X . 


A. 

ACT  OF  LEGISLATURE. 

Mayor  Grant  requests  reading  of  (May  15,  ’91),  5,  345. 

Authorizing  Board,  with  consent  of  Con.  Tel.  & Elec.  S.  Co.,  to  make  new  contract 
with  it  and  contract  with  Empire  City  Subway  Co.  (Limited),  (May  15,  ’91), 
5.  346. 

ADAMS  EXPRESS  COMPANY. 

Communication  giving  private  lines  of  (Aug.  15,  ’89),  3,  290. 

Matter  of  communication  giving  private  lines  of  referred  to  the  Expert  (Aug.  15, 
'89),  3,  291. 

ALLISON,  W.  M. 

Slatement  of  Com.  Gibbens  of  receipt  of  communication  from  recommending 
employment  of  Prof.  P.  H.  Van  der  Weyde  by  Board,  and  communication  or- 
dered placed  on  file  (March  19,  1889),  3,  ii. 

ALTERNATING  CURRENT. 

Board  appoints  July  9th,  at  ii  A.  M.,  for  discussion  of  (July  2,  1888),  2,  63. 

Board  adjourns  to  lobby  of  Wallack’s  Theatre,  to  hear  arguments  relating  to  (July 
16,  1888),  2,  78. 

Board  resolves  that  communication  before  it  on  the  subject  be  placed  as  a record 
(Aug.  8,  1888),  2,  96. 

Statement  of  Com.  Gibbens  in  relation  to  (Aug.  8,  1888),  2,  100. 

Board  directs  Expert  to  report  precautionary  measures  in  allowing  use  of  alternat- 
ing and  continuous  currents  (Aug.  8,  1888).  2,  100. 

Report  of  Expert  in  relation  to  (Sept.  18,  1888),  2,  109. 

AMERICAN  DISTRICT  TELEGRAPH  COMPANY. 

Communication  in  reference  to  90  days’  notice,  also  communication  inclosed  with 
such  communication  (Feb.  25,  1889),  2,  353-355- 

Secretary  directed  to  write  a letter  to  stating  that  there  is  no  reason  why  its 
conductors  should  not  be  placed  in  the  subways  (Feb.  25,  1889),  2,  358. 

Report  of  Expert  on  housetop  wires  of,  in  First  Proscribed  District  (Nov.  10, 
1891),  5,  397- 

Reference  to  Commissioner  Storm  of  matter  of  placing  messenger  service  wires  in 
subways,  with  direction  to  report  at  next  meeting  what  objections  there  are  to 
their  immediate  placing  in  the  subways,  in  accordance  with  the  90  days’  notice 
(Nov.  10,  1891),  5,  399- 

AMERICAN  ELECTRIC  MANUFACTURING  COMPANY. 

Application  of,  to  erect  poles  and  string  wires  on  certain  mentioned  streets 
(July  29,  1887),  I,  58. 

Communication  of,  accompanying  its  application  for  poles  and  wires  (July  29, 
1887),  I,  60. 
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Statements  by  Com.  Gibbens,  John  H.  Hapgood,  Mayor  Hewitt,  Mr.  O’Connor, 
Com.  Hess,  in  respect  to  the  matter  of  the  application  and  accompanying  com- 
munication of  (July  29,  1887),  I,  60-62. 

Statement  of  Mr.  O’Connor  in  respect  to  contract  of  with  Gas  Commission,  also 
statement  of  Mayor  Hewitt  (Sept.  20,  1887),  i,  122. 

Communication  of  requesting  Board  to  take  some  action  that  will  enable  it  to  carry 
out  certain  contracts  for  city  lighting  (Oct.  21,  1887),  i,  181. 

AMERICAN  PRIVATE  TELEPHONE  COMPANY. 

Report  of  Expert  on  housetop  wires  of,  in  First  Proscribed  District  (Nov. 
10,  1891),  5,  397- 

ANDREW,  HENRY  C. 

Retained  with  Charles  A.  Hess  to  act  as  Attorney  in  suit  (July  13,  1887),  i,  16. 
ANDREWS,  HENRY  C. 

Statement  of,  as  President  of  the  New  York  Steam  Heating  Company,  in  relation 
to  the  escape  of  steam  from  its  pipes  into  the  subways  (Oct.  19,  1888),  2,  177. 

Statements  of,  in  relation  to  explosions  of  gas  in  subways,  and  in  relation  to 
defective  construction  of  steam  pipes  of  New  York  Steam  Heating  Co., 
etc.  (April  2,  1889),  3,  77-122. 

APPLICATION  FOR  SPACE  IN  SUBWAYS. 

Electric  Light  Companies  directed  to  furnish  Engineer  statement  of  number 
of  ducts  they  require  in  subways  ordered  under  a previous  resolution 
(April  8,  1890),  4,  299. 

Electric  Light  Companies  directed  to  accompari}'-  their  applications  with  a 
bond  conditioned  for  the  occupancy  of  the  ducts  applied  for  (April  8, 
1890),  4,  299. 

Con.  Tel.  & E.  S.  Co.  directed  to  construct  certain  subways  for  the  Edison 
E.  111.  Co.,  and  for  other  electric  light  companies  if  applied  for  and  bond 
given  (April  8,  1890),  4,  300. 

Statement  of  Mr.  Ridgway,  Vice-President  Con.  Tel  & E.  S.  Co.,  in  relation 
to  (May  14,  1890),  4,  323. 

Report  of  Engineer  in  relation  to  (May  14,  1890),  4,  323. 

Statement  of  Engineer  in  relation  to  (May  14,  1890),  4,  324. 

Statement  of  W.  H.  Browne  on  behalf  of  United  E.  L.  & P.  Co.  in  relation 
to  (May  14,  1890),  4,  324. 

Statement  of  Judge  Kellj^  on  behalf  of  East  River  E.  L.  L.  Co.  in  relation  to 
(May  14,  1890),  4,  324. 

Statement  of  Pres.  May  on  behalf  of  Mount  Morris  E.  L.  Co.  in  relation  to 
(May  14,  1890),  4,  325. 

Communication  of  United  E.  L.  & P.  Co.,  U.  S.  111.  Co.  and  Brush  E.  111.  Co. 
withdrawing  (May  16,  1890),  4,  329. 

Subject  of,  discussed  generally,  in  connection  with  communication  of  United, 
U.  S.  and  Brush  Companies  (May  16,  1890),  4,  329. 

Statement  of  Mayor  Grant  that  United  E.  L.  & P.  Co.  and  Mt.  Morris  E.  L. 
Co.  have  put  in  (May  19  1890),  S,  i. 

List  of  subway  requirements  of  United  E.  L.  & P.  Co.,  U.  S.  111.  Co.  and 
Brush  E.  111.  Co.  (May  19,  1890),  5,  6. 

Comimunication  of  Mount  Morris  E.  L.  Co.  giving  list  of  subway  requirements 
of  and  withdrawing  all  other  applications  (May  19,  1890),  5,  8. 
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Engineer  submits  applications  of  various  Electric  L.  Cos.  and  of  Con.  T.  & 
E.  S.  Co.  for  subways,  and  Board  refers  same  to  him,  excepting  two 
streets,  for  which  it  orders  subways  (August  28,  1890),  5,  44. 

See  index  to  other  applications  under  nanres  of  companies. 

ASSISTANT  SECRETARY. 

F.  A.  Lovecraft  appointed  to  office  of  (July  5,  ,1887),  i,  3. 

Directed  to  keep  minute  book,  permit  book  and  two  account  books  (July  5, 
1887),  I,  3.  _ 

Resignation  of  F.  A..  Lovecraft,  to  take  effect  on  appointment  of  successor 
(June  13,  1889),  3,  223. 

Resignation  of  F.  A.  Lovecraft  accepted,  to  take  effect  on  appointment  of  suc- 
cessor (June  13,  1889),  3,  223. 

John  B.  Trainer  appointed  to  office  of,  in  place  of  F.  A.  Lovecraft,  to  take 
effect  from  this  date  (August  15,  1889),  3,  312. 

Statement  of,  that  he  was  informed  at  Department  of  Public  Works  that  no 
permit  had  been  given  for  subway  across  52d  street  west  of  Tenth  avenue 
(April  14,  1891),  s,  289. 

Report  of,  in  relation  to  issuance  'of  ninety  days’  notices  to  companies  operat- 
ing signaling  wires  for  certain  streets,  under  instructions  given  April  14 
(April  20,  1891),  S,  315. 

Salary  of  John  B.  Trainer,  Assistant  Secretary,  fixed  at  $2,100,  to  commence 
November  i,  1891  (November  10,  1891),  5,  400. 

AQUEDUCT  COMMISSION. 

Application  of  to  string  wires  for  telephone  service  referred  to  Expert  (June 
18,  1890),  5,  13. 

ATTORNEY-GENERAL. 

Communication  of  City  Civil  Service  Supervisory  Board  classifying  employees 
of  Board  referred  to,  for  opinion  as  to  whether  they  are  subject  to  this 
classification  (August  4,  1887),  i,  75. 

Communication  of  (O’Brien),  declining  to  give  opinion  requested  by  resolu- 
tion of  August  4 (September  8,  1887),  i,  88. 

Opinion  of  (Tabor),  under  resolution  of  State  Civil  Service  Commission, 
that  Commissioners  of  Board  are  State  officers  (April  17,  1888),  i,  267. 

Communication  of  (Tabor),  asking  if  Board  approves  of  discontinuance  of 
suit.  The  People  vs.  New  York  Underground  Telegraph  Company,  and 
Board  authorizes  Commissioner  Gibbens  to  communicate  with  and  say 
there  is  no  objection  to  discontinuance  (June  8,  1888),  2,  9. 

Committee  of  one  directed  to  ascertain  opinion  of,  as  to  whether  two  lines  of 
poles  should  remain  on  same  side  of  any  street  where  subways  are  not 
prepared,  and  Commissioner  Gibbens  appointed  committee  (Jul}'-  2,  1888), 
2,  Ki. 

Statement  of  Commissioner  Gibbens  of  l eceipt  by  him  from,  of  oj  fin  ion 
adverse  to  petition  in  respect  to  United  States  Illuminating  Co.  (.Sep- 
tember 18,  1888),  2,  114. 

AUTOMATIC  FIRE  ALARM  AND~  EXTINGUISHING  COMPANY. 

Report  of  Expert  of  housetop  wires  in  First  Proscribed  District  of  (Novem- 
ber 10,  1891),  5,  397- 
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AVERILL,  GENERAL. 

Board  hears  argument  of,  against  use  of  iron  pipe  imbedded  in  hydraulic  ce- 
ment as  conduit  for  carrying  electrical  wires  (July  15,  1887),  i,  24. 

Board  hears  in  opposition,  to  use  of  hydraulic  cement  and  General  introduces 
Contractor  Salter,  who  also  opposes  its  use,  and  who  presents  merits  of 
wooden  pipe  covered  with  asphaltum  (July  19,  1887),  i,  27. 

Communiation  of,  in  reference  to  wooden  pipe  (July  22,  1887),  i,  41. 


B. 

BALL  ELECTRICAL  ILLUMINATING  COMPANY. 

Application  of,  to  erect  poles  and  appliances  for  electric  lighting  purposes 
laid  on  table  until  rules  and  regulations  submitted  by  Commissioner 
Gibbens  are  ready  (July  13,  i887),  i,  18. 

Application  of,  to  erect  poles,  etc.,  as  and  where  warranted,  read  by  Secretary 
(July  15,  1887),  I,  24.  _ \ 

Statement  of  Commissioner  Gibbens  calling  attention  to  communication  of, 
in  reference  to  its  application  to  erect  poles  and  string  wires  now  before 
the  Board  (September  8,  1887),  i,  90. 

Applications  of,  to  stretch  wires  laid  on  table  (October  30,  1888),  2,  21 1. 

Communication  of,  giying  territory  covered  by  wires  of  (October  30,  1888), 
2,  219. 

Report  of  Inspector  Reilly  upon  communication  of,  giving  territory  covered 
by  its  wires  (October  30,  1888),  2,  220. 

Directed  to  comply  with  rules  immediately  in  the  cases  of  violations  reported 
by  Inspector  Reilly  in  his  report  (October  30,  1888),  2,  220. 

Application  of,  to  stretch  two  wires  across  Broadway  at  39th  street  denied 
(November  13,  1888),  2,  232. 

Application  of,  to  run  wires  on  poles  of  Mount  Morris  E.  L.  Co.,  over  certain 
route,  laid  over  (November  13,  1888),  2,  232. 

Application  of,  to  run  two  wires  on  Ninth  avenue  from  34th  to  42d  street,  on 
poles  of  Mt.  Morris  E.  L.  Co.,  referred  to  Expert  (Dec.  4,  1888),  2,  264. 

Expert  reports  unfavorably  on  application  of,  dated  December  3,  1888,  and 
states  that  its  wires  were  stretched  over  housetops,  were  in  dangerous 
condition,  and  able  to  be  touched  by  children  (December  21,  1888),  2,  282. 

Application  of,  to  attach  lamps  at  466  and  497  Seventh  avenue  denied  (Decem- 
ber 21,  1888),  2,  282. 

Secretary  directed  to  notify,  to  remove  its  wires  which  are  too  near  roofs 
(December  21,  1888),  2,  282. 

Applications  of,  unfavorably  reported  upon  by  the  Expert,  laid  on  the  table 
(December  21,  1888),  2,  283. 

BEEKMAN,  HENRY  R.  (Acting  Mayor.) 

Appointed  Chairman  of  meeting  (July  5,  1887),  i,  i. 

Present  as  Acting  Mayor  (July  7,  1887),  i,  5. 

Present  as  Acting  Mayor  (July  13,  1887),  i,  13. 

Present  as  Acting  Mayor  (July  IS,  1887),  ij  I9-  „ 

BECKWITH,  LEONARD  E.  (Chief  Eng.  Con.  Tel.  & Electrical  Subway  Co.) 

Statement  of,  concerning  laying  of  iron  pipe  (July  19,  1887),  i,  27. 
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Statement  of,  that  Steam  Pleating  Co.  had  made  some  repairs,  but  that  there 
was  still  cause  for  complaint  (September  18,  1888),  2,  116. 

Statements  of,  on  subject  of  gas  explosions  in  subway  conduits  (April  I,  1889), 
3,  57-59;  (April  2,  1889),  3,  95. 

Statement  of,  giving  time  when  Third  avenue  electric  light  subway  will  be 
completed  (June  26,  1889),  3,  264-273. 

Statement  of,  in  respect  to  cement-lined  conduits  (June  26,  1889),  3,  270-272. 

Consults  with  Edward  Lauterbach,  Pres.  Con.  T.  & E.  S.  Co.,  as  to  time  it  will 
take  to  construct  certain  telephone  and  telegraph  subways  (January  31, 
189c),  4,  180. 

BENJAMIN,  PARK. 

Statement  of,  in  reference  to  rules  of  Board  (July  27,  1887),  i,  49. 

Rules  and  regulations  governing  the  occupancy  of  the  subways  referred  to,  to 
make  suggestions  as  to  alterations  or  additions  (October  4,  1887),  i,  138. 

Communication  of,  stating  that  he  will  give  attention  to  and  make  report  on  rules 
governing  the  occupancy  of  the  subways  referred  to  him  (Oct.  20,  1887),  i,  169. 

Report  of,  on  rules  and  regulations  governing  the  occupancy  of  the  subways  re- 
ferred to  him  (Dec.  22,  1887),  i,  184. 

BENJAMIN,  DR.  GEORGE  H. 

Resolution  directing  that  paper  of,  on  handling  electric  currents,  read  before  Elec- 
tric Club  of  New  York,  be  printed  in  the  minutes,  and  the  paper  (April  17, 
1887),  1,^279-283. 

BAYLES,  MR.  (President  Health  Department.) 

Statement  of,  that  escape  of  gas  from  gas  pipes  affects  the  public  health,  etc. 
(April  2,  1889),  90-91. 

BERNHEIM,  Mr.  (President  Manhattan  Electric  Light  Co.) 

Statement  of,  that  his  Co.  has  only  properly  insulated  wire,  and  offers  to  pay 
expenses  of  inspectors  to  be  appointed  by  Board  for  purpose  of  examination 
of  them  in  order  that  Expert  may  certify  as  to  their  safe  condition,  if  found 
to  be  so  (Oct.  IS,  1889),  4,  93. 

BARTON,  HENRY  E. 

Certified  to  Board,  with  William  Mitchell  and  Leonard  Wager,  from  register  of 
persons  eligible,  as  Inspector  of  Underground  Construction  (June  8,  1888),  2,  5. 

Appointed,  with  William  Mitchell  and  Leonard  H.  Wager,  as  Inspector  of  Under- 
ground Construction  on  probation  (June  13,  1888),  2,  20. 

Notified,  with  William  Alitchell  and  Leonard  H.  Wager,  to  report  to  Engineer  June 
14th  for  duty  (June  13,  1888),  2,  20. 

BIRDSALL,  MR. 

Statement  of,  that  cement  preserves  iron  from  corrosion  (July  19,  1887),  i,  28. 

BLANCHARD,  C.  A.  & Co. 

Application  of,  to  erect  two  lampposts  on  36th  st.  in  front  of  Hotel  Marlborough, 
referred  to  Expert  (Jan.  18,  1889),  2,  314. 

Application  of,  for  two  lampposts  on  36tb  st.  in  front  of  Hotel  Marlborough,  with 
favorable  report  by  the  Engineer  and  the  Expert  annexed  (Feb.  25,  1889),  2, 
372-373- 


Application  of,  for  two  lamp-posts  granted,  on  condition  that  connection  be  made 
from  hotel,  from  underneath,  and  that  lamps  be  kept  lighted  all  night  (Feb. 
25,  1889),  2,  373. 

BOARD  OF  ALDERMEN  OF  THE  CITY  OE  NEW  YORK. 

Secretary  directed'  to  address  a letter  to,  and  to  inform  Board  (i)  that  dead  wires 
and  poles  and  wires  and  poles  not  in  use  and  poles  which  have  not  received 
sanction  of  local  authorities  exist  unlawfully,  (2)  that  rules  of  Board  of  Elec- 
trical Control  are  violated,  and  (3)  that  such  violations  of  rules  have  led  to 
fatal  accidents,  etc.,  and  that  he  enclose  a tabulated  statement  of  violations  of 
rules,  etc.,  (Aug.  8,  1888),  2,  97. 

BOND. 

Sec’y  directed  to  Notify  Con.  T.  & E.  S.  Co.  to  present  at  next  meeting  whatever 
bonds  are  reciuired  by  law  to  be  filed  with  Board  (July  5,  1887),  i,  3. 

Con.  T.  & E.  S.  Co.  (through  Mr.  Edward  Lauterbach)  submits  form  of  bond  and 
surety,  for  approval  by  Board,  reference  of  same  to  Mayor  and  Com.  Gibbens 
as  committee,  and  to  Corporation  Counsel  (July  7,  1887),  i,  5. 

Opinion  of  Corporation  Counsel  O’Brien  approving  form  of  bond  of  Con.  T.  & E. 
S.  Co.,  if  “and”  for  “or”  substituted  in  the  iith  line  of  7th  page  (July  13. 
1887),  I,  13. 

Bond  of  Con.  T.  & E.  S.  Co.  amended  as  suggested  by  Corporation  Counsel,  ac- 
cepted as  amended,  and  ordered  to  be  filed  with  the  Comptroller  (July  13, 
1887),  I,  14. 

Electric  light  companies  directed  to  accompany  applications  for  space  in  subways,; 
with  bond  conditioned  that  the  ducts  are  required  and  will  be  occupied — bond 
to  be  satisfactory  to  the  Engineer  (April  8,  ’90),  4,  299. 

Con.  T.  & E.  S.  Co.  (through  Mr.  Lauterbach)  waives  bond  for  occupancy  of  sub- 
ways if  ordered  in  certain  streets  (March  18,  1891),  5,  222  and  227. 

Con.  T.  & E.  S.  Co.  and  Empire  City  Subway  Co.  each  presents  a bond  in  the  penal 
sum  of  $250,000,  executed  by  the  American  Surety  Co.,  as  surety,  conditioned 
as  provided  in  its  contract  (May  15,  1891)',  5,  379- 

Board  declares  its  sense  to  be  that  bonds  of  Companies  be  forfeited  in  event  of 
failure  to  begin  all  the  work  heretofore  ordered  before  June  15  and  to  com- 
plete it  before  Dec.  15  (May  27,  1891),  5,  380. 

Board  adopts  preambles  and  resolution,  declaring  bond  of  Con.  Tel.  & E. 'S.  Co. 
forfeited  for  failure  to  complete  certain  subways  by  the  ist  of  June,  and  direct- 
ing Corporation  Counsel  to  prepare  resolution  of  forfeiture,  if  this  resolution 
does  not  fully  so  provide  (June  2,  1891),  5,  384. 

BOARD  OF  ELECTRICAL  CONTROL. 

Books  and  papers,  property  of  Commissioners  of  Electrical  Subways,  turned  over 
to  Board,  directed  to  remain  in  custody  of  Secretary,  and  offices  at  1218  Broad- 
way to  be  retained  (July  5,  1887),  i,  i. 

Minutes  of,  to  be  printed  and  copies  to  be  sent  to  each  member  of  Board,  also  to 
Corporation  Counsel  (July  7,  1887),  i,  12. 

Resolutions  presented  by  Com.  Moss  declaring  sense  of  Board  as  to  intention  of 
Legislature  in  creating  Commission,  with  request  that  they  be  read,  spread  upon 
the  minutes,  and  no  action  taken  on  them  for  the  present  (Oct.  20,  1887),  i,  171. 

Communication  of,  to  Con.  T.  & E.  S.  Co.,  enclosing  two  communications  from 
Fire  Department,  showing  connections  desired,  etc.  (Dec.  22,  1887),  i,  205. 

To  meet  hereafter  in  its  office,  1218. Broadway  (May  10,  1888),  i,  297. 


_ Communication  of,  to  Department  of  Public  Works,  answering  complaint  of  De- 
partment against  wires  of  the  Mount  Morris  Electric  Light  Co.  (June  8, 
1888),  2,  8.' 

Grants  permission  to  Com.  Gibbens  to  answer  communication  of  Attorney-General 
Tabor  and  inform  him  that  there  is  no  objection  to  discontinuance  of  suit.  The 
People  vs.  the  N.  Y.  .Underground  Tel.  Co.  (June  8,  ’88),  2,  g. 

Communication  of,  to  Department  of  Public  Works,  stating  that  Board  is  informed 
that  it  has  been  decided  that  amounts  appropriated  for  Bureau  of  Incum- 
brances are  available  for  removal  of  dead  wires,  poles  and  other  fixtures  not 
in  use,  etc.  (June  13,  1888),  2,  19. 

Communication  of,  to  Department  of  Public  Works,  calling  attention  to  the  fact 
of  a dead  iron  telegraph  pole  at  southwest  corner  23d  st.  and  Broadway  (June 
13,  1888),  2,  20. 

Communication  of,  to  C.  H.  Read  & Co.,  answering  their  communication  relative 
to  removal  of  poles  and  wires  about  Hoffman  House  premises  (Aug.  8,  1888), 
2,  84. 

Meetings  of,  to  be  held  every  Tuesday  and  Friday  at  12  M.  (Oct.  17,  1888),  2,  168. 

Adjourns  to  meet  in  office  of  Mayor  on  such  day  after  ist  of  January  as  may  be 
convenient  to  him  (Dec.  21,  ’88),  2,  290. 

BOOKS. 

Books  and  papers  of  Commissioners  of  Electrical  Subways  turned  over  to  Board 
of  Electrical  Control,  and  directed  to  remain  in  custody  of  its  Secretary  (July 
5,  1887),  I,  I. 

Ass’t  Sec’y  directed  to  keep  minute  book,  permit  book,  and  two  account  books,  one 
showing  expenses  incurred  by  Board  chargeable  to  State,  and  one  showing 
expenses  chargeable  to  Con.  T.  & E.  S.  Co.  (July  5,  1887),  3- 

Electrical  Expert  directed  to  keep  a book  for  record  of  permits  for  connections 
allowing  the  stringing  of  225  feet  of  wire  (June  2,  1891),  5,  385. 

BOSTON  UNDERWRITERS’  UNION. 

Rules  of  (May  10,  1888),  i,  294. 

BOWERY. 

Con.  T.  & E.  S.  Co.  directed  to  construct  electric  light  subway  in  the  Bowery  and 
Third  ave.,  from  Chatham  sq.  to  Harlem  River,  with  other  subways  (July  26, 
’89),  3,  272. 

Board  resolves,  at  a meeting  to  be  held  “on  Thursday  next,”  to  order  distributing 
ducts  on  Third  ave.,  the  Bowery  and  Park  Row  (March  31,  i8go),  4,  291. 

Con.  T.  & E.  S.  Co.  directed  to  construct  distributing  ducts  on  Third  ave.,  the 
Bowery  and  Park  Row,  on  sides  of  those  streets  opposite  to  trunk  lines  already 
built  there  (April  8,  i8go),  4,  303. 

BOWKER,  R.  R.  (Vice-Pres.  Edison  Electric  111.  Co.  of  N.  Y.) 

Statement  of,'' in  regard  to  proposed  resolution  in  reference  to  hand-holes  of  Edison 
Electric  111.  Co.  of  N.  Y.  (April  14,  1891),  5,  299. 

BROUGHTON,  JOHN  V. 

Communication  of,  regarding  losses  incurred  through  removal  of  poles  and  wires 
referred  to  Commissioner  of  Public  Works  (April  24,  i88g),  3,  136. 
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BROWN,  F.  E. 

Report  of,  that  wires  on  pole  line  on  east  side  of  Lincoln  ave.  have  been  transferred 
to  pole  line  on  west  side  of  ave.,  and  that  notice  has  been  sent  to  Bureau  of 
Incumbrances  requesting  removal  of  the  13  dead  poles  on  the  east  side  (March 
18,  1891),  5,  230. 

BROWN,  HAROLD  R 

Letter  of,  as  read  by  Com.  Gibbens  from  Evening  Post  of  June  5,  1888,  on  subject 
of  electric  light  wires,  and  suggesting  rules  for  station  lighting;  and  resolu- 
tion by  Board  that  suggested  rules  be  printed  in  the  minutes,  that  marked 
copies  be  sent'to  superintendents  of  electric  light  companies,  to  Westinghouse 
Co.,  to  Park  Benjamin,  Ralph  W.  Pope,  Prof.  Plympton  and  Mr.  Brown 
himself,  and  that  Sec’y  request  a reply  either  in  writing  or  by  appearing  before 
Board  (June  8,  1888),  2,  14-15. 

BROWNE,  WILLIAM  H. 

Statement  of,  that  the  three  distributing  ducts  applied  for  by  U.  S.  111.  Co.  on 
3d,,ave.  will  be  occupied  (March  31,  1890),  4,  291. 

Statement  of,  in  connection  with  communication  of  U.  S.  III.  Co.,  relative  to  use 
of  its  cable  in  steam-heated  subways  (April  8,’  i8go),  4,  295. 

Statement  of,  that  United  Electric  Light  & Power  Co.  has  sent  to  Board’s  Engi- 
neer its  applications  for  subways,  and  has  not  withdrawn  anything  (May  14, 
1890),  4,  324. 

Board  hears  in  connection  with  communication  of  United  Electric  Light  and  Power 
Co.  answering  communication  of  Board  asking  when  Brush  and  U.  S.  Cos. 
will  remove  their  wires  from  certain  streets  included  in  90  days’  notice  of 
Jan.  8,  1890  (June  18,  1890),  5,  21. 

Complaints  that  subways  applied  for  by  United  E.  L.  & P.  Co.  in  Duane  and  othei; 
streets  have  not  been  built,  and  states  that  Engineer , of  Board  informs  Co. 
that  it  must  first  conform  to  certain  requirements  which  are  apparently  not 
in  rules  or  minutes  (Dec.  4,  1890),  S,  75-76. 

Request  of,  that  Electric  Light  Companies  be  allowed  to  see  the  proposed  contract 
with  the  Empire  City  Subway  Company  and  other  papers  in  connection  there- 
with (Dec.  4,^  1890),  5,  91. 

Application  of,  on  behalf  of  United  E.  L.  & P.  Co.,  Brush  E.  111.  Co.  and  U.  S. 
111.  Co.  for  postponement  of  execution  of  proposed  contract  with  Empire  City 
Subway  Co.  until  electric  light  companies  should  examine  contract  and  papers 
(Dec.  8,  1890),  4,  104. 

Requests  on  behalf  of  United  E.  L.  & P.  Co.,  U.  S.  111.  Co.  and  Brush  E.  111.  Co. 
Board  to  require  Con.  Tel.  & E.  S.  Co.  to  build  house  connections  for  Com- 
panies, provided  expense  of  construction  was  paid  in  advance  (Dec.  10,  1S90), 
5,  127- 

States  that  United  E.  L.  & P.  Co.  has  been  delayed  in  certain  streets  included  in 
90  days’  notice  of  Dec.  16,  1890,  in  getting  underground,  and  agrees  to  furnish 
detailed  statement  in  reference  to  all  the  streets  of  the  notice,  if  given  rea- 
sonable time  and  action  is  delayed  (March  25,  1891),  5,  240. 

BRADLEY,  WILLIAM  H. 

Examination  of,  in  matter  of  explosions  of  gas  in  the  subways  (April  2,  1889), 
3,  97-100. 
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BROADWAY. 

Con.  T.  & E.  S.  Co.  directed  to  build  distributing  ducts  on,  from  Bowling  Green 
to  14th  St.,  and  in  14th  st.,  from  B’way  to  University  pi.,  for  electric  light  and 
power  service,  on  sides  of  streets  opposite  to  trunk  subways,  work  to  be 
complete  within  sixty  days,  and  time  of  90  days’  notice  as  it  affects  these  and 
adjacent  streets  extended  until  their  completion  (March  26,  i8go),  4,  267. 

Com.  Gilroy  (of  Dep’t  of  P.  W’s)  complains  that  distributing  ducts  ordered  for 
Broadway  have  not  been  built,  and  that  the  paving  of  the  street,  if  undertaken 
now,  will  be  retarded  on  that  account,  and  Mr.  Ridgway  (Vice-Pres.  Con.  T. 
& E.  S.  Co.)  promises  to  go  on  with  work  shortly  (May  19,  1890),  5,  2. 

Reference  to  Commissioner  of  Public  Works  and  the  Engineer  of  the  Board  as  to 
which  is  better,  a subway  on  the  west  side  of  Broadway,  bet.  Houston  st.  and 
Bowling  Green,  or  subsidiary  connections  from  subway  on  east  side  to  west 
side  (March  25,  1891),  5,  241. 

Engineer  reports  that  Comm’r  of  Public  Works  will  grant  to  Con.  T.  & E.  S.  Co. 
permits  for  Broadway,  but  work  must  be  done  before  repaving  (March  30, 
1891),  2,  281. 

BROOKS,  DAVID. 

Communication  of,  requesting  Board  to  authorize  its  Electrical  Expert  to  visit 
Philadelphia  to  examine  his  system  of  underground  electrical  conductors;  and 
statement  of  Mayor  Grant  that  he  is  willing  that  both  the  Expert  and  the 
Engineer  should  go  to  Philadelphia  (March  il,  i8gi),  S,  212. 

BRUSH  ELECTRIC  ILLUMINATING  COMPANY. 

Application  of,  to  erect  1,115  poles  in  various  parts  of  the  City  (July  15,  1887),  I,  24. 

Communication  of,  stating  that  it  has  contracted  for  a cable  for  subway  on  Broad- 
way, from  14th  to  34th  street  (Dec.  22,  1887),  i,  209. 

Communication  of,  stating  that"  it  cannot  complete  its  contracts  for  city  lighting 
without  supporting  poles  between  the  lampposts  (Dec.  22,  1887),  l.  232.  ^ 

Application  of,  to  repair  wires  and  trim  lamps  on  Broadway,  from  14th  to  34th  st., 
pending  placing  of  cables  in  subway ; and  resolution  of  Board  granting  permit 
for  repair  of  lines  in  streets  where  ordered  underground,  for  three  weeks,  and 
providing  for  removal  of  permit  for  such  time  as  may  be  necessary  (June  ii, 
1888),  2,  17. 

Com.  Gibbens  states  that  Co.  is  no  longer  in  position  it  was  in  yesterday,  and,  on 
his  motion,  Co.’s  application  to  set  supporting  poles  for  city  lighting  is  re- 
ferred to  the  Engineer  and  E.  A.  Leslie  (June  ii,  1888),  2,  18. 

Communication  of,  giving  copy  of  resolution  authorizing  its  executive  officers  to 
contract  for  cable  for  use  in  Broadway,  from  14th  to  34th  st.  (June  13,  18S8), 
2,  19. 

Communication  of  Mr.  Leslie,  asking  time  to  report  on  matter  referred  to  him  and 
the  Engineer;  statement  of  Com.  Gibbens  that  the  Engineer  is  not  ready  to 
report  and  motion  of  the  Commissioner  that  the  applications  of  Co.  be  laid 
on  table  until  committee  report;  and  resolution  granting  the  motion  (June 
13,  1888),  2,  19. 

Resolution  (moved  by  Com.  Hess)  granting  application  of,  to  set  supporting  poles 
to  carry  two  wires  for  city  lighting,  on  2d  ave. ; provided  (i)  Co.  shall  agree 
to  obey  rules  of  Board  and  to  place  its  conductors  in  subways  when  provided, 
and  will  forthwith  remove  its  conductors  and  fixtures  from  streets  when 
ordered,  (2)  the  conductors,  fixtures,  poles,  insulation  and  mode  of  construe- 


tion  shall  be  approved  in  writing  by  the  Engineer  and  the  Electrical  Expert, 
(3)  Co.  shall  agree  not  to  run  its  plant  without  a certificate  of  inspection  from 
the  Expert  of  the  Board,  etc. ; statement  of  Com.  Hess  that  he  had  mis- 
named locality  in  resolution;  resolution  (moved  by  him)  to  reconsider;  and 
substitute  resolution  (moved  by  him)  naming  Ave.  B,  from  14th  to  22d  st., 
Irving  pi.,  from  i6th  to  20th  st..  Grand  st.,  from  B’way  to  Sullivan  st.,  ist 
ave..  from  14th  to  59th  st.,  8th  st.,  from  3d  to  ist  ave.,  as  localities,  with  same 
proviso  as  original  resolution  (June  15,  1888),  2,  24-26. 

Communication  of  Standard  Underground  Cable  Co.,  stating  that  it  has  closed  a 
contract  with  Brush  Electric  111.  Co.  for  one  mile  of  its  8-conductor  No.  4 
Brown  & Sharpe  Gauge  arc  light  cable,  and  for  placing  the  same  in  subway 
in  Broadway,  from  14th  to  35th  st.  (July  2,  1888),  2,  31. 

Com.  Gibbens  moves  that  resolution  adopted  at  last  meeting,  granting  permit  to 
Co.,  be  reconsidered,  and  that  the  permit  and  the  application  for  permit  be 
laid  on  table,  and  motion  lost  (July  2,  1888),  2,  51. 

Permit  of,  to  repair  in  streets  where  ordered  underground  directed  to  be  renewed 
and  time  of  limitation  extended  up  to  and  including  Aug.  i,  1888  (July  2, 
1888),  2,  62. 

Communication  of  Standard  Underground  Cable  Co.,  enclosing  sample  of  cable 
which  it  is  making  for  Co.  (July  16,  1888),  2,  70. 

Sample  of  cable  referred  to  Electrical  Expert  for  his  opinion  and  report  (July 
16,  1888),  2,  75. 

Communication  of,  giving  list  of  some  poles  removed,  and  stating  that  it  will  sub- 
mit to  Electrical  Expert  in  a day  or  two  sample  of  insulated  wire  (Aug.  8, 
1888),  2,  95. 

Application  of,  to  repair  wires  and  replace  fixtures  at  358  6th  ave.,  and  to  con- 
nect electric  lamps  at  809-811  Broadway,  granted  (Oct.  17,  1888),  2,  168. 

Applications  of,  to  tonnect  electric  lamps  granted  (Oct.  17,  1888),  2,  170. 

Application  of,  to  set  pole  temporarily  on  i6th  st.,  bet.  B’way  and  5th  ave.,  granted 
(Oct.  17,  1888),  2,  170. 

Application  of,  to  connect  lamps  at  various  places  granted  (Oct.  19,  1888),  2,  189. 

Application  of,  to  connect  electric  lamps  at  various  places  granted  (Oct.  30,  1888), 
2,  209.  (Nov.  13,  1888),  2,  234.  (Nov.  23,  1888),  2,  250. 

Authorized  to  build  part  of  consolidation  line  on  ist  ave.,  from  spth  to  14th  st., 
on  condition  that  line  be  completed  under  direction  of  the  Expert  and  the 
Engineer  within  35  days,  etc.  (Dec.  4,  1888),  2,  259. 

Sec’y  directed  to  issue  permits  for  certain  lamp  connections,  and  application  of,  to 
set  pole  in  36th  st.  referred  to  Electrical  Expert  (Dec.  4,  1888).  2,  265. 

Application  of,  for  certain  lamp  connection  laid  on  table  until  disposition  of  injunc- 
tion in  suit  of  U.  S.  Ill  Co.  vs.  Board  (Dec.  7,  1888),  2,  270. 

Application  of,  for  cut-box  on  pole  at  893  Broadway  and  for  certain  lamp  connec- 
tions granted  (Dec.  ii,  1888),  2,  276. 

Application  of,  to  put  a cut-box  on  pole  at  750  Broadway  granted  (Dee.  21,  1888), 
2,  288. 

Application  of,  to  string  wires  on  condeir.ned  pole  line  of  Western  U.  T.  Co.  on 
Ave.  A,  from  Essex  to  23d  st.,  Co.  agreeing  to  abandon  its  own  pole  line, 
denied  (Jan.  18,  1889),  2,  313. 

Communication  of,  acknowledging  receipt  of  90  days’  notice  of  Nov.  16,  1888,  stating 
willingness  to  go  in  subways,  and  that  if  cable  already  ordered  will  not  work 
will  order  new  one  (Feb.  25,  1889),  2,  351. 


Resolution  directing  Sec’y  to  write  to  Co.  and  state  that  Board  will  request  Mayor 
to  take  summary  action  unless  its  poles  and  wires  are  removed  from  streets 
where  subways- have  been  provided  within  45  days  from  Feb.  18,  ’89  (Feb. 
25,  1889),  2,  353. 

Application  of,  to  connect  lamp  denied  (Feb.  25,  ’89),  2,  376. 

Application  of,  to  connect  motor  at  853  B’way  reported  on  by  the  Engineer  and  the 
Expert,  and  application  denied  (Feb.  25,  1889),  2,  384. 

Application  of,  to  connect  lamps  at  various  places  reported  on  by  the  E.  E.  and 
E.,  and  application  denied  (Feb.  25,  1889),  2,  386. 

Communication  of  Mayor  in  respect  to  certain  wires  of  (March  .19,  1889),  3,  ii. 

Anplication  of,  to  make  connections  with  its  circuits  at  certain  places  granted 
(May  29,  1889),  3,  189- 

Applications  of,  to  connect  electric  lamps,  to  make  motor  connections,  and  to  change 
position  of  certain  lamps,  granted  (June  13,  1889),  3,  212. 

States  (through  Supt.  Speers)  that  it  has  not  examined  cement-lined  conduits, 
but  will  use  any  conduit  that  is  laid  for  it  (June  26,  1889),  3,  270. 

Applications  of,  for  lamp  connections  granted  (June  26,  ’89),  3,  281. 

Communication  of,  stating  that  in  accordance  with  Com.  Gibbens’  directions  of 
20th  inst.,  it  has  discontinued  underground  service,  and  that  it  will  hold  Board 
responsible  for  direct  and  contingent  damages  (Aug.  15,  1889),  3,  291.  State- 
ment of  Com.  Gibbens  that  cable  of,  was  not  in  order ; and  resolution  that  com- 
munication of,  lie  on  table  without  action,  293. 

Communication  of,  complaining  of  removal  of  its  city  circuit  on  59th  st.  without 
notice,  and  requesting  replacement  free  of  expense  (Aug.  15,  1889),  3,  293. 
And  statement  of  Com.  Gibbens  that  poles  were  dead  and  properly  removed; 
and  resolution  that  communication  of  Co.  lie  on  table  without  action,  294,  295. 

Permits  directed  to  issue  upon  its  applications  to  connect  lamps  at  certain  places 
(Aug.  15,  ’89),  3,  334- 

Application  of  Robinson  & Wallace  for  change  of  position  of  Brush  pole  referred 
to  Engineer,  and,  if  application  approved,  permit  directed  to  issue  (Aug.  15, 
1889),  3,.339- 

Application  of,  for  overhead  connections  at  220  Bowery,  and  to  hang  lamps  in  front 
of  Union  Scjuare  Theatre,  laid  over  (Aug.  17,  1889),  3,  367. 

Communication  of,  stating  in  reply  to  complaint  that  it  supposed  it  had  a permit 
for  the  150  feet  of  wire  run  across  Broadway  to  connect  at  622  Broadway 
(Sep.  12,  1889),  3,  371.  Discussion  of  matter  of  communication,  by  Mayor 
Grant  and  Com.  Gibbens ; and  resolution  of  Com.  Moss  that  copy  of  communi- 
cation be  transmitted  to  District  Attorney  (Sep.  12,  1889),  3,  372. 

Applications  of,  for  lamp  connections  granted  (Sep.  12,  1891),  3,  391. 

Statement  of  Mr.  Speer,  Supt.  of  Brush.  Co.,  that  wires  of  Co.  are  in  best  pos- 
sible condition,  in  connection  with  subject  of  recent  deaths  by  contact  with 
electric  wires  discussed  at  meeting  (Oct.  9,  1889),  4,  15-34- 

Conimunication  of,  in  reply  to  communication  of  Mayor,  relating  to  casualties  from 
electrical  wires,  and  to  condition  of  its  wires  as  to  insulation  (Oct.  10,  1889), 

4,  47- 

Communication  of,  offering  to  build  certain  subways,  and  to  enter  into  contract 
similar  to  that  of  Board  with  Con.  T.  & E.  S.  Co. ; and  resolution  laying  com- 
munication of,  on  table  for  time  being  (Oct.  14,  1889),  4,  66-68. 

Mr.  Cravath  offers,  on  behalf  of  the  Brush,  the  United  States  and  the  Safety 
Electric  Light  Companies,  to  build  subways,  at  rentals  25  per  cent,  less  than 
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present  rates,  and  make  that  a portion  of  contract  and  of  bond,  and  to  give 
bend  for  $750,000.  And  Mr.  Peckham  makes  the  same  offer  on  behalf  of  the 
Standard  Electrical  Subway  Co.  (Oct.  14,  1889),  4,  85. 

Application  of,  to  reset  four  poles  on  4th  st.,  bet.  Bowery  and  2d  ave.,  etc.,  granted 
(March  26,  ’go),  4,  275.  . 

Electric  L.  Co.’s  directed  to  furnish  Engineer  number  of  ducts  they  rec[uire  and 
will  occupy  in  subways  ordered  by  previous  resolution,  or  others,  if  any,  to  be 
ordered,  and,  in  default,  Englineer  to  proceed  according  to  best  judgment. 
Brush  Co.,  by  its  representative,  states  willingness  of  Co.  to  give  guarantee 
that  space  applied  for  is  actually  required.  Electric  L.  & P.  Co.’s  directed,  in 
making  application  for  space  in  subways  hereafter  to  be  constructed,  to  accom- 
pany same  with  bond  satisfactory  to  Engineer,  conditioned  that  ducts  applied 
for  are  required  and  will  be  occupied  (April  8,  ’90),  4,  299. 

Communication  of  United  E.  L.  & P.  Co.,  U.  S.  111.  Co.  and  Brush  E.  Ill  Co., 
withdrawing  applications  of  for  ducts,  and  that  they  will  furnish  new  state- 
ment of  requirements  at  early  day.  Discussion  of  communication,  and  of  ap- 
plications for  space  in  subways  generally.  Adjournment  to  Monday,  with 
understanding  that  Co.’s  will  have  applications  ready  by  that  time  (May  16, 
1890),  4,  329,  330. 

Communication  of  U.  E.  L.  & P.  Co.,  enclosing  list  of  subway  requirements  of,  and 
of  U.  S.  and  Brush  Co.’s,  etc.  List  of  subway  requirements  of  the  said  Com- 
panies (May  ig,  1890),  5,  4-8. 

Secretary  directed,  in  case  U.  S.  and  Brush  Co.’s  have  not  their  wires  in  subways 
in  certain  streets  in  thirty  days,  to  notify  Mayor,  when  an  order  will  be  given 
to  the  Com.  of  P.  W’s  for  their  removal  (overhead)  in  those  streets  (Aug. 
22,  i8go),  5,  35. 

Report  of  the  Engineer  in  relation  to  rentals  (Sep.  19,  i8go),  5,  51. 

Argument  of  Joseph  H.  Choate  on  behalf  of,  and  of  U.  S.  111.  Co.  on  subject  of 
Engineer’s  report  in  relation  to  rentals  (Sep.  19,  i8go),  5,  57. 

Board  hears  representation  of,  in  opposition  to  proposed  contract  with  Empire 
City  Subway  Co.,  who  pleads  for  delay  in  absence  of  Mr.  Cravath,  its  Coun- 
sel (Dec.  10,  1890),  5,  107. 

Counsel  ofj  protests  against  action  of  Board  in  fixing  rentals,  on  ground  of  no  evi- 
dence before  Board,  that  action  is  arbitrary,  summary,  without  hearing  to  com- 
panies, and  without  full  investigation  of  facts  (Dec.  10,  1890),  5,  123. 

Requests  Board  to  require  Con.  Tel  & E.  S.  Co.  to  build  house  connections  for  it, 
provided  cost  of  construction  is  paid  in  advance  (Dec.  10,  i8go),  5,  127. 

Application  of,  to  connect  overhead  25  city  lampposts  on  8th  ave.  reported  upon 
by  E.  E.,  and  application  denied.  Application  of,  to  connect  overhead  city 
lampposts  on  loth  ave.  referred  to  E.  E.  (Jan.  2,  1891),  5,  141,  142. 

Mr.  Cravath  states  that  Brush  and  United  States  Companies  have  no  objection  to 
resolution  establishing  First  Proscribed  District,  that  almost  all  their  wires 
are  now  in  the  subways,  and  that  by  the  ist  of  June,  wherever  they  can  be 
placed  in  subways,  they  will  be  placed  there.  Communications  of  Brush  and 
U.  S.  Co.’s,  stating  the  condition  of  their  service  in  First  Proscribed  District 
and  their  subway  requirements  there  (Feb.  27,  1891),  5,  167-170. 

Mr.  Cravath  states  that  Brush  and  U.  S.  Co.’s,  in  pursuance  of  90  days’  notice 
of  Dec.  9,  i8go,  had  removed  wires  from  certain  streets,  and  would  remove  soon 
wires  from  certain  other  streets,  and  pleaded  for  extension  of  notice  in  the 
other  streets.  Resolution  extending  notice  to  April  15,  1891,  as  affecting  certain 
streets  (March  30,  i8gi),  5,  277,  278. 
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Report  of  Electrical  Expert,  giving  list  of  lines  of  Brush  and  U.  S.  and  other 
companies  still  up  in  First  Proscribed  District  (May  27,  1891),  5,  381. 

BUEHLER  & BATEMAN. 

Application  of,  to  run  four  electric  light  wires,  Edison  incandescent  system,  from 
Am.  E.  Co.  stables,  48th  st.  and  4th  ave.,  to  offices  of  Co.,  Madison  ave.  and 
48th  st.,  one  pole  located  at  4th  avenue  and  48th  st.,  granted  (Oct.  21,  1887), 
I,  182. 

BUREAU  OF  INCUMBRANCES. 

Statement  of  Com.  Gibbens  that  Board  has  before  it  a number  of  letters  of  U.  S. 
Ill  Co.  addressed  to  Supt.  Bureau  of  Incumbrances,  protesting  against  re- 
movah  of  its  poles  and  wires  reported  to  Bureau  as  dead  claimed  by  Co.  to 
be  alive;  and  resolution  (moved  by  Com.  Gibbens)  that  letters  be  returned  to 
Com.  of  P.  W’s,  and  that  he  be  informed  that  he  is  referred  to  letter  sent  to 
him  Aug.  13,  ’88,  wherein  it  is  stated  that  dead  poles  and  wires  are  those  either 
(i)  not  actually  in  use  or  (2)  not  necessary  to  business  of  Co.,  and  that  all 
the  poles  and  wires  complained  of  which  have  been  removed  are  known  to 
have  been  dead  poles  and  wires  under  this  distinction  (Sep.  18,  1888),  2,  119. 

Communication  of,  enclosing  letters  received  by  Superintendent  Richardson  from 
U.  S.  111.  Co.  relative  to  dead  poles  and  fixtures  reported  to  Bureau  by  Board, 
and  rec[uesting  advice  regarding  letters  (Oct.  19,  1888),  2,  181. 

Statement  of  Com.  Gilroy,  of  Department  of  P.  W’s,  that  Department  will  not  be 
able  to  continue  work  of  removal  of  incumbrances  beyond  the  month  for  lack 
of  appropriation  (June  13,  1889),  3,  204. 

See  also  under  head  of  Department  of  Public  Works. 

BURKE,  J.  H. 

Report  of,  that  West  Side  Electric  and  Power  Co.  has  built  a subway  across  S2d 
st.,  west  of  loth  ave.  (April  14,  1891),  S,  288. 

Report  of,  that  East  River  E.  L.  Co.  has  not  removed  its  wires  from  pole  south- 
west corner  of  24th  st.  and  3d  ave.  (April  14,  1891),  5,  291. 

BUTTS,  A.  C. 

Submits  protest  of  property-owners  of  23d  and  24th  Wards  against  erection  of 
poles  for  trolley  railway  system  signed  by  146  names,  and  argues  in  support 
of  it  (Jan.  23,  1891),  S,  150. 


C. 

C.  & C.  MOTOR  COMPANY. 

Secretary  authorized  to  issue  a permit  to,  subject  to  approval  of  E.  E.,  to  run  a 
wire  from  top  of  its  building  on  Greenwich  st.,  over  housetops,  acsoss  Hubert 
st.,  to  top  of  Hillis  building  on  Washington  st.  (April  23,  i8go),  4,  304. 

CANADIAN  PACIFIC  RAILWAY  COMPANY. 

See  under  head  of  Manhattan  Electric  Light  Company  (March  19,  1889),  3,  8-io- 

CEMENT-LINED  CONDUITS. 

Board  considers  and  discusses  communication  of  U.  S.  111.  Co.,  requesting  adoption 
by  Board  of  cement-lined  conduits  for  electric  light  and  power  subways,  and 
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hears  Engineers  Kearny  and  Beckwith,  Pres.  Jackson,  of  U.  S.  111.  Co.,  and 
Mr.  Cohen,  representing  Con.  T.  and  Electrical  Subway  Company  (June  26, 
1889),  3,  269-272. 

CALLENDER  INSULATING  AND  WATERPROOEING  COMPANY. 

Communication  of,  enclosing  sample  of  cable  which  it  proposes  to  furnish  East 
River  Electric  Light  Company  (Sep.  18,  1888),  2,  126.  Resolution  referring 
communication  to  E.  E.,  and  directing  him  to  reply  that  he  will  make  a test 
of  cable  when  placed  in  subway,  127. 

CENTENNIAL  CELEBRATION. 

Statement  of  Com.  Gibbens  that  there  was  a communication  of  Hon.  Wm.  R. 
Stewart,  Chairman  of  one  of  the  committees  of  the  Centennial  Celebration, 
asking  to  make  connection  with  Edison  system  to  light  arch  in  5th  ave.  at 
Washington  square,  and  that  he  had  written  Mr.  Stewart  to  be  present  to- 
day. Statement  of  Mayor  Grant  of  receipt  by  him  from  S.  V.  R.  Cruger, 
Chairman  of  a committee  on  Centennial  Celebration,  of  communication  stating 
that  committee  had  applied  to  Western  U.  T.  Co.  to  place  wire  at  its  disposal 
along  line  of  march.  Statement  of  Com.  Gibbens  that  communication  had 
been  received  from  Supt.  McCormick  that  if  wire  could  be  carried  from 
candelabra  lamppost  opp.  5th  Ave.  Hotel  to  nearest  lamp  in  Madison  Square 
Park  then  that  lamp  could  be  lighted.  Matter  of  communications  discussed. 
Communications  of  chairmen  of  committees  and  of  Supt.  McCormick  referred 
to  Electrical  Expert  to  investigate  and  report  to-morrow  (April  24,  1889), 
3,  122-127. 

Resolution  that  permit  be  granted  to  William  R.  Stewart,  Chairman,  etc.,  to  light 
arch  in  5th  ave.  at  Washington  sq.  for  ten  days.  Resolution  of  Com.  Gibbens 
(as  amended  by  motion  of  Mayor  Grant)  that  committee  be  appointed  by  Chair, 
to  consist  of  one  member  of  Board,  the  Chairman  of  Board,  and  Supt.  McCor- 
mick, and  that  committee  be  directed  to  issue  to  U.  S.  111.  Co.  ten-day  permits 
to  light  parks,  public  places,  etc.,  during  Centennial  time  (April  25,  1889),  3,  160. 

CENB^RAL  LABOR  EEDERATION  OF  NEW  YORK. 

Letter  of,  containing  resolution  adopted  by,  in  relation  to  accident  at  cor.  Chambers 
and  Centre  streets,  ordered  placed  on  file  (Oct.  14,  1889),  4,  68. 

CENTRAL  TAXPAYERS’  ASSOCIATION. 

Assemblyman  Nicholas  R.  O’Connor,  on  behalf  of,  made  verbal  protest  against 
granting  by  Board  of  permits  to  string  wires  in  certain  districts  in  Harlem 
(June  8,  1888),  2,  16. 

CHERRY,  M.  ^ ■ 

Statement  of  Com.  Gibbens  that  Board  has  communication  from,  in  relation  to  loss 
sustained  by  him  through  removal  of  pole,  and  reference  of  communication  to 
Commissioner  of  Public  Works  (April  24,  1889),  3,  136. 

CHICAGO  ELECTRIC  LIGHT  LAWS. 

Abstract  of  (Jan.  20,  1888),  i,  297. 

CHOATE,  JOSEPH  H. 

Board  hears,  on  behalf  of  Safety  E.  L.  & P.  Co.,  U.  S.  111.  Co.  and  Brush  E.  111. 
Co.,  on  right  of  Board  to  make  contracts  with  others  beside  Con.  T.  & E.  S. 


Co.  to  build  subways,  each  of  said  Cos.  having  made  application  to  build  sub- 
ways for  its  own  accommodation  (Oct.  14,  1889),  4,  82. 

Argument  (in  part)  of,  on  behalf  of  United  States  and  Brush  Companies,  in  rela- 
tion to  the  report  of  the  Engineer  on  subway  rentals,  and  the  fixing  of  such 
rentals  by  the  Board  (Sep.  19,  1890),  5,  57-6o.  (See  argument  in  full  in 
verbatim  report  of  meeting  on  file  in  office.) 

CITIZENS’  ELECTRIC  LIGHT  COMPANY. 

Application  (informal)  of,  for  franchise  (Dec.  4,  1888),  2,  261. 

Secretary  directed  to  notify  to  make  out  application  for  franchise  in  customary 
form  (Dec.  4,  1888),  2,  262. 

Communication  of,  in  relation  to  its  application  for  franchise.  Statement  of  Com. 
Gibbens  that  its  application  had  been  referred  to  him.  Communication  also 
referred  to  him  (Jan.  18,  1889),  2,  329. 

See  also  under  Franchises. 

CITIZENS’  ASSOCTATION  OF  BOSTON. 

Communication  of,  requesting  information  as  to  whether  there  is  any  rule  or  ordi- 
nance specifying  time  (night  or  day)  when  subways  must  be  laid  (Sep.  18, 
1888),  2,  117. 

CITY  LIGHTING. 

Permits  for  erection  of  posts  and  poles  for  city  lighting  shall  be  hereafter  granted 
on  the  condition  that  the  company  shall  yield  to  another  company  obtaining  the 
contract  thereafter,  on  tender  of  first  cost  of  posts  and  poles,  the  ownership  of 
same  (Oct.  4,  1887),  i,  144. 

Resolution  providing  for  subways  where  there  are  no  overhead  wires,  in  streets 
under  contract  for  city  lighting,  offered  by  Com.  Gibbens,  and  lost  (Oct.  4> 
1887),  I,  145. 

Resolution  offered  by  Com.  Gibbens  authorizing  Secretary  to  issue  permits  to  com- 
pany to  stretch  wires  or  cables  for  city  lighting  upon  poles  of  another  company, 
providing  permission  can  be  obtained,  in  streets  where  there  are  no  subways. 
Motion  to  lay  on  table  lost.  Resolution  itself  lost  (Oct.  4,  1887),  i,  148,  149- 

Lists  of  streets  to  be  lighted  by  electricity  under  award  made  by  Gas  Commission 
(Oct.  4,  1887),  I,  151. 

Resolution  authorizing  Secretary  to  issue  permits  to  company  to  stretch  wires  c.. 
cables  for  city  lighting  upon  poles  of  another  company,  provided  permission  can 
be  obtained,  in  streets  where  there  are  no  subways  (Oct.  20,  1887),  i,  173- 

Resolution  providing  for  subways  where  there  are  no  overhead  wires,  in  streets 
under  contract  for  city  lighting,  offered  by  Com.  Gibbens,  and  lost  (Oct.  20, 
1887),  I,  173- 

Communication  of  Am.  E.  Mfg.  Co.,  requesting  Board  to  make  some  provision 
that  will  enable  it  to  carry  out  contract  for  lighting  certain  streets  (Oct.  21, 
1892),  I,  181. 

Application  of  Harlem  L.  Co.,  to  erect  lampposts  on  3rd  ave.  and  on  i2Sth  st. 
Resolution  of  Mayor  Hewitt  granting  application,  style  of  posts  to  be  sub- 
mitted to  and  approved  by  committee  composed  of  Engineer  and  President 
of  Board  (Oct.  21,  1887),  i,  181. 

Communication  of  Brush  E.  111.  Co.,  stating  that  it  cannot  complete  its  contracts 
for  city  lighting  without  supporting  poles  bewe'en  the  lampposts  (Dec.  22. 
1887),  I,  232. 
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Report  of  Com.  Hess  and  the  Engineer,  committee  on  lampposts  for  city  light- 
ing,; and  resolution  adopting  report  (Dec.  22,  1887),  i,  233-237. 

All  applications  for  city  lighting  laid  on  table  pending  action  by  Gas  Commission 
for  coming  year  (April  17,  1888),  i,  286.  - ^ 

Application  of  Brush  E.  111.  Co.,  to  set  supporting  poles  in  certain  streets  for 
city  lighting  referred  to  the  Engineer  and  E.  A.  Leslie  (June  ii,  1888),  2,  18. 

Application  of,  to  set  supporting  poles  to  carry  wires  for  city  lighting  on  certain 
streets,  under  conditions  (June  15,  1888),  2,  26. 

Commissioners  Gibbens  and  Moss  authorized,  in  cases  of  special  emergency,  for 
public  lighting,  to  act  without  report  to  and  without  authority  of  Board 
(Aug.  8,  1888),  2,  102. 

Application  of  Mount  Morris  E.  L.  Co.,  to  connect  certain  electric  lamps  awarded 
it  by  the  city  granted  (Aug.  15,  1889),  3,  335. 

Permits  directed  to  issue  to  U.  S.  111.  Co.  for  connections  for  city  lamps  at  cer- 
tain mentioned  places  (Aug.  17,  1889),  3,  357. 

Report  of  E.  E.  on  application  of  North  N.  Y.  L.  Co.  to  erect  and  connect  city 
lamps  where  awarded  contracts  for  lighting.  Resolution  stating  judgment  of 
Board  to  be  that  lamps  should  be  erected  on  one  side  of  street  only  (April 
20,  1891),  5,  323,  324. 

Engineer  and  the  Expert  empowered  to  grant  permit  to  North  N.  Y.  L.  Co.  to 
m;ake  connections  and  erections  as  will  enable  it  to  carry  out  contracts  for 
city  lighting  (June  2,  1891),  5,  385. 

CITY  RECORD. 

Secretary  directed  to  have  minutes  of  meetings  printed  in  City  Record,  and  to 
have  sufficient  copies  printed  for  use  of  Board  and  for  distribution  to  all 
electrical  companies  desiring  them  (May  27,  1891),  5,  381. 

CIVIL  SERVICE. 

Communication  of  N.  Y.  City  Civil  Service  Supervisory  Board  notifying  Board 
of  passage  of  and  approval  by  Mayor  of  resolution  amending  classification 
of  persons  in  employ  of  city  by  adding  employees  of  Board.  Resolution  re- 
ferring communication  to  Attorney  General,  for  opinion  as  to  whether  em- 
ployees are  subject  to  this  classification  (Aug.  4,  1887),  i,  74,  75. 

Communication  of  Secretary  of  State  Civil  Service  Commission,  transmitting 
copy  of  opinion  of  .Attorney  General  deciding  that  members  of  Board  are 
State  officers  and  its  subordinates  subject  to  State  Civil  Service,  and  with 
view  to  proper  classification  requesting  names,  positions,  etc.,  of  persons  in 
Board’s  employ.  Opinion  of  Attorney  General  as  above  (April  17,  1888), 
I,  267. 

Resolution  directing  Secretary  to  request  State  Civil  Service  Board  to  certify 
names  of  persons  found  qualified  after  examination  to  fill  positions  of  four 
inspectors  of  underground,  construction;  and  directing  inspectors,  after  ap- 
pointment, to  report  for  duty  to  Engineer,  who  shall  assign  them  to  super- 
vision of  work  done  by  Con.  Tel.  & E.  S.  Co.,  which  shall  pay  them  monthly 
at  rate  of  $4  per  diem  for  such  time  as  is  certified  to  by  the  Engineer.  Also 

Resolution  directing  Secretary  to  request,  etc.,  to  fill  positions  of  four  inspectors 
of  electrical  conductors,  and  directing  inspectors,  when  appointed,  to  report 
for  duty  to  Electrical  Expert,  who  shall  assign  them  to  work,  and  whose 
compensation  shall  be  at  rate  of  $4  per  diem  for  time  actually  employed.  Also 
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Resolution  directing  Secretary  to  request^  etc.,  to  fill  position  of  Electrical  Ex- 
pert, whose  compensation  shall  be  at  rate  of  $2,500,  etc.  (April  17,  1888),  i, 

276,  277.  ...  ■C'  T 

Certification  by  Secretary  of  State  Civil  Service  Board  of  R.  J.  Reilly,  F.  J. 
Fitzpatrick  and  Malcolm  S.  Keyes  from  register  of  persons  eligible  as  In- 
spectors of  Electrical  Conductors.  Also 

Certification  of  Wm.  Mitchell,  Henry  E.  Barton  and  Leonard  W^agei  as  In- 
spectors of  Underground  Construction.  Also 

Certification  of  Schuyler  S.  Wheeler,  Geo.  P.  Wardell  and  Edw.  M.  Waring  as 
persons  eligible  for  Electrical  Expert  (June  8,  1888),  2,  5. 

Resolution  that  certified  candidates  be  notified  to  appear  on  Monday  before  Board 
for  personal  examination.  And 

Resolution  that  Secretary  request  Civil  Service  Board  to  certify  others  competent 
for  positions  named  (June  8,  1888),  2,  6. 

Resolution  appointing  William  Mitchell,.  Henry  E.  Barton  and  Leonard  H. 
Wager  Inspectors  of  Underground  Construction  on  probation  (June  13, 
1888),  2,  20. 

Resolution  directing  men  who  have  been  selected  as  Inspectors  of  Underground 
Construction  to  report,  2,  20. 

Resolution  appointing  F.  J.  Fitzpatrick  Inspector  of  Electrical  Conductors  on 
probation.  And 

Resolution  appointing  Malcolm  S.  Keys  Inspector  of  Electrical  Conductors  on 
probation  (June  13,  1888),  2,  20. 

Com.  Gibbens  moves  appointment  of  R.  J.  Reilly  as  Inspector  of  Electrical  Con- 
ductors. And 

Com.  Gibbens’  motion  tabled  by  motion  of  Com.  Hess  (June  13,  1888),  2,  20. 

Secretary  directed  to  request  State  Civil  Service  Board  to  send  further  names  for 
position  of  Inspector  of  Electrical  Conductors  (June  13,  1888),  2,  20. 

Resolution  of  Com.  Gibbens  for  appointment  of  Schuyler  S.  Wheeler  as  Elec- 
trical Expert  laid  on  table  by  resolution  moved  by  Com.  Hess  (June  13, 
1888),  2,  21. 

Inspectors  of  Electrical  Conductors  selected  by  Board  directed  to  report  to 
Secretary  to-morrow  for  duty  (June  13,  1888),  2,  21. 

Schuyler  S.  Wheeler  appointed  Electrical  Expert  on  probation  (June  15,  1888), 
2,  22. 

Secretary  directed  to  certify  to  State  Civil  Service  Board  as  appointees  on  pro- 
bation, Robert  J.  Reilly  and  George  W.  Roth,  and  to  notify  inspectors  to 
report  for  duty  June  16  (June  15,  1888),  2,  22. 

Communication  of  Secretary  of  State  Civil  Service  Commission  acknowledging 
receipt  of  communication  from  Board  certifying  to  appointment  of  Wheeler, 
Reilly  and  Roth,  and  stating  that  there  is  still  on  list  two  Electrical  Experts, 
two  Inspectors  of  Underground  Construction  and  nine  Inspectors  of  Elec- 
trical Conductors.  Communication  laid  on  table  (July  2,  1888),  2,  52,  53. 

Com.  Gibbens,  after  stating  declination  of  Robert  G.  Reilly  to  serve  as  Inspector 
of  Electrical  Conductors,  moves  that  name  of  Christopher  P.  Reillly  be  ac- 
cepted and  adopted  in  his  place.  Com.  Hess  moves  to  amend  by  substituting 
name  of  M.  B.  Field.  Amendment  lost.  Original  resolution  adopted.  And 
Secretary  directed  to  inform  Civil  Service  Board  of  Christopher  P.  Reilly  s 
appointment  and  ask  for  another  list  of  names  (Aug.  8,  1888),  2,  97- 

Commissioner  Gibbens;  has  read  and  gives  notice  that  he  will  call  up  at  next 
meeting 
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Resolution  for  appointment  of  Clerk  of  Record  of  Klectrical  Conductors,  at  salary 
of  $1,200  per  anuum;  Permit  Clerk,  at  like  salary,  with  specifications  ot 
duties  of  each,  and  directing  Secretary  to  request  State  Civil  Service  Board 
to  examine  inspectors  for  promotion  to  first  named  position,  employees  of 
Board  to  the  second,  and  to  examine  candidates  for  vacancies  created  by 
promotions,  and  to  certify  the  names  of  four  Inspectors  of  Subway  Con- 
struction (June  13,  1889),  3,  224. 

Resolution  that  copy  of  resolution  providing  for  increase  of  office  force  be  sent 
to  Com.  1 . & E.  S.  Co.  and  to  each  electrical  company,  accompanied  by  a 
communication  asking  them  to  state  any  objections  to  proposed  increase  of 
expense  (June  26,  1889),  3,  274. 

Secretary  directed  to  notify  Civil  Service  Commission  of  appointment  of  John 
B.  Trainei  as  Assistant  Secretary  in  place  of  Frederick  A.  Lovecraft,  resigned, 
to  take  effect  from  this  date  (Aug.  15,  1889),  3,  312. 

Resolution  of  Com.  Gibbens  of  June  3d  called  up  and  adopted,  except  last  para- 
ff^^ph  directing  Secretary  to  request  State  Civil  Service  Board  to  examine 
candidates  for  vacancies  created  by  promotions  and  to  certify  the  names  of 
four  Inspectors  of  Subway  Construction  (Aug.  15,  1889),  3,  313. 

Secretary  directed  to  request  State  Civil  Service  Commission  to  examine  candi- 
dates for  three  additional  Inspectors  of  Electrical  Conductors  and  to  certify 
names  of  successful  applicants  to  Board  (Jan.  8,  1890),  4,  119. 

CLARK,  SAMUEL  B. 

See  Harlem  Lighting  Co.  And 

See  Manhattan  Electric  Light  Co. 

CLERK  OF  RECORD  OF  ELECTRICAL  CONDUCTORS. 

See  Civil  Service. 

See  Malcolm  S.  Keyes. 

CLOSSON,  C.  H. 

Request  of,  for  copy  of  rules  and  regulations  of  Board,  directed  to  be  complied 
with  (Feb.  15,  1889),  2,  333. 

COHEN,  WILLIAM  N. 

See  Con.  Tel.  & Elec’l  Subway  Co.  . 

COMMERCIAL  CABLE  COMPANY. 

Communication  of,  requesting  repair  of  pipe  containing  cables  broken  by  work- 
men of  Con.  T.  & E.  S.  Co.  in  laying  conduits  (Dec.  22,  1887),  i,  223. 

COMMERCIAL  TELEGRAM  COMPANY. 

Secretary  directed  to  return  application  of,  with  request  that  Co.  furnish  route 
desired  (Nov.  13,  1888),  2,  232. 

Application  of,  to  string  a loop  from  White  Elephant  to  41  W.  31st  st,  referred 
to  Com.  Gibbens  (Aug.  15,  1889),  3,  338. 

COMMISSIONERS  OF  ELECTRICAL  SUBWAYS. 

Books  and  papers  of,  turned  over  to  Board  of  Electrical  Control  (July  5,  1887),  i,  i. 

COMMISSIONER  OF  .PUBLIC  WORKS. 

See  Department  of  Public  Works. 
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COMMISSIONER  OF  STREET  CLEANING. 

Communication  of  (J.  S.  Coleman),  stating  that  U.  S.  111.  Co.  proposes  to  furnish 
lights  for  dumping  boards  south  of  14th  st.  and  requesting  Board  to  grant 
Co.  necessary  poles  and  wires.  And 

Board  directs,  upon  suggestion  of  Mayor  Hewitt,  that  Comm’r  be  informed  that 
application  has  not  yet  been  made  (Aug.  4,  1887),  i,  67,  68. 

Communication  of,  acknowledging  receipt  of  letter  informing  him  application 
had  not  yet  been  made,  and  stating  that  it  will  be  made  “to-day.”  And 

Statement  of  Com.  Moss  that  application  has  not  been  received  up  to  present 
time  (Sept.  8,  1887),  i,  95. 

COMPANIES  (ELECTRICAL). 

Requested  to  renew  their  applications  for  poles  and  wires  (July  5,  1887),  i,  2. 

Directed  to  remove,  within  30  days,  wires  on  poles  or  housetops  not  in  actual 
use  (July  7,  1887),  I,  12. 

Authorized  and  instructed  to  make  repairs  to  their  lines  (July  22,  1887),  i,  40. 

Secretary  authorized  to  send  to  each  company  copy  of  resolution  authorizing 
repairs  on  paper  having  rules  of  Board  on  back  of  it,  and  as  many  additional 
copies  as  may  be  desired  (July  27,  1887),  i,  49. 

Directed  to  call  attention  of  Board  to  all  dead  wires  which  come  under  their 
notice  (Aug.  8,  1888),  2,  99. 

Applications  of,  before  Board  for  pole  route  laid  on  table  (Jan.  18,  1889),  2,  314. 

All  applications  of,  before  Board  referred  to  the  Electrical  Expert  and  the  En- 
gineer (Feb.  18,  1889),  2,  336. 

Preamble  reciting  90  days’  notice  resolution  of  Nov.  13,  1888,  and  sending  of 
notice,  and  resolution  directing  Sec’y  to  send  letter  (form  of  embodied  in 
resolution)  to  companies  asking  them  how  far  notice  complied  with,  etc. 
(Feb.  18,  1889),  2,  314. 

All  applications  of,  laid  over  (March  7,  1889),  2,  410. 

All  applications  of,  laid  over  (March  19,  1889),  3,  20. 

All  applications  of,  laid  over  (April  25,  1889),  3,  166. 

Copy  of  proposed  resolution  providing  for  increase  of  office  force,  etc.,  directed 
to  be  sent  to  (June  26,  1889),  3,  274. 

Statement  of-  Com.  Gibbens  of  receipt  of  number  of  letters  from  companies 
favorable  to  increase  of  office  force  (Aug.  15,  1889),  3,  312. 

Secretary  directed  to  procure  list  of  companies  having  wires,  lamps  and  con- 
nections without  permits,  and  to  notify  the  companies  to  show  cause  at  next 
meeting  why  the  wires,  etc.,  should  not  be  removed  (Aug.  28,  1890),  5,  41. 

Subject  of  wires  put  up  without  permits  goes  over  to  next  meeting  (Sept.  19, 

1890) ,  S,  47- 

Resolution  directing  Engineer  to  send  to  companies  having  applications  for  sub- 
way accommodations  before  Board  a notice  (form  of  embodied  in  resolu- 
tion) requesting  renewal  of  them,  etc.  (Feb.  27,  1891),  5,  165. 

Secretary  directed  to  notify,  to  have  their  cables  in  subways  in  ist  proscribed 
district  by  June  ist  (March  18,  1891),  5,  224. 

Secretary  directed  to  notify,  to  make  application  for  any  increased  subway  facili- 
ties in  subways  ordered  at  this  meeting,  before  Monday  next  (March  18, 

1891) ,  5,  227. 

* To  be  notified  that  their  housetop  wires  in  district  below  Canal  street  will  be  cut 
if  they  are  not  in  the  subways  there  by  June  ist.  Id.,  233. 


1664 


Engineer  directed  to  report  all  electric  light  and  power  lines  strung  on  poles  of 
Police,  Fire,  telegraph  or  telephone  lines,  in  violation  of  rules  (March  25, 
1891),  5,  243. 

Engineer  asks  for  more  time  to  report  upon  matter  of  stringing  wires  in  viola- 
tion of  rules,  stating  that  in  a week  he  might  be  able  to  report  them  re- 
moved, and  was  given  until  next  meeting  (March  30,  1891),  5,  282. 

Report  of  Electrical  Expert  that  certain  companies  have  branded  their  poles  and 
filed  record  of  their  location  (April  20,  1891),  5,  322. 

COMPANIES  (ELECTRIC  LIGHT). 

Applications  of,  directed  to  be  returned,  and  companies  notified  to  make  new 
applications  and  to  state  in  them  certain  particulars  (Sept.  8,  1887),  i,  103. 

Resolution  providing  for  subways  where  there  are  no  overhead  wires,  in  streets 
under  contract  for  city  lighting,  offered  by  Com.  Gibbens,  and  lost  (Oct.-  4, 
1887),  I,  14s. 

Resolution  last  above  again  offered,  and  lost  (Oct.  20,  1887),  i,  173. 

Resolution  directing  Secretary  to  send  letter  (embodied  in  resolution)  to,  notify- 
ing them  that  their  conductors  in  ■ many  parts  of  city  are  operated  in  dan- 
gerous manner  and  in  violation  of  rules,  and  ordering  them  to  conform  to 
rules,  and,  in  streets  where  they  have  been  notified  for  90  days  to  remove 
conductors  and  occupy  subways,  to  cease  operation  of  conductors  which  do 
not  conform  to  rules  and  notice  (June  8,  1888),  2,  8. 

Forbidden  after  July  i to  do  business  without  a certificate  from  Expert  as  to 
machinery  and  plant,  and  after  July  15  without  a certificate  that  conductors 

, are  in  accordance  with  rules  (June  15,  1888),  2,  23. 

Resolution  for  appointment  of  committee  of  two  by  Chair  to  bring  in  report  on 
granting  privileges  to,  on  streets  where  there  are  no  subways  (Aug.  8,  1888), 
2,  98.  Commissioners  Gibbens  and  Moss  appointed  committee,  99. 

Electrical  Expert  directed  to  bring  in  a revision  of  rules  so  far  as  they  relate  to 
(Sept.  18,  1888),  2,  1 14. 

Permits  to,  for  poles,  not  acted  on,  revoked  (Sept.  18,  1888),  2,  114. 

Com.  Gibbens  states  that  report  of  committee  in  regard  to  electric  light  con- 
struction is  in  the  shape  of  a letter  which  had  been  addressed  to  the  com- 
panies, and  some  rules  which  had  been  drafted  by  the  Expert,  Letter  and 
Rules  (Oct.  17,  1888),  2,  131-144. 

Committee  on  electric  light  construction  discharged,  report  laid  on  table,  to  be 
taken  up  at  a meeting  to  be  held  Oct.  19  (Oct.  17,  1888),  2,  144. 

Rules  and  Regulations  for  Overhead  Conductors  for  Electric  Light  and  Power 
adopted  by  Board,  to  take  effect  Nov.  19,  1888  (Nov.  13,  1888),  2,  223.  And 
Rules  and  Regulations  as  adopted,  224-231. 

Applications  of,  to  erect  poles  under  new  rules  referred  to  Electrical  Expert  (Nov. 
23,  1888),  2,  248. 

Applications  of,  to  erect  poles  go  over  (Dec.  ii,  1888),  2,  277. 

Applications  of,  for  lamp  connections  (received  too  late  for  report)  laid  over 
(Sept.  12,  1889),  3,  392. 

Communication  of  Mayor  Grant  to,  calling  attention  to  accidents  from  contact 
with  wires,  and  appointing  Oct.  9 to  consider  subject  (Oct.  9,  1889),  4,  3. 

Notice  directed  to  be  given  to,  to  discontinue  use  of  improperly  insulated  wires 
until  Expert  certifies  to  their  safe  condition  (Oct.  9,  1889),  4,  35. 


Resolution  (not  acted  on)  notifying  to  cease  use  of  wires  carrying  current  of 
greater  intensity  than  300  volts,  and  discussion  of  resolution  (Oct.  15,  1889), 
4,  92,  93,  94- 

Electrical  Expert  directed  to  inform  C.  of  P.  W.  of  dead  poles  and  wires  of 
E.  L.  Cos.  Board  declares  its  intention  not  to  allow  dead  pole  lines  to  be 
again  connected  overhead,  and  directs  to  be  furnished  C.  of  P.  W.  a list  of 
streets  in  which  electric  light  wires  still  remain  classified  as  follows:  (a)  Not 
dangerous  and  can  be  connected  with  subways  or  stations  without  overhead 
wires,  (b)  Cannot  be  connected  with  subways  or  stations  without  overhead 
wires,  (c)  Dangerous  if  connected.  And  to  point  out  all  dangerous  and 
dead  wires  to  C.  of  P.  W.  (Jan.  8,  i8go),  4,  117. 

90  days’  notice  to,  for  3d  ave.  and  adjacent  streets  extended  thirty  days  from 
April  8 (March  26,  1890),  4,  265. 

Con.  T.  & E.  S.  Co.  authorized  to  construct  subways  for,  and  for  Edison  E.  111. 
Co.,  in  streets  to  be  repaved,  as  designated  by  Engineer  (April  8,  1890),  4,  298. 

Directed  to  furnish  on  or  before  Thursday  next  to  Engineer  number  of  ducts 
they  will  require  in  subways  ordered  by  last  resolution,  or  others,  if  any,  to 
be  ordered,  and,  in  default,  Engineer  to  proceed  according  to  his  best  judg- 
ment (April  8,  1890),  4,  299. 

Directed  to  accompanying  applications  for  space  in  subways  with  bond  satisfac- 
tory to  the  Engineer  that  space  is  required  and  will  be  occupied  (April  8, 

1890) ,  4,  299. 

Con.  T.  & E.  S.  Co.  directed,  immmediately  upon  completion  of  subways  ordered 
in  streets  to  be  repaved,  or  at  times  it  finds  it  will  not  interfere  with  other 
work,  to  construct  for  Edison  E.  111.  Co.,  and  for  other  E.  L.  Cos.  upon  their 
application  and  accompanying  bond,  subways  in  certain  named  streets  (April 
8,  1890),  4,  300. 

Con.  T.  & E.  S.  Co.  directed  to  construct  in  certain  named  streets  subways  to 
consist  of  the  special  tubing  of  the  Edison  E.  111.  Co,,  and  of  such  other 
ducts  for  other  electric  light  companies,  as  shall  be  designated  by  the  En- 
gineer for  such  companies  as  shall  apply  on  or  before  Sept.  4 for  such  ducts 
and  as  shall  have  complied  with  requirements  covering  applications;  subject 
to  approval  of  C.  of  P.  W.  (Aug.  28,  1890),  5,  37. 

Given  one  week  to  put  in  testimony  to  Engineer  in  matter  of  subway  rentals 
(Aug.  28,  1890),  5,  45. 

Authorized,  under  direction  of  the  Engineer  and  the  Expert,  to  make  such  con- 
nections as  may  be  necessary  to  carry  out  contracts  for  public  lighting  in 
subway  districts  only  (Jan.  23,  1891),  5,  163. 

Ordered  (E.  L.  & P.  Cos.)  to  remove  housetop  wires  in  all  streets  in  which 
there  are  subways  within  one  block  in  district  bounded  by  Canal  st.,  Battery, 
East  River  and  North  River,  and  notified  that  upon  failure  to  do  this  within 
30  days  the  C.  of  P.  W.  will  cut  down  such  wires  (Eeb.  27,  1891),  5,  164. 

Report  of  Con.  T.  & E.  S.  Co.  giving  “Construction  of  1890  at  request  of  the 
several  electric  light  companies”  (March  ii,  i8gi),  5,  209. 

Electrical  Expert  reports  a list  of  certain  streets  having  subways  in  which  house- 
top wires  of  E.  L.  & P.  Cos.  can  be  placed,  and 

.Secretary  directed  to  send  the  list  to,  in  which  subways  they  are  expected  to 
have  their  wires  at  the  time  mentioned  in  resolution  of  Eeb.  27th  (March  ii, 

1891) ,  5,  211,  212. 

List  of  subways  ordered  during  1891  and  completed.  And 

List  of  subways  ordered  during  1891,  and  not  completed  (May  27,  1891),  5,  380. 
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COMPANIES  (TELEPHONE  AND  TELEGRAPH). 

Secretary  directed  to  give  telegraph  and  telephone  companies  operating  con- 
ductors along  6th  ave.  from  22d  to  58th  st.  90  days’  notice  (Aug.  4,  1897). 
I,  77- 

Opinion  of  Corporation  Counsel  Clark  in  relation  to  poles  used  for  supporting 
wires  of  electric  light  companies  (June  26,  1889),  3,  254. 

Directed  to  be  notified  that  if  they  are  not  in  the  subways  in  certain  streets 
mentioned  in  report  of  Electrical  Expert  their  wires  will  be  cut '(March  18, 
1891),  5,  233. 

List  of  subways  ordered  during  1891  and  completed.  And 

List  of  subways  ordered  during  1891,  and  not  completed  (May  27,  1891),  S,  380. 

Opinion  of  Corporation  Counsel  Clark  that  several  telephone  and  telegraph  com- 
panies maintaining  more  than  one  line  of  poles  on  same  street  may  be  or- 
dered by  Board  to  consolidate  on  one  line  (June  2,  1891),  5,  385. 

COLEMAN,  JAMES  S. 

See  Commissioner  of  Street  Cleaning. 

COMPTROLLER  OF  THE  STATE  OF  NEW  YORK. 

Requested  to  furnish  Board  statement  showing  moneys  received  by  assessment 
upon  companies  for  payment  of  Board’s  expenses,  disposition  of  moneys, 
balance  if  any  on  hand,  etc.  (Oct.  21,  1887),  i,  182. 

Requested  to  pay  salaries  and  expenses  quarterly,  without  priority  or  preference 
(Oct.  21,  1887),  I,  183. 

Communication  of  (Dec.  22,  1887),  i,  194. 

CONSOLIDATED  GAS  COMPANY  OF  NEW  YORK.  

Communication  of,  complaining  of  the  overlaying  of  their  main  pipes  at  Church 
and  Vesey  street  by  subway  construction.  And 

Reply  to  Pres.  Hess  stating  that  repairs  to  gas  pipes  can  nevertheless  be  made, 
and  promising  not  to  disturb  mains  when  possible  to  prevent  it  (Dec.  22, 
1887),  I,  125. 

CONSOLIDATED  TELEGRAPH  AND  ELECTRICAL  SUBWAY  COMPANY. 

Secretary  directed  to  notify,  to  present  at  next  meeting  whatever  bonds  are  re- 
quired by  law  to  be  filed  with  the  Board  (July  S,  1887),  i,  3- 

Communication  of,  in  regard  to  past  and  future  subway  construction  (July  7, 
1887),  I,  8. 

Maps  and  plans  on  file  in  office  of  Board  approved.  And 

Notified  to  commence  work  within  ten  days  (July  7,  1887),  i,  ii. 

Authorized  and  directed  to  construct  subway  on  Broadway  bet.  24th  and  21st  st., 
with  provision  for  Edison  E.  111.  Co.,  and 

Engineer  directed  to  submit  maps  of  route  at  next  meeting  (July  13,  1887),  i,  15. 

Communication  of,  reporting  on  state  of  subway  construction  at  Broadway,  5th 
ave.  and  23d  st.,  and  requesting  authorization  of  certain  subway  construc- 
tion, and 

Communication  referred  to  Engineer,  with  request  to  submit  to  Board  at  next 
meetiiig  plans  and  specifications  (July  22,  1887),  i,  31,  32,  33. 

Engineer  reports  in  favor  of  application  of,  to  proceed  with  work  on  Broadway 

' from  14th  to  34th  st.,  and 

' Board  authorizes  and  directs  continuation  of  work  already  ordered  on  Broadway. 

' as  far  north  as  34th  st.  and  as  far  south  as  14th  street— first,  however,  hear 
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ing  statement  of  Mr.  Cohen,  of  Counsel  for  Co.,  that  there  were  several 
methods  of  distributing  wires  and  the  question  was  as  to  which  method  would 
be  adopted,  and  voting  down  amendment  that  the  work  shall  not  be  under- 
taken until  Co.  submits  a system  of  local  distribution  which  will  not  involve 
the  use  of  poles  and  overhead  wires,  and  defeating  a resolution  to  lay  on 
table  (July  27,  1887),  i,  47,  48. 

Authorized  and  directed  to  construct  subways  from  Broadway  to  6th  ave.  bet.  14th 
and  33d  st.,  as  indicated  on  map  on  file  in  office  (Aug.  4,  1887),  i,  84. 

Engineer  orally  reports  in  favor  of  certain  subway  construction,  and 

Board  authorizes  and  directs  construction  of  subway  along  Church  street,  etc., 
as  indicated  on  map  on  file  in  office.  And 

Board  authorizes  and  directs  construction  of  subway  along  route  designated  on 
map  dated  Aug.  4,  1887,  on  file  in  office  (Aug.  4,  1887),  i,  85,  86. 

Communication  of,  reporting  on  present  state  of  work,  and  requesting  authoriza- 
tion of  certain  subway  construction. 

Engineer  states  orally  that  communication  meets  with  his  approval  and  recom- 
mends authorization  of  work  requested. 

Board  authorizes  and  directs  the  construction  in  accordance  with  maps  on  file 
in  office  dated  Sept.  7,  1887  (Sept.  8,  1887),  i,  97-101. 

Requested  to  submit  to  Board  the  rules  which  it  proposes  to  enforce  in^  the 
matter  of  the  use  of  the  conduits  built  under  Board’s  direction  (Sept.  8, 

1887) ,  I,  108. 

Communication  of,  submitting  for  approval  rules  and  regulations  governing  the 
occupancy  of  the  subways: 

Rules  and  regulation;  and 

Rules  and  regulation  referred  to  Park  Benjamin  (Oct.  4,  1887),  i,  135-138. 

Communication  of,  requesting  authorization  of  certain  subway  construction;  and 

Communication  referred  to  the  Engineer  (Oct.  4,  1887),  i,  139. 

Authorized  and  directed  to  construct  certain  subways  (Oct.  20,  1887),  i,  163. 

Communication  of,  requesting  authorization  of  substitution  of  connection  at  32d 
st.  in  place  of  that  at  33d  st.;  and 

Resolution  authorizing  same  (Oct.  20,  1887),  i,  165,  166. 

Report  of  Park  Benjamin  (Dec.  22,  1887),  i,  184. 

Rules  and  Regulations  of,  approved  as  far  as  they  go,  additions  suggested  by 
Park  Benjamin  referred  to  Co.,  and  to  be  referred  back  with  such  of  the 
additions  as  may  seem  desirable,  for  approval  (Dec.  22,  1887),  i,  189. 

Communication  of,  stating  that  matter  complained  of  by  Commercial  Cable 
Co.  has  been  attended  to,  to  the  satisfaction  of  that  Co.  (Dec.  22,  1887),  i,  225. 

Report  (elaborate)  of,  of  subway  work  completed  in  1886  and  1887  (April  17, 

1888) ,  I,  262. 

Report  (elaborate)  of,  showing  balance  of  work  authorized  in  1887  and  remain- 
ing yet  to  be  built,  and  requesting  authorization  of  certain  new  work. 

Directed  to  proceed  during  first  week  in  May  to  complete  work  authorized  last 
year. 

Recommendations  in  regard  to  new  work  referred  to  Engineer  (April  17,  1888), 
I,  263-265. 

Authorized  to  construct  subways  in  accordance  with  specifications  and  routes 
recommended  by  Engineer  and  approved  by  Board  (May  25,  1888),  2,  i. 

Communication  of,  requesting  change  of  route  in  certain  subway  work.  Report 
of  Engineer  recommending  the  change.  Recommendations  adopted  (May 
25,  1888),  2,  4. 
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Communication  of,  reciuesting  authorization  of  certain  subways.  Subways  au- 
thorized, number  of  ducts  subject  to  decision  of  Engineer  (June  8,  1888),  2, 
12,  13. 

President  Lauterbach  requests  Board  to  approve  Johnstone  Distributing  System. 
Board  refers  matter  to  Electrical  Expert  and  the  Engineer  (July  2,  1888), 
2,  46,  47. 

Communication  of,  relative  to  condition  of  subways  on  Broadway  near  Ann  street 
(July  16,  1888),  2,  66. 

Communication  of,  requesting  authorization  of  certain  subways.  Board  grants 
the  request,  subject  to  approval  of  Engineer  as  to  number  of  ducts,  etc. 
(Sept.  7,  1888),  2,  103;  104. 

Directed  to  make  subway  on  Park  Row  tenantable  (Sept.  18,  1888),  2,  115. 
Communication  of,  requesting  authorization  of  certain  subway  construction. 

Resolution  authorizing  same  (Sept.  18,  1888),  2,  123,  124. 

Communication  of,  requesting  authorization  of  certain  subway  construction. 
Resolution  referring  same  to  Engineer,  to  report  whether  the  routes  are  in 
accordance  with  the  general  plan  of  the  Board  (Oct.  17,  1888),  2,  144-146. 
Report  of,  giving  temperature  in  manholes  on  Broadway  at  intersection  of  cer- 
tain streets  (Oct.  17;  1888),  2,  154. 

Resolution  referring  to  Electrical  Expert  communication  of,  in  relation  to  the 
condition  of  Park  Row  and  other  downtown  subways,  and  application  of 
West.  Un.  Tel.  Co.,  requesting  him  to  report  at  meeting  Friday  morning, 
and  rec|uesting  Superintendent  of  West.  U.  T,  Co.,  President  N.  Y.  Steam 
Heating  Co.  and  President  Con.  T.  & E.  S.  Co.  to  be  present  at  the  meet- 
ing (Oct.  J7,  1888),  2,  156. 

Communication  of,  requesting  authorization  of  certain  crossings  (Oct.  19,  1888), 
2,  190. 

Report  of  Engineer  recommending  certain  subway  construction. 

Resolution  authorizing  the  subway  construction  recommended  by  the  Engineer 
(Oct.  19,  1888),  Vol.  2,  192,  193. 

Communication  of,  approving  of  new  rule  in  relation  to  Electric  light  cables 
suggested  by  E.  E.  Rule  approved  (Oct  23,  1888),  2,  203,  204. 

Directed  to  bring  suit  in  equity  or  action  for  damages  against  N.  Y.  Steam 
Heating  Co.  (Oct.  30,  1888),  2,  218. 

Communication  of,  requesting  authorization  of  certain  subway  construction. 

Engineer  approves  and  Board  orders  it  (Oct.  30,  1888),  2,  221. 
Communication  of,  reciuesting  authorization  of  certain  subway  construction. 

Engineer  approves  and  Board  orders  it  (Nov.  13,  1888),  2,  241,  24^. 
Communication  of,  requesting  authorization  of  certain  subway  construction. 

Board  authorizes  it  (Nov.  23,  1888),  2,  245,  246. 

Communication  of,  requesting  authorization  of  certain  subway  construction. 

Board  authorizes  it  (Dec.  7,  1888),  2,  274,  275. 

Communication  of,  requesting  authorization  of  certain  subway  construction. 

Board  authorizes  it  (Dec.  21  1888),  2,  284,  285. 

Communication  of,  requesting  authorization  of  certain  subway  construction. 

Communication  referred  to  Engineer  (March  7,  1889),  2,  411,  412. 

Report  of  Engineer,  under  resolution,  recommending  authorization  of  certain 
subway  construction.  Board  authorizes  it  (March  19,  1889),  3,  12-14. 

Report  of,  in  relation  to  gas  explosions  (April  i,  1889),  3,  27. 
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Communications  of,  requiting  authorization  of  certain  subway  construction. 
Engineer  recommends  the  construction.  Board  authorizes  it  (x\pril  34, 
1889),  3,  129-133. 

Directed  to  inform  Board  of  rates  of  charge  for  use  of  its  subways  (May  29, 
1889),  3,  191. 

Communication  of,  giving  scale  of  subway  rentals  (June  13,  1889),  3,  231. 

Resolution  offered  (passed  as  amended)  directing  construction  of  3d  ave.  and 
other  subways  by  (June  26,  1889),  3,  258. 

Report  of  Chief  Engineer  Beckwith  on  condition  of  advancement  of  subway 
construction  (June  26,  1889),  3,  259. 

Report  of  Chief  Engineer  Beckwith  directed  to  be  spread  on  the  minutes.  Re- 
port also  discussed  (June  26,  1889),  3,  263. 

Statement  of  Engineer  Beckwith  in  respect  to  time  of  completion  of  3d  ave.  and 
other  subways  (June  26,  1889),  3,  264,  269. 

Statement  of  Engineer  Beckwith  in  respect  to  cement  lined  conduits  (June  26, 
1889),  3,  270-272. 

Statement  of  Engineer  Beckwith  in  respect  to  time  of  completion  of  3d  ave.  sub- 
way (June  26,  1889),  3,  273. 

Directed  to  construct  3jd  ave.  and  certain  other  subways  (June  26,  1889),  3,  272. 

Copy  of  resolution  (proposed)  providing  for  increase  of  office  force  directed  to 
be  sent  to  (June  26,  1889),  3,  274. 

Communication  of,  reciuestiiig  authorization  of  certain  subway.  Board  author- 
izes it  (June  26,  1889),  3,  274,  275. 

Communication  of,  reciuesting  authorization  of  laying  of  special  ventilation 
pipes  (Aug.  15,  1889),  3,  288. 

Secretary  directed  to  notify  that,  unless  work  is  begun  within  5 days  on  all  sub- 
ways and  proceeded  with  diligently,  so  that  promise  to  complete  them  by 
Dec.  I can  be  kept.  Board  will  take  such  action  as  is  provided  by  chap.  716 
of  Laws  of  1887  (Aug.  15,  1889),  3,  317. 

Copy  of  communication  of  Comm’r  of  P.  Works  containing  list  of  streets  about 
to  be  repaved  directed  to  be  sent  to  (Sept.  12,  1889),  3,  376. 

Communication  of,  reciuesting  authorization  of  certain  subways.  Board  grants 
request  upon  condition  that  work  be  completed  by  Dec.  i (Sept.  12,  1889),  3, 
376,  377- 

Reports  of  Engineer,  as  revised,  approved  and  subways  therein  recommended 
ordered  (Sept.  12,  1889),  3,  382. 

Communication  of,  to  Corp.  Counsel  Clark  (read  by  Pres.  Lauterbach  and  ordered 
* spread  on  minutes)  relative  to  its  exclusive  right  to  build  subways  (Oct.  14, 
1889),  4,  74. 

Resolution  offered  declaring  contract  of  with  Board  inoperative  and  ineffectual. 
Board  discusses  resolution  and  hears  various  parties.  Substitute  resolution 
offered  directing  Engineer  to  report  the  comprehensive  system  of  subways 
directed  to  be  reported  by  a previous  resolution  and  the  Con.  T.  & E.  S.  Co. 
to  build  those  subways  immediately,  and  voted  down.  Amendatory  resolution 
offered  that  overhead  wires  are  not  being  placed  underground  with  speed 
sufficient  to  insure  safety  of  lives  of  people  and  directing  Engineer  to  present 
his  report  of  comprehensive  system  of  subways  at  this  time  as  directed  at  last 
meeting,  and  lost.  Original  resolution  lost'  (Oct.  14,  1889),  4,  81-85. 

Report  of  Engineer  under  resolution  directing  him  to  report  a comprehensive  sys- 
tem of  subways.  Action  on  report  deferred  to  next  meeting  (Oct.  14,  1889), 
4,  86-91.  * 
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Mr.  Lauterbacli,  Pres,  of,  states'  that  it  would  take  his  company  3 years  to  do 
work  contemplated  by  plan  of  Standard  E.  S.  Co.  (Oct.  15,  1889),  4,  94- 

Board  considers  report  of  E.  deferred  from  last  meeting  and  orders  work  com- 
pleted during  season  (Oct.  15,  1889),  4,  94-95- 

Authorized  to  construct  certain  telephone  and  telegraph  subways  (Jan.  31,  1890), 
4,  180. 

Mr.  L.,  Pres,  of  Co.,  makes  statement  in  reference  to  Standard  E.  S.  Co.  build- 
ing e.  1.  subways  (Jan.  31,  1890),  4,  182. 

Board  hears  Pres.  L.  in  reference  to  proposed  contract  with  Standard  E.  S.  Co. 
(Feb.  19,  1890),  4,  215. 

Communication  of,  requesting  authorization  of  stand  pipes  for  ventilation.  En- 
gineer recommends  same.  Board  grants  it  for  six  places  (Feb.  19,  1892), 
2,  245-24,6. 

Communication  of  East  R.  E.  L.  Co.  in  reference  to  rules  of,  referred  to  E.  E. 
(March  26,  1890),  4,  262. 

Directed  to  construct  distributing  conduits  for  electric  1.  & p.  service  on  Broad- 
way from  Bowling  Green  to  14th  street,  and  in  14th  street  to  University 
place,  number  of  ducts  to  be  determined  by  E.,  to  be  complete-d  in  60  days’, 
time  of  90  days’  notice  extended  until  completion  for  this  and  adjacent 
streets  (March  26,  1890),  4,  267. 

Mr.  Ridgway,  Vice-Pres.  of,  asks  Board  to  insist  that  e.  1.  cos.  state  definitely 
what  ducts  they  require  for  their  business  (March  31,  1890),  4,  291. 

Board  hears  Vice-Pres.  Ridgway  in  relation  to  steam  heated  subways  (April  8, 
1890),  4,  295. 

Authorized  to  construct  subways  for  Edison  E.  111.  Co.  and  other  e.  1.  cos.  m 
streets  under  contract  by  D.  of  P.  W.  or  authorized  by  B.  of  E.  and  A.  to  be 
repaved,  as  designated  by  Engineer  (April  8,  1890),  4,  298. 

Directed  to  construct  subways  for  Edison  and  other  e.  1.  cos.  in  certain  enumer- 
ated streets  (April  8,  1890),  4,  300. 

Authorized  to  construct  distributing  ducts  on  3d  avenue.  Bowery  and  Park  Row 
(April  8,  1890),  4,  303- 

Statement  of  'V.  P.  Ridgway  in  .connection  with  communication  of  Com.  Gilroy 
complaining  of  slow  progress  in  subway  construction  in  streets  to  be  re- 
paved (May  14,  1890),  4,  323. 

Correspondence  between,  and  Police  Department  relative  to  assignment  of  sub- 
way ducts  to  dept.  (May  16,  1890),  4,  335-347- 

Consideration  of  report  of  Engineer  and  Expert  on  matter  of  application  of  Police 
Dept,  for  duct  in  subways  postponed  to  next  meeting  (May  19,  1890),  5,  lO. 

Communication  of,  requesting  authorization  of  certain  subway  construction. 
Resolution  authorizing  same  (June  18,  1890),  5,  15-16. 

Communication  of,  requesting  authorization  of  certain  subway  construction. 
Resolution  authorizing  same  (June  18,  1890),  5,  16-18. 

Board  revokes  all  of  its  authorizations  to,  to  build  subways,  in  respect  to  streets 
and  portions  of  streets  repaved,  as  per  list  to  be  furnished  by  Com.  Gilroy. 
(June  18,  1890),  5,  21. 

Directed  to  assign  for  combined  use  of  F.  and  P.  Depts.  2k2-in.  duct  wdierever 
subways  built  and  service  requires  it,  until  time  when  not  sufficient  space 
(June  18,  1890),  5,  24. 

Board  hears  Mr.  Cohen,  of  Counsel  for,  in  relation  to  subway  space  for  F.^and 
P.  Depts.  (June  18.  1890),  5,  24. 
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Report  of,  giving  statistics  of  subway  construction  during  season  (June  18,  1890), 
5.  24. 

Directed  to  report  actual  construction  performed  by  it  to  date  (June  18,  1890),  Sj 
28. 

Communication  of,  recjuesting  authorization  of  certain  subway  construction. 
Board  considers  communication,  hears  Mr.  Lauterbach  and  representatives 
of  various  e.  1.  cos.,  and  lays  it  over  to  next  meeting  (Aug.  22,  1890),  5,  32-33. 

Submits  statement  of  subway  construction  performed  during  present  season, 
which  is  ordered  on  file  (Aug.  22,  1890),  5,  33. 

Directed  to  furnish  statement  of  subsidiary  subway  construction  performed  by  it, 
exclusive  of  house  connections  (Aug.  22,  1890),  5,  34. 

Authorized  to  build  subways  in  certain  streets  for  Edison  E.  111.  Co.,  with  such 
ducts  for  other  e.  1.  cos.  as  designated  by  Engineer  as  shall  apply  and  con- 
form to  reciuirements,  subject  to  approval  of  Com.  of  P.  Wks.  (Aug.  28,  1890), 
5,  37- 

Directed  to  hereafter  make  applications  to  Board  for  subsidiary  construction,  ex- 
cept house  connections  (Aug.  28,  1890),  5,  43. 

Applications  of,  and  of  various  e.  1.  cos.  for  subways  referred  to  Engineer,  ex- 
cept two  streets  for  which  subways  are  ordered  (Aug.  28,  1890),  5,  44. 

Authorized  to  construct  certain  electric  light  and  power  subways  (Aug.  28,  1890), 
5,  44- 

Authorized  to  construct  electric  light  and  power  subway  in  s8th  street,  between 
Lexington  and  Madison  avenues  (Aug.  28,  1890),  5,  45. 

Board  hears  Mr.  Lauterbach  on  behalf  of,  in  favor  of  retention  of  present  scale 
of  rentals  (Sept.  19,  1890),  S,  61. 

Engineer  submits  application  of,  ^and  of  various  electrical  companies  for  subways 
and  connections  for  ventilation,  and  recommends  granting  same.  Board 
considers  applications  and  authorizes  certain  subway  and  subsidiary  con- 
struction and  connections  for  ventilating  pipe  (Oct.  23,  1890),  5,  65. 

Board  hears  Mr.  Lauterbach,  of  Counsel  for  Company,  in  relation  to  subway  in 
Duane  street  (Dec.  4,  1890),  5,  70-76. 

Judge  Kelly,  of  Counsel  for  East  R.  E.  L.  Co.,  requests  Board  to  compel  Con.  T. 
& E.  Co.  to  build  house  connections  when  cost  paid  in  advance  (Dec.  4,  1890), 
5,  92. 

Authorized  to  construct  subsidiary  house  connections  (Dec.  4,  1890),  5,  loi. 

Authorized  to  construct  for  Mount  Morris  E.  L.  Co.  certain  house  connections 
(Dec.  8,  1890),  5,  105. 

Communications  of,  requesting  authorization  of  certain  subways.  Referred  to 
Engineer  (Dec.  26,  1890),  5,  132-135- 

Authorized  to  construct  a subway  connection  to  a blower  plant  (Jan.  23,  1891), 
5,  162. 

Authorized  to  build  subways  wherever  required  in  streets  where  new  pave- 
ments are  to  be  laid  by  Com.  of  P.  Wks.  during  present  year  (Feb.  27,  1891), 
- 5,  165. 

Authorized  to  construct  certain  subsidiary  construction  (Feb.  27,  1891),  5,  173. 

Authorized  to  construct  a tel.  and  tel.  subway  on  12th  street  (Feb.  27,  1891),  5,  174. 

Applications  of,  for  subway  and  subsidiary  construction  referred  to  Engineer  (Feb. 

27,  1891),  5,  175. 

Board  considers  resolution  (not  passed),  authorizing  Co.  to  construct  certain 
subways  in  certain  streets  in  ist  proscribed  district  (March  ii,  1891),  5,  206. 
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Statement  of,  of  its  subway  construction  of  1890  for  electric  light  companies. 
Board  directs  same  (read  by  Mr.  Lauterbach),  to  be  placed  on  file  (March 
II,  1891),  5,  209. 

Authorized  to  construct  certain  subsidiary  subway  construction  (March  ii,  1891), 
5,  214.  ■■ 

Authorized  to  construct  certain  subsidiary  subway  construction  (March  18,  1891), 
5,  221. 

Agrees,  through  Mr.  Lauterbach,  to  construct  certain  subways,  whether  security 
be  given  or  not  (March  18,  1891),  5,  222. 

Authorized  and  directed  to  construct,  prior  to  any  other  subways,  certain  sub- 
ways (March  18,  1891),  5,  223. 

Authorized  to  construct  certain  subways  for  electric  light  'and  power,  service 
(March  18,  1891),  5,  226. 

Agrees,  through  Mr.  Lauterbach,  to  construct  certain  subways  immediately, 
waiving  all  requirements  as  to  those  first  ordered  (March  18,  1891),  5,  227. 

Authorized  to  construct  for  Western  U.  T.  Co.  certain  subsidiary  ducts  (March  25, 
1891),  5,  248. 

Authorized  to  construct  certain  subsidiaries  for  the  Postal  T.  C.  Co.  (March  25, 
1891),  5,  249. 

Authorized  to  construct  subsidiary  connection  for  Harlem  L.  Co.  (April  20,  1891), 
5,  326. 

Authorized  to  construct  subsidiary  connection  for  Western  Union  Tel.  Co.  (April 
20,  1891),  5,  326. 

Authorized  to  construct  certain  subsidiary  connections  for  Postal  T.  C.  Co. 
(April  20,  1891),  S,  326. 

Authorized  to  construct  a subsidiary  connection  for  the  East  R.  E.  L.  Co.  (April 
20,  1891),  5,  327. 

Authorized  to  construct  a subway  on  loth  avenue,  between  66th  and  79th  streets, 
for  tel.  and  tel.  wires  (April  20,  1891),  5,  329. 

Act  of  Legislature  authorizing  Board,  with  consent  of  Con.  T.  & E.  S.  Co.,  to 
enter  into  new  contract  with  it,  and  into  contract  with  Empire  City  S.  Co. 
(May  IS,  1891),  5,  346. 

Preambles  and  resolution  that  contract  between  Board  and  Con.  T.  & E.  S.  Co. 
and  contract  between  Board  and  Empire  City  S.  Co.  be  executed.  Contract 
between  Board  and  Con.  T.  & E.  S.  Co.  Contract  between  Board  and  Em- 
pire City  S.  Co.  Contract  between  Board  and  Empire  City  S.  Co.  Contracts 
executed,  acknowledged  and  delivered.  Each  company  presents  a bond  in  penal 
sum  of  $250,000  executed  by  American  Surety  Co.  as  surety  (May  15,  1891), 
5.  349-379- 

Secretary  directed  to  notify  Con.  T.  & E.  S.  Co.  and  Empire  City  S.  Co.  to  begin 
all  the  work  heretofore  ordered  on  or  before  June  15,  and  some  must  be  com- 
pleted before  Dec.  15,  and,  in  event  of  failure,  it  is  the  sense  of  the  Board 
that  bonds  of  companies  be  forfeited  (May  27,  1891),  5,  380. 

Mr.  Lauterbach,  on  behalf  of,  submits  and  requests  to  be  filed  statement  showing 
that  subway  construction  has  been  done  (May  27,  189,1),  S,  381. 

Board  declares  forfeiture  of  bond  of,  and  directs  Corporation  Counsel,  if  resolu- 
tion of  forfeiture  not  effectual,  to  prepare  one  himself  (June  2,  1891),  5,  384. 

Authorized  to,  construction  certain  subways — to  be  commenced  on  or  before 
June  15,  to  be  completed  before  Dec.  15,  and  bond  to  be  forfeited  in  case  of 
failure  (May  27,  1891),  5,  383. 
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Opinion  of  Coipoiation  Counsel  that  Board  has  no  jurisdiction  to  declare  bond 
of  company  forfeited,  as  it  has  never  been  adjudged  by  “competent  judicial  au- 
thority that  company  has  failed  to  carry  out  its  contract  (July  17,  1891), 
5,  386. 

Authorized  to  construct  a subway  from  29th  street  subway  at  ist  avenue,  to  sta- 
tion of  U.  S.  111.  Co.  in  29th  street  (Aug.  3,  1891),  5,  389. 

Boaid  hears  Mr.  Lauterbach  in  matter  of  complaint  against  company  for  not 
completing  subway  ordered  in  Grand  street  (Aug.  3,  1891),  5,  390. 

Authorized  to  construct  distributing  duct  on  north  side  of  23d  street,  between' 
6th  avenue  and  Broadway  (Aug.  3,  1891),  5,  390. 

Directed  to^build  certain  subsidiaries  (Sept.  2,  1891),  5.  392. 

Communication  of,  in  connection  .with  application  of  Harlem  L.  Co.  for  sub- 
sidiary on  6th  avenue  (Oct.  8,  1891),  5,  394. 

Authorized  to  construct  a subsidiary  on  6th  avenue  from  58th  street  south  (Oct 
8.  1891),  5,  396. 

COMPREHENSIVE  PLAN. 

See  Subways. 

CONSOLIDATION  OF  LINES. 

See  Duplicate  Lines. 

CONTENCIN,  LOUIS. 

Communication  of,  with  accompanying  petition,  requesting  Board  to  refuse  per- 
misson  to  erect  poles  in  8oth  street.  Ordered  spread  on  minutes,  and  Chevalier 
Contencin  to  be  notified  that  no  permit  for  8oth  street  w.  of  3d  avenue  has 
been  granted  by  Board  (Jan.  18,  1889),  2,  293-294. 

CONTRACT. 

Com.  Gibbens  appointed  committee  of  one  to  file  copy  of  contract  with  Comp- 
troller (July  7,  1887),  I,  5. 

Copy  of  contract  directed  to  be  sent  to  Com.  of  P.  Works  (Sept  20,  1887),  i,  118. 

Resolution  offered  and  discussed  declaring  contract  between  Con.  T.  & E.  S. 
Co.  and  Board  inoperative  and  ineffectual  and  lost  (Oct.  14,  1889),  4,  81-85. 

Question  of  making  a contract  with  others  than  the  Con.  T.  & E.  S.  Co.  referred 
to  the  Counsel  to  the  Corporation  (Jan.  31,  1890),  4,  189. 

Board  resolves  to  enter  into  a contract  with  the  Standard  E.  S.  Co.,  terms  and 
conditions  of  contract  to  be  settled  at  a meeting  to  be  held  Feb.  19  (Feb.  17, 
1890),  4,  210. 

Board,  while  listening  to  reading  of  proposed  contract  with  Standard  E.  S.  Co., 
is  served  with  injunction  order  in  suit  by  Manhattan  E.  L.  Co.  against  it, 
enjoining  the  making  of  the  contract.  Board,  however,  discusses  its  terms 
and  conditions,  and  adopts  a form  of  contract.  Form  of  proposed  contract 
(Feb.  19,  1890),  4,  215-233. 

Assistant  Corp.  Counsel  Dean  states  that  the  Court  in  the  Armstrong -case  holds 
that  the  contract  with  the  Standard  E.  S.  Co.  in  its  present  shape  cannot  be 
made  (March  31,  1890),  4.  277. 

Act  of  L.,  authorizing  Board,  with  consent  of  Con.  T.  & E.  S.  Co.,  to  make  new 
contract  with  it  and  contract  with  Empire  C.  S.  Co.  (Limited)  (May  15,  1891), 

5,  346. 
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Contract  and  bond  of  Con.  T.  & E.  S.  Co.  are  to  be  in  force  as  to  subways 
heretofore  ordered,  as  to  their  completion,  and  in  the  time  specified  (May 
15,  1891),  5,  348. 

Contract  between  Board  and  C.  T.  & E.  S.  Co.  (May  15,  1891),  5,  350. 

Contract  between  Board  and  E.  C.  S.  Co.  (May  15,  1891),  5,  358. 

Contract  between  Board  and  C.  T.  & E.  S.  Co.  of  July,  1886  (3d  report). 

Contract  between  Board  and  C.  T,  & E.  S.  Co.  of  April,  1887  (3d  report). 

See  Standard  Electrical  Subway  Company. 

See  Consolidated  Telegraph  and  Electrical  Subway  Company. 

See  Empire  City  Subway  Company  (Limited). 

CONTINENTAL  CONDUIT  COMPANY. 

Mr.  Beere,  on  behalf  of,  asks  that  public  test  be  given  Beere-Grant  system  of 
subways,  or  that  Board  direct  its  Engineer  to  examine  the  system  (July  22, 

1887),  I,  44-  _ , _. 

Communication  of  submitting  plans  of  its  subway  system,  and  requesting  healing 
before  Board.  Communication  referred  to  Com.  Gibbens  (July  27,  1887), 

I,  55-57- 

Communication  of  (Oct.  21,  1887),  i,  176. 

CHIEF  OF  INSPECTION. 

Resolution  that  Engineer  appoint  a Chief  of  Inspection,  who  shall  receive  $250 
per  month,  introduced,  and  laid  over  to  next  meeting  (July  13,  1887),  i,  16. 

Resolution  that  Engineer  appoint  a Chief  of  Inspection,  who  Shall  receive  $250  a 
month,  and  who  shall  overlook  the  work  under  the  diiection  of  the  Engineer, 
and  do  such  other  work  as  the  Board  may  direct  (July  15,  1887),  i,  22. 

Engineer,  under  resolution  passed  at  last  meeting,  presents  name  of  Charles  G. 
Cornell  to  be  Chief  of  Inspection.  Resolution  offered  that  Charles  G.  Cornell 
be  confirmed.  Motion  made  to  lay  same  on  table,  and  lost.  Motion  offered 
that  committee  be  appointed  by  Chair  to  report  upon  Cornell  s qualifications, 
and  lost.  Board  adjourns  without  vote  on  original  resolution  (July  19,  1887), 
I,  29-30. 

CORNELL,  CHARLES  G. 

See  Chief  of  Inspection. 

CORONER. 

Communication  of,  in  relation  to  death  of  lineman  Murray.  Communication  of 
. Board  in  answer  to  communication  of  the  Coroner  (Levy)  (July  2,  1888),  2, 
35-46. 

Communication  of,  giving  verdict  of  Coroner  s jury  in  case  of  Joseph  M!azza, 
with  summary  of  deaths  and  accidents  by  electric  wires.  Statement  of  Mayor 
Grant  in  relation  to  the  communication  (Oct.  9,  1889),  4,  1-3. 

CORPORATION  COUNSEL. 

Reference  to,  of  form  of  bond  of  Con.  T.  & E.  S.  Co.  for  approval  (July  7,  1887), 
I,  5- 

Opinion  of  Corporation  Counsel  O’Brien  approving  form  of  bond  of  Con.  T.  & 
E.  S.  Co.,  if  “and”  for  “or”  substituted  in  nth  line  of  7th  page  (July  13,  1887), 
I.  13- 
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Ma3'Oi  lequested  to  obtain  opinion  of  Corporation  Counsel  whether  any  muni- 
cipal authority  or  this  Board  has  power  to  order  removal  of  gas  pipes  from 
route  laid  out  by  Board  for  any  subways  (July  15,  1887),  i,  25. 

Requested  to  act  as  the  legal  adviser  of  the  Board  (Sept.  8,  1887),  '!,  198. 

Requested  to  give  opinion  as  to  whether  Board  is  vested  with  authority  to  com- 
pel a company  owning  poles  to  allow  its  poles  to  be  used  by  other  com- 
panies (Sept.  8,  1887),  I,  108.  ^1 

Refeience  to,  of  application  of  Safety  Electric  Light  and  Power  Co.,  and  re- 
quested to  draft  a resolution  for  Board  to  adopt  placing  company  in  same  po- 
sition as  other  electric  light  and  power  companies  (Sept.  8,  1887),  i,  no. 

Communication  of  (O’Brien),  giving  list  of  electric  light  and  power’ companies 
to  which  privileges  (franchises)  have  been  granted,  and  inclosing  form  of 
resolution  for  adoption  by  Board  in  case  of  Safety  E.  L.  & P Co  (Sept  20 
1887),  I,  1 12.  t'  ■ > 

Communication  of  (O’Brien),  stating  that  companies'  desire  to  be  heard  on  sub- 
ject of^power  of  Board  to  compel  a company  owning  poles  to  allow  them  to 
bemused  by  other  companies,  and  fixing  a time  of  hearing  (Sept.  20,  1887),  i. 

Secretary  directed  to  request  opinion  of,  on  question  of  legal  status  of  North  and 
East  River  Railway  Co.,  and  the  right  of  company  to  construct  a certain 
line  of  railroad,  and  in  connection  therewith  an  electrical  conduit  for  trans- 
mission of  power  to  be  applied  to  its  cars,  and  light  and  heating  and  signal- 
ing for  same  (Sept.  20,  1887),  i,  120. 

Requested  to  advise  Board  whether  further  notice  than  the  above  [go  days’  no 
tice  for  Broadway  and  other  streets  in  form  of  preamble  and  resolution  ininie- 
dmtely  previously  adopted]  is  required  to  be  sent,  to  enable  authorities  of 
city  to  cause  removal  of  poles  and  other  fixtures  from  streets  if  not  removed 
within  the  90  days  required  by  the  notice  (Sept.  20,  1887),  i,  127. 

Opinion  of  (O’Brien),  that  the  go  days’  notice  referred  to  him  embodies  pro- 
visions of  the  statute,  is  sufficient,  and  no  further  notice  will  be  required 
(Oct.  4,  1887),  I,  128. 

Request  to,  for  opinion  as  to  authority  of  Board  to  compel  companies  owning 
poles  to  submit  to  the  use  of  them  by  other  companies  recalled,  and  instead 
requested  to  advise  Board  whether,  in  view  of  franchises  and  permits  to  com- 
panies, and  reservations  therein,  and  powers  of  Board,  Board  has  power  to 
compel  such  companies  owning  poles  erected  thereunder  to  allow  said  poles 
to  be  used  by  other  companies  having  contracts  to  light  the  streets  occupied 
by  such  poles,  etc.,  etc.  (Oct.  4,  1887),  i,  147. 

Opinion  of  (O’Brien),  that  Board  has  power  to  compel  removal  and  relocation  of 
gas  pipes,  where  found  necessary  to  enable  Board  to  perform  duties  imposed 
by  Legislature.  And  . ' 

Opinion  of,  on  form  in  which  permission  should  be  granted  to  electric  lighting  com- 
panies to  have  wires  in  the  city,  under  resolution  (i,  37),  referring^iuestion  to 
Mayor  Hewitt  for  purpose  of  securing  opinion  of  Corporation  Counsel  (Oct 
20,  1887),  I,  157- 

Opinion  of,  that  a majority  of  whole  number  of  Commissioners  constitutes  a 
quorum,  and  a majority  of  the  quorum  may  decide  (Dec.  22,  1887),  i,  190. 

Reference  to,  of  question  as  to  whether  Department  of  Public  Parks  or  Board  of 
Electrical  Control  has  control  of  electrical  conductors  in  parks  (Dec  ^2 
1887),  I,  237.  ■ " ’ 
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Opinion  of  (Beekman),  that  no  permit  is  required  from  tliis  Board  for  erection 
of  lamp  posts  and  other  appliances  for  electric  lights  within  parks,  the  De- 
partment of  Public  Parks  having  exclusive  jurisdiction  (Jan.  20,  1888),  i,  248. 

Reference  to,  of  communication  of  U.  S.  111.  Co.,  with  request  to  advise  Board 
whether  any  of  its  rules  are  improper  for  the  Board  to  make  (Jan.  20,  1888), 
I,  258. 

Opinion  of  (Beekman),  under  resolution  of  reference  of  communication  of  U.  S. 
111.  Co.,  that  rule  XL  is  a reasonable  regulation,  and  within  power  of  Board 
to  make  in  granting  permits  for  poles,  and  obiter  dicta  as  to  reasonableness 
of  the  other  rules  (April  17,  1888),  i,  265. 

Communication  of  (Assistant  Scott),  requesting  certain  dates,  Secietaiy  di- 
rected to  reply  to  communication,  which  is  ordered  spread  on  minutes  (June 
15.  1888),  2,  27-28. 

Communication  of  (Beekman),  to  U.  S.  111.  Co.  stating  that  Mayor  has  re- 
quested him  to  cause  proceedings  to  be  brought  against  the  company  re- 
quiring it  to  enter  the  subways  and  remove  poles  and  wires  from  streets. 
Reply  of  company  to  Corp.  Counsel  referring  him  to  correspondence  be- 
tween Board  of  E.  Co.  and  the  Co.  (July  2,  1888),  2,  30. 

Communication  of  (Beekman),  stating  willingness  to  associate  counsel  with  him- 
self in  action  which  he  is  about  to  bring  against  U.  S.  111.  Co.  to  compel  it  to 
comply  with  requirements  of  resolution  of  Board  of  Sept.  20,  1887.  State- 
ment of  Com.  Hess  that  he  had  prepared  a letter  in  connection  with  the  com- 
munication of  the  Corp.  Counsel  which  would  be  sent  to  him.  Letter  of 
Com.  Hess  (July  16,  1888),  2,  70'74- 

Communication  of  (Beekman),  inclosing  injunction  suit  by  the  Mayor,  etc.,  vs. 
The  U.  S.  111.  Co.,  moving  papers  in.  Communication  directed  to  be  spread 
on  minutes  and  motion  papers  filed  (Sept.  18,  1888),  2,  122-123. 

Secretary  directe'd  to  communicate  with  Corp.  Counsel  and  state  to  him  the 
detriment  to  city  from  escape  of  steam  from  steam  pipes,  and  to  request  his 
co-operation  (Nov.  13,  1888),  2,  243. 

Resolution  of  Board  requesting  Corp.  Counsel  to  aet  as  its  counsel  (May  28, 
1889),  3,  178. 

Resolutioni  referring  case  of  The  Amer.  Rapid  Tel.  Co.  vs.  Jacob  Hess  and 

' others  to  Corp.  Counsel,  in  case  he  consents  to  act  as  counsel  for  the  Board 
(May  28,  1889),  3.  179- 

Opinion  of,  requested  as  to  whether  longer  lease  of  life  is  given  to  poles  dead 
as  to  companies  owning  them,  by  the  presence  of  electric  light  wires  on  them 
by  permission  of  the  owner  company  (May  29,  1889),  3,  194. 

Opinion  of,  directed  to  be  requested  as  to  the  status  of  the  Pearce  and  Jones 
Fire  Alarm  Telegraph  Co.,  etc.  (June  13,  1889),  3,  206. 

Opinion  of  (Clark),  that  an  electric  light  company,  by  sale  or  lease  to  it  by  a 
telegraph  or  a telephone  company  of  the  latter’s  poles  acquires  no  right  to 
maintain  them  as  against  the  city  beyond  the  day  when  they  become  un- 
necessary to  the  telegraph  or  the  telephone  company  (June  26,  1889),  3,  254. 

Corp.  Counsel  Clark  states  that  he  presumes  the  Board  will  approve  the  order 
of  Mayor  Grant  to  cut  the  wires — certain  wires  (Oct.  12,  1889),  4,  56. 

Papers  in  suit  of  Electric  Power  Co.  vs.  The  Mayor,  et  al.  directed  to  be, sent 
to  (Oct.  14,  1889),  4,  62. 

Opinion  of  (Clark),  on  question  of  exclusive  right  of  Con.  T.  & E.  S.  Co.  to 
build  subways  (Oct.  14.  1889),  4,  69. 
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Oial  opinion  of  (Clark),  that  passage  of  certain  resolution  by  Board  would  be 
in  contempt  of  an  injunction  (Oct.  15,  1889),  4,  93. 

Reteience  to,  of  question  of  making  contract  for  the  construction  of  electric 
light  subways  with  others  than  the  Con.  T.  & E.  S.  Co;  (Jan.  31,  1890),  4,  189. 

Oj)inion  of  (Clark),  that  Board  may  make  further  and  other  contracts  when- 
ever it  determines  that  existing  contract  is  ineffectual  to  carry  out,  Chap. 
716  of  Laws  of  1887,  and  may  make  contract  with  Standard  Electrical  Sub- 
way Co.  (Feb.  17,  i8go),  4,  192. 

Statement  of,  in  connection  with  opinion  that  Board  may  make  further  and  other 
contracts  (Feb.  17,  1890),  4,  195. 

Asst.  CoijD.  Counsel  Dean  makes  statement  that  Judge  Andrews,  in  order  va- 
cating injunction  has  granted  a stay  pending  hearing  and  decision  of  ap- 
peal from  order  by  General  Term  (March  22.  1890),  4,  254. 

Asst.  Coip.  Counsel  Dean  states  that  General  Term  decides  in  Armstrong  case 
that  contiact  pioposed  with  Standard  Electrical  Subway  Co.  in  present 
shape  cannot  be  made  (March  31,  1890),  4,  277. 

Reference  to,  of  proposed  contract  with  the  Empire  City  Subway  Co.  (Limited) 
(Dec.  4,  1890),  s,  1892. 

Opinion  of  (Clark),  that  proposed  contract  between  Board  and  Empire  City  S. 
Co.  complies  with  requirements  of  Gen.  Term  in  Armstrong  case.  State- 
ment of  that  execution  of  new  contract  would  leave  old  company  in  same  posi- 
tion as  to  Board,  except  that  it  might  release  sureties  upon  bond  (Dec.  8, 

1890) ,  5,  102-103. 

Statement  of  (Clark),  that  he  approves  form  of  bond  of  Empire  City  S.  Co.,  but 
that  sufficiency  of  sureties  is  for  Board  to  determine  (Dec.  8,  i8go),  5,  104. 

Board  hears  (Clark),  in  reference  to  preamble  and  resolutions  approving  of  con- 
tract with  Empire  City  Subway  Co.  (Dec.  10,  i8go),  5,  113. 

Board  hears  (Clark),  on  subject  of  subway  rentals  (Dec.  10,  1890),  s,  118-119. 

Advises  Board  that,  in  order  to  bring  injunction  suit  in  matter  of  proposed  con- 
tract with  Empire  City  S.  Co.  properly  before  Court,  the  Board  should  adopt 
certain  preambles  and  resolutions  then  before  it  (Dec.  15,  1890),  5,  128. 

Reference  to,  of  application  of  Harlem  Bridge.  Morrisania  and  Fordham  Ry.  Co. 
to  erect  poles  and  string  wires,  to  enable  it  to  operate  its  road  by  trolley 
system  (Jan.  2,  1891),  5,  141. 

Opinion  of  (Clark),  that  Board  has  jurisdiction,  in  its  discretion,  to  grant  the 
permission  requested  by  the  Harlem  Bridge,  Morrisania  and  Fordham  Ry. 
Co.  (Jan.  23,  1891),  5,  146. 

Reference  to,  of  copy  of  permit  of  Com.  Louis  J.  Heintz,  for  opinion  (March  18. 

1891) ,  5,  234. 

Board  hears  (Clark),  in  relation  to  liability  of  Con.  T.  & E.  S.  Co.  on  its  con- 
tract and  bond  in  respect  to  subways  already  ordered  (May  15,  1891),  5,  348. 

Approves  of  resolution  that  contracts  be  made  with  Con.  T.  & E.  S.  Co.  and  Em- 
pire City  S.  Co.,  and  the  contracts  (May  15,  1891),  5,  379. 

Reference  to,  of  question  of  right  of  Board  to  order  removal  of  poles  and 
wires  prior  to  construction  of  subways  (June  2,  1891),  5,  384. 

Reference  to,  of  resolution  of  forfeiture  of  bond  of  Con.  T.  & E.  S.  Co.,  for  ap- 
proval as  to  form  and  validity  (June  2,  i8gi),  5,  384. 

Opinion  of  (Clark),  that  Board  may  direct  the  removal  of  unmarked  poles  (June 
2,  1891),  5,  384. 

Opinion  of  (Clark),  that  companies  occupying  same  street  with  pole  lines  may  be 
required  to  consolidate  (June  2,  1891),  4,  385. 
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Opinion  of  (Clark),  that  by  chap.  716  of  laws  of  1887  Board  has  no  powers 
to  direct  removal  of  poles  and  wires  until  sufficient  subway  accommoda- 
tions have  been  provided  <July  17,  1891),  5,  386. 

Opinion  of  (Clark),  that  Board  has  no  jurisdiction  to  declare  the  bond  of  the 
Subway  Co.  forfeited,  as  it  never  has  been  adjudged  by  “competent  ju- 
dicial authority”  that  the  Subway  Co.  has  failed  to  carry  out  its  contract 
(July  17,  1891),  S,  386. 

CRAVATH,  PAUL  D. 

See  Safety  Electric  Light  and  Power  Co. 

See  United  Electric  Light  and  Power  Co. 

See  United  States  Illuminating  Co. 

See  Brush  Electric  Illuminating  Co. 

CRIMMINS,  JOHN  D. 

Communication  of,  stating  present  length  of  openings  in  streets  for  subways 
(Oct.  20,  1887),  I,  163. 

CROTON  AQUEDUCT. 

Application  of  Engineer  in  charge  of,  to  string  telephone  wires  granted  (Aug. 
3,  1891),  5,  390. 

CRUGER,  S.  V.  R. 

Statement  of  Mayor  Grant  of  receipt  of  communication  from,  as  Chairman 
of  Committee  on  Centennial  Celebration  (Ap.  24,  1889),  3,  122. 

CUTLER,  CHAS.  F.,  Pres.  Met.  T.  & T.  Co. 

Statement  of,  in  regard  to  subway  needs  of  Co.  (Jan.  3,  ’90),  4,  180. 

Board  hears  in  reference  to  application  of  Co.  to  erect  pole  line  on  llth  ave- 
nue (June  19,  1890),  5,  30. 

Statement  of,  objecting  to  proposed  ist  proscribed  district  so  far  as  it  would 
do  away  with  terminal  poles  (Feb.  27,  1891),  5,  171. 

Statement  of,  that  he  has  filed  communication  with  regard  to  subways  in  ist  pro- 
scribed district  (Ap.  14,  1891),  5)  303- 
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DAMROLL,  CHAS.  S. 

Communication  of,  requesting  information  as  to  laws  and.  rules  of  Board  (Nov.  23, 
1888),  2,  254.  Reports  and  rules  of  Board  directed  to  be  sent  to.  Id.,  254. 

DEATHS  BY  ELECTRIC  WIRES. 

List  of  deaths  and  accidents  by  electric  wires  since  June  i,  1889  (Oct.  9,  1889), 
4,  2. 

Circular  letter  of  Mayor  Grant  to  Cos.  calling  attention  to,  and  appointing 
Oct.  9,  at  I P.  M.,  to  consider  subject  of  speedy  burial  of  wires.  Id.,  3. 
Communication  of  Manhattan  E.  L.  Co.  answering  circular  letter.  Id.,  4. 
Communication  of  Harlem  Lighting  Co.  answering  circular  letter.  Id.,  5. 
Communication  of  U.  S.  111.  Co.  answering  circular  letter.  Id.,  6. 

Statement  of  Mayor  Grant  as  to  answers  to  his  circular  letter.  Id.,  ii. 


Statement  of  Mt.  Morris  Co.  (Mr.  Forster),  on  subject  matter  of  circular 
letter.  Id.,  ii. 

Questions  by  Mayor  Grant  on  subject  matter  of  his  circular  letter.  Id.,  12-36. 

Statements  of  Mr.  Young,  electrician  of  Mt.  Morris  Co.,  on  subject  matter  of 
letter.  Id.,  12-15. 

Statements  of  Mr.  Speer,  Supt.  of  Brush  Co.,  on  subject  matter  of  circular 
letter.  Id.,  15-34- 

Statements  of  Mr.  Jackson,  Pres.  U.  S.  111.  Co.,  on  subject  matter  of  circular 

, letter.  Id.,  16-25. 

/ Statement  of  Board’s  Engineer  on  subject  matter  of  circular  letter.  Id.,  22. 

Statements  of  Com.  Gibbens  on  subject  matter  of  circular  letter.  Id.,  22-40. 

Statement  of  Mr.  May,  Pres.  Mt.  Morris  Co.,  on  subject  matter  of  circular 
letter.  Id.,  22. 

Statements  of  Board’s  Expert  on  subject  matter  of  circular  letter.  Id.,  25-34. 

Statements  of  John  J.  Moore,  of  E.  R.  E.  L.  Co.,  on  subject  matter  of  circular 
letter.  Id.,  28,  29. 

Statements  of  Mr.  Lauterbach,  Pres.  Con.  T.  & E.  S.  Co.,  on  subject  matter 
of  circular  letter.  Id.,  31-33. 

Statement  of  Com.  Moss  on  subject  matter  of  circular  letter.  Id.,  34. 

Circular  letter  of  Board  of  Sep.  27,  1889.  Id.,  35. 

Circular  letter  of  Board  of  July  5,  1889.  Id.,  37. 

Motion  of  Mayor  Grant  that  Board  instruct  Expert  to  have  removed  wirer^ 
not  properly  insulated.  Amendatory  motion  of  Com.  Gibbens.  Neither 
motion  voted  on.  Resolution  that  notice  be  given  to  companies  operating 
electric  lights  to  discontinue  overhead  wires  until  certihed  by  Expert  as 
properly  insulated.  Id.,  29-35. 

Communication  of  Expert  with  regard  to  resolution  of  October  9th  (October 
10,  1889),  4,  41. 

Expert  questioned  by  Mayor  Grant  in  respect  to  former’s  communication. 
Id.,  45. 

Statement  of  Mayor  Grant  in  respect  to  insulation  of  wires.  Id.,  47. 

Communication  of  Brush  Co.  in  relation  to  insulation  of  wires.  Id.,  47. 

Considered  incidentally  at  this  meeting  (Oct.  12,  1889),  4,  52. 

DEPARTMENT  OF  PUBLIC  WORKS. 

Opinion  of  Corporation  Counsel  Beekman  as  to  control  of  electrical  con- 
ductors in  Parks  (Jan.  20,  ’88),  i,  248. 

DEPARTMENT  OF  PUBLIC  AVORKS. 

Communication  of  (D,  Lowber  Smith),  in  respect  to  inspectors  and  permits 
(Sep.  8,  1887),  I,  90.  ^ 

Statement  of  Com.  Gibbens  that  position  of  Department  in  respect  to  in- 
spectors, etc.,  is  correct.  Id.,  92. 

Statement  of  Pres.  Lauterbach  that  Con.  T.  & E.  S.  Co.  will  apply  to  Depart- 
ment for  permits  and  pay  Depaitment’s  inspectors.  Id.,  92. 

Statement  of  Com.  Hess  that  Department  had  appointed  19  inspectors  for 
work  that  did  not  cover  half  a square  mile  in  extent.  Id.,  92. 

Communication  of  (Dep.  Com.  Smith),  requesting  use  of  manhole  heads  for 
subway^s  of  different  description  from  those  in  present  use.  Id.,  94. 

Communication  of  (Newton),  requesting  copy  of  contract  between  Board  and 
Con.  T.  & E.  S.  Co.  (Sep.  20,  1887),  i,  117. 
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Communication  of  (Newton),  in  relation  to  Department  inspectors  assigned 
to  subway  work  (Dec.  22,  1887),  i,  192. 

Communication  of  (Newton),  stating  that  there  is  no  appropriation  for  removal  of 
poles  and  wires  (Jan.  6,  ’88),  i,  246. 

Communication  of  (Newton),  stating  that  there  is  no  appropriation  for  carry- 
ing out  the  provisions  contained  in  sec.  3 of  chap.  716  of  laws  of  1887  (May  lo, 
1888),  I,  287. 

Communication  of  (Dep.  Com.  Smith),  in  relation  to  certain  wires  of  Mt. 
Morris  E.  L.  Co.  (June  8,  1888),  2,  6. 

Communication  of  Board  to  (Newton),  that  Board  understands  appropriation 
is  available  for  removal  of  dead  poles  and  wires,  and  offering  co-opera- 
tion (June  13,  ’88),  2,  ig. 

Communication  of  Board  to  (Newton),  requesting  removal  of  dead  pole  at 
s.  w.  cor.  23d  st.  and  Broadway.  Id.,  20. 

Communication  of  Board  to  (Newton),  that  U.  S.  Ill  Co.  has  been  notified  to 
discontinue  use  of  certain  lines  of  conductors,  and  requesting  Depart- 
ment to  remove  the  lines  (July  2,  1888),  2,  34. 

Communication  of  (Newton),  stating  that  dead  poles  and  wires  are  incum- 
brances and  included  within  appropriation  for  removal  of  incumbrances, 
and  accepting  Board’s  proposal  to  co-operate  with  Department,  50. 

Communication  of  (Newton),  stating  that  it  is  without  power  to  remove  the 
lines  of  the  U.  S.  111.  Co.  until  directed  by  the  Majmr  to  do  so  (July  16, 
1888),  2,  65. 

Communication  of  (Newton),  in  regard  to  removal  of  certain  wires  of  the 
U.  S.  111.  Co.,  etc.  Communication  laid  on  the  table  (Aug.  8,  1888),  2, 
94>  95- 

Communication  of  (Dep.  Com.  Smith),  requesting  report  whether  certain 
poles  in  Morris  st.  are  subject  to  removal.  Report  of  Inspector  Fitz- 
patrick appended  thereto.  Communication  directed  to  be  sent  Depart- 
ment stating  that  Morris  st.  poles  are  dead,  and  requesting  theif  removal 
(Sep.  18,  1888),  2,  121,  122. 

Communication  of  (Dep.  Com.  Smith),  stating  that  pole  at  s.  w.  cor.  39th  st. 
and  6th  ave.  is  removed,  and  removal  of  other  poles  and  wires  is  progress- 
ing actively.  Id.,  127. 

Statement  of  (Gilroy),  that  subways  should  be  built  in  streets  to  be  repaved 
before  repavement  (June  19,  ’89),  3,  202. 

Engineer  directed  to  ascertain  from  Com.  Gilroy  streets  to  be  repaved,  so 
that  the  construction  of  subways  therein,  if  required,  may  be  ordered. 
Id.,  202. 

Statement  of  Com.  Gilroy  as  to  condition  of  appropriation  for  removal  of 
incumbrances.  Id.,  204. 

Communication  of  (Gilroy),  stating  that  B.  of  I.  has  made  the  removals  re- 
quested by  letter  of  April  25,  also  other  removals  (June  26,  1889),  3,  252. 

Communication  of  Com.  Gilroy  giving  list  of  streets  to  be  repaved,  and  sug- 
gesting prior  subway  construction  (Sep.  12,  1889),  3,  374.  Copies  of 
communication  directed  to  be  sent  to  Con.  T.  & E.  S.  Co.  and  the  Edison 
E.  111.  Co.  Id.,  376. 

Com.  Gilroy  asks  if  B.  of  E.  C.  will  designate  wires  to  be  cut.  Mayor  Grant 
answers  that  Expert  of  Board  will  designate  the  wires  (Oct.  12,  1889), 
4,  56. 
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Resolution  requesting  Mayor  to  ask  Department  to  see  that  rules  are  en- 
forced. Id.,  57. 

Com.  Gilroy  asks  some  questions  in  regard  to  the  cutting  of  wires.  Id.,  58. 

Statement  of  Com.  Gilroy  in  regard  to  granting  permits  to  open  streets  (Jan. 
8,  1S90),  4,  109. 

Engineer  directed  to  confer  with  Com.  Gilroy  on  subject  of  work  reported 
on  by  Engineer.  Id.,  no. 

Expert  directed  to  furnish  Department  with  locality  of  dead  poles  and  wires 
of  Electric  L.  Cos.  Id.  117. 

Com.  Gilroy  assents  to  request  to  co-operate  with  committee  appointed  in 
connection  with  removal  of  unnecessary  telephone  and  telegraph  lines 
Id.,  120. 

Statement  of  Com.  Gilroy  that  work  recommended  by  the  Engineer  will  not 
interfere  with  paving  if  done  early  (Jan.  31,  1890),  4,  178.  The  Commis- 
sioner also  gives  notice  that  he  will  not  give  permit  to  open  newly  paved 
streets  unless  ordered  by  the  court.  Id.,  179. 

Statement  of  Com.  Gilroy  that  he  will  give  every  facilij}"  for  laying  of  certain 
subways  ordered  by  the  Board.  Id.,  181. 

Application  of,  to  erect  poles  and  string  wires  along  old  Aqueduct  from  city 
limits  to  High  Bridge  granted.  Id.,  191. 

Statement  of,  that  he  would  grant  permission  to  build  some  of  the  subways 
ordered  by  March  ist.  Id.^  213. 

Board  hears  Com.  Gilroy  in  respect  to  communication  of  U.  S.  111.  Co.  in 
regard  to  distributing  conduit  on  Broadway  (March  26,  1890),  4,  267. 

Suggestion  of  Com.  Gilroy  in  regard  to  report  of  the  Engineer,  recommending 
subway  construction.  Id.,  272. 

Statement  and  communication  of  Com.  Gilroy  respecting  future  subway  con- 
V struction,  and  list  of  streets  to  be  repaved  (March  31,  1890),  4,  278. 

Com.  Gilroy  suggests  that  Board  order  subways  in  the  streets  absolutely 
ordered  to  be  repaved.  Id.,  286. 

Coin.  Gilroy  requests  Board  to  exclude  from  its  orders  newly  repaved  streets 
(April  8,  1890),  4,  298. 

Communication  of  Com.  Gilroy  requesting  more  rapid  subway  construction 
in  streets  where  new  pavements  are  to  be  laid  (May  14,  1890),  4,  322. 

Statement  of  Com.  Gilroy  complaining  of  delay  in  building  subsidiary  ducts 
on  west  side  of  Broadway,  which  is  to  be  repaved  (May  19,  1890),  S,  2. 

Com.  Gilroy  complained  of  present  system  of  handholes,  which  compels  dig- 
ging up  of  street  to  make  house  connections.  Id.,  3. 

Com.  Gilroy  asks  for  instructions  in  regard  to  requests  from  Board  to  remove 
certain  wires  of  East  River  Electric  Light  Company  (Aug.  28,  1890),  5,  42. 

Com.  Gilroy  asks  Board  to  define  what  is  a subsidiary  duct.  Id.,  43. 

Copy  of  minutes  of  each  meeting  directed  to  be  sent  to  the  Commissioner  of 
(Dec.  4,  1890),  5,  92. 

Matter  of  further  subway  facilities  on  Broadway,  bet.  Houston  st.  and 
Bowling  Green,  referred  to  Comm’r  of  P.  Works  and  the  Engineer 
(March  25,  1891),  5,  241. 

Com.  Gilroy  requests  Board  to  notify  Construction  Co.  to  build  handholes 
in  23d  St.  prior  to  the  repaving  of  street.  Id.,  241. 

Communication  of  Com.  Gilroy  enclosing  two  resolutions — one  in  reference 
to  lateral  house  connections,  and  the  other  in  reference  to  handholes  of 
Edison  Company — which  he  desires  introduced  (April  14,  1891),  5,  298. 
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Communication  of  Com.  Gilroy,  with  enclosed  resolutions,  read  at  meeting 
of  April  14,  re-read  (Ap.  20,  1891),  5,  319. 

Commissioner  of,  directed  to  remove  all  poles  unmarked  at  end  of  one  week 
(April  20,  1891),  5,  325. 

Communication  of  Com.  Gilroy  complaining  of  7th  ave.  pole  line  as  danger- 
ous, and  stating  that  it  is  dead  and  ought  to  be  treated  as  an  incum- 
brance, and  removed.  Id.,  329. 

Communication  of  Com.  Gilroy  that  pipes  of  West  Side  Electric  Co.  laid 
acioss  W^.  52d  st.  ffom  500  to  501  had  been  taken  up  and  removed  to 
Corporation  Yard  (June  2,  1891),  5,  384. 

Board  hears  Com.  Gilroy  in  matter  of  application  for  sub^yay  on  north  side 
of  23rd  St.  (Aug.  3,  1891),  5/390. 

Resolution  requesting  Mayor  to  order  removal,  by  Com.  of  P.  Works,  the 
90  days’  notice  having  expired,  of  certain  poles  and  wires  (Nov.  10,  1891), 
5,  399- 

DEPARTMENT  OF  STREET  CLEANING. 

Permit  authorized  for  lighting  dumps  (Aug.  8,  ’88),  2,  loi.  Permit  for  tele- 
phone desired  by,  at  47th  street,  North  River  (March  7,  1889),  2,  401. 

DERROM,  ANDREW. 

Plan  of  subways  of,  referred  to  Engineer  (Dec.  2,  ’88),  2,  284. 

DEXTER,  E.  E.  (Supt.  East  River  E.  L.  Co.) 

Board  hears  in  matter  of  application  of  East  River  El.  L.  Co.  to  connect  its 
wires  in  E.  loth  st.  (Ap.  20,  ’91),  5,  321. 

DEXTER  STOCK  INDICATOR  AND  TELEGRAPH  COMPANY. 

Application  of,  to  erect  four  housetop  wires.  Secretary  directed  to  inform  Co. 
that  as  it  hds  no  franchise  its  application  cannot  be  entertained  (Sep.  12 
1889),  3,  369,  370. 

DISCUSSION  AND  CONSIDERATION. 

In  respect  to  construction  of  3rd  ave.  and  certain  other  subways  (June  26, 
1889),  3,  264. 

In  respect  to  construction  of  subways  by  electric  light  companies.  Id.,  265. 

In  respect  to  construction  of  subways  by  Edison  Electric  111.  Co.  of  N.  Y. 
Id.,  267. 

In  respect  to  alleged  greater  privileges  of  Edison  Electric  111.  Co.  of  Ni  Y. 
(June  26,  1889),  3,  269. 

In  respect  to  ordering  subways  (Aug.  15,  1889),  3,  318. 

In  respect  to  deaths  by  electric  wires,  insulation,  etc  (Oct.  9,  1889),  4>  i"40- 

In  respect  to  proposition  of  Standard  Electrical  Subway  Co.  to  build  subways 
(Oct.  9,  1889),  4,  33- 

In  respect  to  deaths  by  electric  wires,  and  insulation  (Oct.  10,  1889),  4,  41-51. 

In  respect  to  deaths  by  electric  wires,  and  insulation, (Oct.  12,  1889),  4,  52-61. 

In  respect  to  resolution  offered  declaring  contract  with  Con.  T.  & E.  S.  Co. 
ineffectual  (Oct.  14,  1889),  4,  82. 

In  respect  to  proposed  resolution  limiting  current  on  overhead  wires  to  300 
volts  (Oct.  15,  1889),  4.  93- 


In  respect  to  report  of  Engineer  under  resolution  directing  him  to  report  a 
comprehensive  system  of  subways.  In  respect  to  report  of  Engineer  of 
this  date  (Jan.  8,  1890),  4,  104-110. 

In  respect  to  report  of  Engineer  of  Jan.  8,  laid  over  from  meeting  of  that 
date  (Jan.  31,  1890),  4,  179- 

In  respect  to  proposal  of  Standard  E.  S.  Co.  to  build  electric  light  subways 
(Jan.  31,  1890),  4,  182-189. 

In  respect  to  proposal  of  Standard  E.  S.  Co.  to  build  electrip  light  subways 
(Feb.  17,  1890),  4,  196-212. 

In  respect  to  proposed  contract  between  Board  and  Standard  E.  S.  Co.  (Feb. 
19,  1890),  4,  215. 

In  respect  to  proposed  rules  for  overhead  wires  (which  were  adopted)  (Feb. 
19,  1890),  4,  237. 

In  respect  to  sufficiency  of  notice  to  Inspector  Reilly  of  charges  to  be  pre- 
ferred against  him  (March  7,  1890),  4,  252. 

In  respect  to  complaint  and  protest  of  East  River  E.  L.  Co.  against  alleged 
excessive  subway  rentals  (March  26,  1890),  4,^  261. 

In  respect  to  application  of  U.  S.  111.  Co.  for  distributing  ducts  on  B’way, 
from  Bowling  Green  to  14th  st.,  and  14th  st.  to  Un.  ph,  and  3rd  ave.  and 
Bowery.  Id.,  267. 

In  respect  to  application  of  Standard  E.  S.  Co.  to  use  cement-lined  pipe. 
Id.,  272. 

In  respect  to  communication  of  Com.  Gilroy  suggesting  that  the  Board  order 
subway  construction  in  streets  to  be  repaved  (March  31,  1890),  4,  286. 

In  respect  to  proposed  amendment  to  rules  for  overhead  wires  (March  31, 
1890),  4,  289. 

In  respect  to  requests  for  distributing  ducts  on  3rd  ave..  Bowery  and  Park 
Row  (March  31,  1890),  4,  290. 

In  respect  to  communication  of  U.  S.  111.  Co.  in  regard  to  use  of  steam-hteaed  sub- 
ways (Ap.  8,  i8go),  4,  295. 

In  respect  to  companies  giving  a guarantee  that  space  applied  for  in  subways 
will  be  occupied.  Id.,  299. 

In  respect  to  report  of  Expert  in  relation  to  cables  affected  by  steam  heat 
(May  14,  1890),  4,  312. 

In  respect  to  what  is  proper  security  to  be  given  by  Electric  L.  Cos.  to  Con. 
Co.  Id.,  326. 

In  respect  to  application  for  space  in  subways  (May  16,  1890),  4,  330. 

In  respect  to  some  system  of  handholes  which  will  prevent  tearing  up  of 
streets  (May  19,  1890),  5,  3. 

In  respect  to  communication  of  United  E.  L.  & P.  Co.  in  relation  to  removal 
of  wires  under  90-days’  notice  (June  18,  1890),  5,  21. 

In  respect  to  resolution  authorizing  the  construction  of  certain  subways  (Aug. 
28,  1890),  5,  39- 

In  respect  to  report  of  Expert  in  relation  to  the  killing  of  Kopp  and  the  in- 
jury to  Young  (Sep.  19,  1890),  S,  51. 

In  respect  to  report  of  Engineer  in  relation  to  subway  rentals  (Sep.  19,  1890), 
■5,  51-62. 

In  respect  to  applications  of  Met.  T.  & T.  Co.  for  individual  telephone  con- 
nections (Oct.  23,  1890),  5,  63. 

In  respect  to  application  of  North  N.  Y.  L.  Co.  to  replace  its  circuits  north 
of  Harlem  River.  Id.,  64. 
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In  respect  to  authorizing  certain  subway  construction  (Oct.  23,  1890),  5,  65. 

In  respect  to  applications  of  Mt.  Morris  E.  L.  Co.  and  U.  E.  L.  & P.  Co.  for 
subway  in  Duane  st  (Dec.  4,  1890),  5,  70-76. 

In  respect  to  application  of  North  N.  Y.  L.  Co.  for  two  more  wires.  Id.,  84. 

In  respect  to  proposed  contract  with  Empire  City  Subway  Company  (Dec. 

4,  1890),  5,  85-92. 

In  respect  to  proposed  contract  with  Empire  City  Subway  Company  (Dec. 
8,  1890),  5,  102-104. 

In  respect  to  proposed  contract  with  Empire  City  Subway  Company  (Dec. 
10,  1890),  5,  106-114.  ' 

In  respect  to  subway  rentals.  Id.,  114-126. 

In  respect  to  ist  proscribed  district  (Feb.  27,  ’91),  5,  166-171. 

In  respect  to  report  of  Engineer  recommending  subways  in  certain  streets, 
etc.  (March  18,  1891),  5,  221-229. 

In  respect  to  extension  of  90-days’  notice  of  Dec.  16,  1890  (March  25,  1891), 

5,  238-241. 

In  respect  to  report  of  Engineer  recomrifending  certain  subway  construction 
(April  20,  1891),  5,  318. 

In  respect  to  applications  of  various  companies  for  subsidiary  connections 
(April  20,  1891),  s,  326. 

In  respect  to  Engineer  s report  recommending  certain  subway  construction 
(April  22,  1891),  5,  333. 

In  respect  to  Engineer’s  report  recommending  extension  of  90-days’  notice 
Id.,  341- 

In  respect  to  liability  of  Con.  T.  & E.  S.  Co.  on  its  contract  and  bond  in  re- 
lation to  completion  of  subways  already  ordered  (May  15,  1891),  5,  348 

In  respect  to  resolution  and  contracts  bet.  Board  and  Con.  T.  & E.  S.  Co., 
and  bet.  Board  and  Empire  City  Subway  Co.  Id.,  379. 

In  respect  to  report  of  Expert  giving  lines  still  up  in  ist  proscribed  district 
Id.,  381. 

In  respect  to  applications  of  Western  Un.  Tel.  Co.  to  string  wires  for  “time 
service.”  Id.,  382. 

In  respect  to  application  of  Postal  T.  Cable  Co.  to  transfer  certain  wires, 
etc.  Id.,  382. 

In  respect  to  communication  of  East  R.  E.  L.  Co.  complaining  of  non-com- 
pletion of  subways  ordered  in  Grand  street  (Aug.  3,  1891),  5,  390. 

In  respect  to  application  of  United  E.  L.  & P.  Co.  for  subwly ’facilities  on 
north  side  of  23rd  st.,  bet.  6th  ave.  and  Broadway.  Id.,  390. 

In  respect  to  report  of  'Engineer  recommending  certain  subway  construction 
(Oct.  8,  1891),  5,  395. 

In  respect  to  report  of  Engineer  in  regard  to  subway  requirements  of  electric 
light  companies  in  certain  proposed  subways  (Nov.  10,  1891),  5,  400. 

DISBROW  G.  B. 

Communication  of,  complaining  of  dead  pole  in  front  of  1671  Second  avenue, 
belonging  to  Harlem  Co.  Inspector  Fitzpatrick  reports  pole  dead.  Sec- 
retary directed  to  send  communication  and  report  of  inspector  thereon  to 
Comm’r  of  P.  W’s  (Nov.  23,  1888),  5,  249-250. 

DISTRICT  ATTORNEY. 

Secretary  directed  to  write  to,  and  ask  to  take  prompt  action  in  case  of  The 
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People  ex  rel.  Schuyler  S.  Wheeler  vs.  The  U.  S.  111.  Co.  (Sept.  i8,  i88S). 

2,  IIS- 

Communicatioii  of,  in  relation  to  violation  of  rules  by  United  States  111.  Co 
(June  13,  1889),  3,  227. 

Communication  of,  acknowledging  receipts,  of  communication  inclosing  report 
of  Inspector  Roth  (Sept.  12,  1889),  3,  371- 

Copy  of  communication  of  Brush  E.  111.  Co.  relative  to  complaint  of  Inspector 
Roth  directed  to  be  sent  to  District  Attorney,  Id.,  372. 

DUPLICATE  LINES  AND  CONSOLIDATION  OF  LINES. 

Report  of  Expert  giving  duplicate  lines  of  Metropolitan  Tel.  & Tel.  Co.  (April 
24,  1889),  3,  133- 

Secretary  directed  to  notify  Co.  to  remove  one  line  in  each  of  the  places 
where  its  duplicate  lines  are.  Id.,  134. 

Report  of  Expert  giving  duplicate  lines  of  East  River  E.  L.  Co.  (May  28, 

1889),  3,  169- 

Report  of  Expert  giving  duplicate  lines  of  West.  Un.  T.  Co.  Id.,  169. 

Removals  suggested  in  reports  of  Expert  of  May  28  giving  duplicate  lines 
directed.  Id.,  170. 

Expert  directed  to  report  whether  any  of  the  streets  mentioned  in  his  re- 
ports of  May  28  have  subways.  Id.,  170. 

Discussion  in  relation  to  consolidation  of  lines.  Expert  directed  to  confer 
with  companies  with  reference  to  consolidation.  Id.,  176-177. 

Report  of  Engineer  stating  that  there  are  streets  having  four  lines  of  poles, 
etc.,  and  in  relation  to  Fire  Department  lines.  Statement  of  Mayor  Grant 
in  relation  to  companies  building  lines  for  F.  D.  (March  18,  1891),  5,  228. 
Expert  confirms  report  of  Engineer  in  respect  to  duplicate  lines.  Id.,  229. 
Engineer  and  Expert  directed  to  furnish  at  next  meeting  list  of  lines  in 
first  proscribed  district.  Expert  states  there  is  such  a list  in  third  Annual 
Report.  Id.,  229. 

Companies  owning  pole  lines  on  West  End  avenue  directed  to  consolidate  on 
east  side  (March  25,  1891),  5j  243. 

Mayor  Grant  calls  for  report  on  duplicate  lines.  Expert  states  that  he  desires 
to  hold  it  back  if  resolution  about  second  proscribed  district  is  passed. 
Report  deferred.  Id.,  246. 

Report  of  Expert  giving  long  list  of  duplicate  lines  (March  30,  1891),  5,  255. 

Communication  of  Fire  Department  in  relation  to  duplicate  lines.  Id.,  272. 

Report  of  Expert  giving  duplicate  lines  referred  back  to  him  to  be  reported 
at  next  meeting.  Id.,  282. 

Communications  of  Fire  Department  in  reference  to  consolidation  of  line? 
(April  14,  1891),  5,  292-294. 

Report  of  Expert  in  relation  to  duplicate  lines,  giving  list  of  lines  to  hr 
transferred  (April  20,  1891),  5>  309- 

Opinion  of  Corp.  Counsel  Clark  that  by  force  of  statute  (Chap.  716  of  laws  of 
1887)  tel.  and  tel.  cos.  may  be  required  to  consolidate  their  lines  (June 
2,  1891),  5,  38s- 
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E. 

EAST  RIVER  ELECTRIC  LIGHT  COMPANY. 

Application  of,  for  underground  accommodations  in  certain  streets  (July  15, 
1887),  I,  23. 

Application  of  (July  29,  1887),  L 64. 

Application  of,  for  lampposts  in  certain  streets,  to  carry  out  contract  awarded 
by  Gas  Commission  (Oct.  4,  1887),  i,  143. 

Eive  applications  of,  to  erect  poles  and  string  wires  referred  to  Engineer 
(July  16,  1888),  2,  67. 

Two  applications  of,  to  hang  lamps  and  connect  same  granted  (Oct.  17,  1888), 
2,  170. 

Application  of,  to  string  two  wires  on  existing  poles,  for  city  lighting,  granted 
(Oct.  19,  1888),  s,  181. 

Application  of,  to  hang  lamp  and  connect  with  circuit  granted;  Id.,  186. 

Application  of,  to  hang  lamps  granted  (Oct.  30,  1888),  2,  209. 

Application  of,  to  hang  lamps  granted  (Nov.  13,  1888),  2,  234. 

Application  of,  to  erect  poles  on  6th  avenue,  for  wires  for  city  lighting,  laid 
over  (Nov.  13,  1888),  2,  235. 

Authorized  to  build  the  part  of  ist  avenue  consolidation  line  between  14th 
and  Houston  street  (Dec.  4,  1888),  2,  259. 

Application  of,  to  erect  pole  line  on  22d  street  denied.  Id.,  260. 

Applications  of,  for  lamp  connections  granted.  Id.,  265.  (Dec.  7,  1888),  2, 
272.  (Dec.  21,  1888),  2,  288. 

Application  of,  to  set  a line  of  poles  on  49th  street  granted  (Dec.  21,  1888) 

2,  288. 

Communication  of,  stating  preparations  to  go  underground  on  6th  avenue  and 
elsewhere  (Feb.  25,  1889),  2,  348. 

Directed  to  remove  wires  within  45  days  from  February  18,  and,  in  default. 
Board  will  request  Mayor  to  take  summary  action.  Id.,  34^ 

Report  of  Expert  on  duplicate  lines  of,  on  jst  avenue  and  the  Bowery  (May 
28,  1889),  3,  169. 

Applications  for  lamp  connections  granted  (May  29,  1889),  3,  188;  (June  13,  1889), 

3,  214;  (June  26,  1889),  3,  285. 

Applications  of,  to  erect  poles  and  string  wires  denied  (June  26,  1889),  3,  286. 

Applications  of,  for  lamp  connections  granted  (Aug.  15,  1889),  3,  337- 

Five  applications  of,  to  string  wires'referred  to  Com.  Gibbens.  Id.^  338. 

Applications  of,  for  lamp  connections  granted  (Aug.  17,  1889),  3,  366. 

Applications  of,  to  erect  poles  on  6th  avenue  from  14th  to  Carmine  street; 
application  referred  to  Com.  Gibbens  (Sept.  12,  1889),  3,  383. 

Applications  of,  for  lamp  connections  granted.  Id.,  385. 

Three  applications  of,  to  string  wires  referred  to  Expert,  3,  385. 

Statement  of  (Mr.  Moore)  at  hearing  on  subject  of  deaths  by  wires  (Oct.  9 
1889),  4,  28-29. 

Statement  of  representative  of,  that  its  wires  are  in  good  condition  (Oct.  10,  1889) 

4,  51- 

Statements  of  (Judge  Kelly),  in  connection  with  proposed  contract  with 
Standard  E.  S.  Co.  (Jan.  31,  1890),  4,  186-188. 

Argument  of  Senator  Grady  on  behalf  of,  in  respect  to  right  of  Board  to 
make  contract  with  Standard  E.  S;  Co.,  etc.  (Feb.  17,  1890),  4,  196-198  and 
209. 
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Application  of,  to  construct  subways  referred  to  Engineer.  Id.,  212. 

Statement  of  Senator  Grady  that  Co.  joins  North  N.  Y.  Co.  in  its  objections  to 
proposed  contract  with  Standard  E.  S.  Co.  (Eeb.  19,  1890),  4,  214. 

Board  hears  Mr.  Grady  on  behalf  of,  in  respect  to  proposed  contract  with 
Standard  Co.  Id.,  215. 

Mr.  Grady  on  behalf  of,  presents  application  for  ducts,  and  applications  re- 
ferred to  Engineer  (March  22,  1890),  4,  256. 

Communication  of,  complaining  of  excessive  subway  rentals  and  asking 
for  relief.  Communication  referred  to  Engineer  to  take  and  repoit  tes- 
timony (March  26,  1890),  4,  258-261. 

Comniuncation  of,  in  respect  to  existing  rules  of  Consolidated  Tel.  & E.  S 

Co.  referred  to  Expert.  Id.,  261-262.  ,11 

Hearing  by  Engineer  in  matter  of  subway  rentals  set  for  April  2,  at  12  o clock 

(March  31,  1890),  4,  287. 

Requests,  through  Judge  Kelly,  distributing  ducts  on  Bowery  and  Park  row.  id., 
290. 

Assents  to  giving  guarantee  that  space  applied  for  in  subways  will  be  occu- 
pied (April  8,  1890),  4,  299. 

Statement  of  Judge  Kelly  in  reference  to  applications  of  companies  for  subways 

(May  14,  1890),  4,  325-  . .1 

Statement  of  Judge  Kelly  in  reference  to  bond  of  Co.  for  subway  rentals. 

Id.,  325-  ^ , 

Com.  Gilroy  asks  for  instructions  regarding  requests  of  Board  to  remove 
certain  wires  of  Co.  Board  directs  suspension  of  cutting  of  wires  alleged 
to  have  been  strung  without  permission.  Board  directs  Secretary  to  re- 
port condition  of  certain  wires  of  Co.  at  time  of  their  alleged  wrongful 
cutting  (Aug.  22,  1890),  5,  42- 

Board  hears  Senator  Grady  on  behalf  of  Co.  on  subject  of  report  of  Engineer 
on  subway  rentals  (Sept.  19,  1890),  5;  61. 

Judge  Kelly  on  behalf  of  Co.  requests  Board  to  compel  Con.  T.  & E.  S.  Co. 
to  build  house  connections  when  cost  is  paid  in  advance.  Board  defers 
action  (Dec.  8,  1890).  S)  92- 

Judge  Kelly  on  behalf  of,  applies  for  postponement  of  execution  of  proposed 
agreement  with  Empire  City  Subway  Co.,  and  Board  lays  matter  over 
(Dec.  8,  1890),  5,  104. 

Statement  of  Mr.  Moore  on  behalf  of,  in  opposition  to  proposed  agreement 
with  Empire  C.  S.  Co.  (Dec.  10,  1890),  S)  lod. 

Argument  of  Judge  Kelly  on  behalf  of,  on  subject  of  subway  rentals.  Id., 

122-126. 

Judge  Kelly  requests  Board  to  require  Con.  T.  & E.  S.  Co.  to  build  house  con- 
nections when  payment  therefor  is  made  in  advance.  Id.,  126. 

Judge  Kelly  on  behalf  of,  withdraws  application  made  at  last  meeting  for 

Iiouse  connections  (Dec.  15,  1890),  5,  128. 

Judo-e  Kelly  on  behalf  of,  states  that  he  sees  no  objection  to  certain  preambles 
°and  resolutions  approving  proposed  contract  with  Empire  City  S.  Co.  Id.,  131. 
Judge  Kelly  states  that  there  are  no  subways  in  8th  street  west  of  3d  avenue 
mrd  in  Irving  place  from  14th  street  to  20th  street  (Feb.  27,  1891),  S,  KO- 
Judge  Kelly  on  behalf  of,  requests  until  next  day  to  put  in  applications  for 
subways  (March  6,  189  0;  5>  180. 

Communication  of,  requesting  certain  subway  accommodations  (March  ii. 
1891),  5,  196. 


Board  hears  Judge  Kelly  on  behalf  of  Co.  in  relation  to  extension  of  90-days 
notice  given  Dec.  16,  1890  (March  25,  1890),  5 240 

Board  hears  Judge  Kelly  on  behalf  of  Co.  in  favor  of  extension  of  90-days  no- 
tice given  Dec.  16,  1890  (March  30,  1891),  5,  278. 

Report  of  Expert  that  Co.  has  dead  wires  in  24th  street.  Report  of  Inspector 
burke  that  Co.  has  not  removed  its  wires  from  pole  S.  W.  cor.  24th  street 
and  3d  avenue,  as  ordered.  Judge  Kelly  states  that  Co.’s  wires  on  24t!i 
stieet  are  its  mam  line,  and  are  not  dead,  and  that  there  is  no  subway 
111  24th  street  (April  14,  1891),  5,  290-291. 

Judge  Kelly  submits  proposed  resolution  permitting  Co.  to  repair  and  connect 
Its  lines  recently  cut  in  East  loth  street.  Id.,  302. 

Judge  Kelly  complains  of  delay  in  granting  permits  for  lamp  connections. 

■?  3^3* 

Board,  after  hearing  report  of  Expert  and  Supt.  Dexter,  denies  application  of 
Lo.W  repair  and  connect  its  lines  on  East  loth  street  (April  20,  1891), 

Boaixl  considers  application  of  Co.  for  subsidiary  connections,  and  Con.  T.  & 
b.  b.  Co.  ordered  to  build  same.  Id.,  326-327. 

Board  hears  Judge  Kelly  concerning  lines  of  Co.  in  first  proscribed  district 
and  prospect  of  removal  of  same  by  June  i (May  27,  1891)  c 382 
Communication  of,  complaining  that  subway  ordered  in  Grand  street  is  not 
being  completed.  Matter  considered.  Board  hearing  its  counsel.  Judge 

that  he"  " ^ Lauterbach,  who  stated 

that  he  would  call  it  to  the  attention  of  his  Board  (Aug.  3,  1891)  c ,qo 

Complains,  through  Judge  Kelly,  of  rule  .requiring  payments  of  yeacj’  i^,Ll 

in  advance.  Mayor  states  that  Board  will  hear  any  similar  complaints  at 
next  meeting  (Oct.  8,  1891),  5,  396.  ^ ^ 

Report  of  Expert  of  housetop  wires  of  Co.  ip  first  proscribed  district  (Nov 
10,  1891),  S,  397.  . cc  UNOV. 

EAST  RIVER  PARK. 

Statement  of  Mayor  Grant  that  there  is  application  before  Board  to  light. 

on.  . & E.  S.  Co.  authorized  to  build  subway  in  84th,  8sth  or  86th  street 
from  3d  avenue  to  (Aug.  22,  1890),  5,  34. 

EDj.SON  electric  ILLUMINATING  COMPANY  OF  NEW  YORK. 

Application  of,  to  build  certain  subways.  Com.  Gibbens  moves  that  Con.  T. 

. S.  Co.  be  direrted  to  build  certain  subways,  with  provisions  for  dis- 
iibutmg  rods  of  Edison  Co.  Mayor  .Hewitt  moves  amendment  to  ef- 
fect _ that  Engineer  submit  map  of  route  of  subways  at  next  meeting. 
Motion  as  amended  passed  (July  13,  1887),  i,  14-16. 

Application  of  (general)  (July  15,  1887),  i,  24. 

Application  of,  and  communication  of,  in  reference  to  application  to  erect 
poles  s e.  cor.  5th  avenue  and  soth  street  to  carry  temporarily  cable  pend- 
ing making  underground  crossing.  Con.  T.  & E.  S.  Co.  directed  to  make 

Edison  Co.  suggested  by  its  application  (Dec  7 
1088),  2,  270-271.  ' 

Application  of  (renewal),  to  erect  pole  cor.  5th  avenue  and  50th  street;  appli- 
cation denied  (Dec.  21,  1888),  2,  286-287. 

Statement  of  representative  of  U.  S.  111.  Co.  that  Edison  Co.  has  greater  privi- 
eges  than  other  E L.  Cos.  Discussion  in  respect  to  alleged  favoritism 
shown  Edison  Co.  (June  26,  1889),,  3,  267-269. 
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Copy  of  communication  of  Commissioner  of  Public  Works  giving  list  of 
streets  to  be  repaved  directed  to  be  sent  to  Edison  Co.  (Sept.  12,  1889),  3,  376. 

Application  of  Con.  T.  & E.  S.  Co.  for  authorization  of  certain  subway  con- 
struction for  Edison  Co.  Application  granted,  work  to  be  completed  by 
Dec.  I.  Id.,  376-377- 

■ Applications  of,  for  lamp  connections  (not  already  placed)  certified  by  Expert 
as  complying  with  rules  granted  (Jan.  31,  1890),  4,  191. 

Communication  of,  addressed  to  heads  of  all  city  departments,  directed  to  be 
placed  on  file  (Feb.  19,  1890),  4,  246. 

Applications  of,  for  lamp  connections  granted.  Id.,  248. 

Con.  T.  & E.  S.  Co.  directed  to  construct  subways  for,  and  for  other  electric 
light  companies,  in  streets  under  contract  to  be  repaved,  as  designated 
by  the  Engineer  (April  8,  1890),  4,  298. 

Con.  T.  & E.  S.  Co.  directed  to  construct  subways  in  certain  streets  for,  and 
for  the  other  electric  light  companies  upon  their  application,  immediately 
upon  completion  of  subways  in  streets  to  be  repaved.  Id.,  300. 

Mayor  Grant  states  that  he  would  be  in  favor  of  granting  permission  to  the 
Co.  to  build  its  subways  immediately  (May  19,  1890),  5,  10. 

Con.  T.  & E.  S.  Co.  directed  to  construct  subways  in  certain  streets  for,  and 
for  other  electric  light  companies  as  shall  apply  by  Sept.  4,  subject  to  ap- 
proval of  Commissioner  of  Public  Works  (Aug.  28,  1890),  5,  37. 

Communications  of,  requesting  certain  subway  accommodations  (March  il, 
1891,  5,  197-204. 

Proposed  resolution  of  (Commissioner  of  Public.  Works  Gilroy)  requiring 
hand-holes  of  Co.  to  be  flush  with  surface  of  pavement.  Discussion  of 
resolution  by  Board.  Mr.  Bowker,  of  Co.,  asserts  impracticability  of  re- 
Ciuirement  (April  14,  1891),  5>  298-300. 

Proposed  resolution  in  reference  to  hand-holes  of  Co.  brought  up  and  laid 
over.  Co.  (through  Mr.  Bowker)  states  that  it  has  no  objection  if  reso- 
lution worded  to  meet  requirements  of  Edison  system  (April  20,  1891),  5, 
320-321. 

Connection  required  to  be  made  with  each  house  at  time  of  laying  mains,  or 
mains  to  be  laid  contiguous  to  sidewalk  (April  22,,  1891),  5,  337. 

Communication  of,  in  reference  to  subwa}'-  requirements  in  district  from 
Chambers  to  8th  street  (Oct.  8,  1891),  5;  395- 

EINSTEIN,  FRANK.  ( 

See  Harlem  Lighting  Company. 

See  Manhattan  Electric  Light  Company  (Limited). 

ELECTRICAL  EXPERT  (Schuyler  S.  Wheeler). 

Resolution  for  appointment  of,  at  salary  of  $2,500,  and  defining  duties  (April 
17;  1888),  I,  277. 

Schuyler  S.  Wheeler,  George  P.  Wardell  and  Edw.  M.  Waring  certified  by 
State  Givil  Service  Commission  from  the  elegible  list  as  having  the 
highest  standing  as  Electrical  Experts  (June  8,  1888),  2,  5. 

Certified  candidates  for  Electrical  Expert  to  be  notified  to  appear  before  the 
Board  on  the  following  Monday  for  examination.  Id.,  6. 

Wheeler,  Wardell  and  Waring  examined  by  Board,  and  directed  to  appear 
at  next  meeting  (June  ii,  1888),  2,  17. 
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Com.  Gibbens  moves  appointment  of  Wheeler.  Com.  Hess  moves  that  mo- 
tion of  Com.  Gibbens  be  laid  on  table  until  next  meeting.  Com.  Hess’ 
motion  carried  (June  13,  1888),  2,  21. 

Schuyler  S.  Wheeler  appointed  Electrical  Expert  (June  15,  1888),  2,  22. 

Report  of,  of  violation  of  rules  (July  2,  1888),  2,  55. 

Recommendation  of,  that  notice  be  affixed  to  dead  or  out-of-use  poles,  wires 
and  fixtures  that  D.  P.  W.  will  be  requested  to  remove  same  unless  re- 
moved or  made  to  conform  to  rules.  Resolution  approving  recommenaa- 
tion  and^  directing  Expert  to  carry  it  out.  Recommends  rule  entitled  “Day 
Circuits,”  and  rule  entitled  “Number  of  Circuit;”  and  rule  entitled  “Stations.” 
These  proposed  rules  made  part  of  rules.  Id.,  58-62. 

Report  of,^of  violations  of  rules,  from  June  15  to  July  15.  Rules  entitled 
“Loops”  and  “Linemen”  recommended  bv.  Same  added  to  rules  (July  16 
1888),  2,  76-78.  ^ ’ 

Directed  to  report  precautionary  measures  for  Board  to  adopt  in  allowing  use 
of  the  alternating  and  the  continuous  electric  current  (Aug.  8,  1888),  2,  100. 

Rule  entitled  “Certificates  of  Inspection”  suspended  until  such  time  as  Expert 
reports  thereon.  Id.,  100. 

Oral  statement  of,  that  since  his  last  report  the  Dep.  of  P.  W.  has  begun  work 
of  removing  poles  and  wires,  and  detailing  work  done  by  that  Department 
and  the  Companies  in  that  direction  (Sept.  18,  1888),  2,  105. 

Communication  of,  advocating  common  use  of  poles  by  companies  operating 
same  class  of  conductors.  Id.,  107. 

Communication  of,  recommending  additional  rule  entitled  “Electric  Light 
Cables  to  rules  of  Con.  T.  & E.  S.  Co.  Rule  referred  to  Co.  to  bring 
in  a rule  for  approval  of  Board.  Id.,  107-108. 

Communication  of,  recommending  a rule  entitled  “Low  Lamps.”  Rule  recom- 
mended made  part  of  rules  of  Board.  Id.,  108-109. 

Report  of,  on  paper  of  Harold  P.  Brown  and  experiments  by  him  with 
alternating  current.  Id.,  109. 

Statistical  reports  of,  in  respect  to  violations  of  rules.  Id.,  111-112. 

Directed  to  bring  in  revision  of  rules  relating  to  electric  light  poles  and  wires. 
Id.,  114. 

Report  of,  on  work  of  the  Board  (Oct.  17,  1888),  2,  161-167. 

Temporary  permit  (1878)  to,  to  run  two  loops  into  Young  Men’s  C.  A.  Building, 
made  permanent.  Id.,  171.  ’ 

Secretary  directed  to  request  Superintendent  of  F.  D.  Tel.  to  give  key  to  fire  boxes 
to  E.  E.  (Oct.  19,  1888),  2,  188. 

Directed  (with  Engineer)  to  report  upon  condition  of  the  downtown  subways 
(Oct.  23,  1888),  2,  202. 

Report  of  the  Engineer  and  the  Electrical  Expert  on  the  heated  downtown 
subways  (Oct.  30,  1888),  2,  215. 

Applications  of  electric  light  companies  under  new  rules  referred  to  (Nov.  23 
1888),  2,  248. 

Report  of,  upon  applications  referred  to  him  at  last  meeting  (Dec  4 1888) 

2,  257. 

Recommends  consolidated  line  on  ist  avenue.  Id.,  259. 

Reports  unfavorably  on  application  of  Ball  Electrical  111.  Co.  (Dec.  21,  1888), 

2,  282. 
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Report  of,  upon  various  matters,  one  of  them  being  that  first  arc  lights 
operated  by  underground  conductors  in  New  York  have  been  started  by 
Harlem  Co.  and  are  running  successfully  (Jan.  18,  1889),  2,  323. 

Applications  before  Board  referred  to  Expert  and  Engineer  (Feb.  18,  1889), 


2,  336. 

Report  of,  in  relation  to  test  of  subway  cable  of  United  States  111.  Co.  Id.,  330. 
Report  of,  upon  applications  referred  to  him.  Directed  to  be  spread  on 
minutes,  and  recommendations  of  same  adopted  (Eeb.  25,  1889),  2,  370-372. 


Report  of,  upon  applications  of  the  Met.  T.  & T.  ^Co.  Id.,  371. 

Directed  to  reply  to  communication  of  Fred  H.  Whipple  concerning  practicability 
of  burying  high-tension  wires  (March  19,  1889),  3,  12. 

Statistical  report  of,  in  respect  to  violations  of  rules.  Id.,  14. 

Report  of,  that  lamp  at  180%  Bowery  has  been  removed,  and  that  lamp  at  147 


3d  avenue  has  not  been  removed.  Id.,  17. 

Report  of,  that  wires  connected  to  Proctor’s  Theatre  have  been  removed.  Id.,  17. 
Statements  of,  in  reference  to  gas  explosions  (April  2,  1889),  3,  66,  etc. 
Directed  to  investigate  certain  charges  of  stringing  wires  without  permit  and 
report  (April  24,  1889),  3,  126. 

Report  of,  that  Met.  T.  & T.  Co.  has  line  on  each  side  of  certain  named 
streets.  Id.,  133. 

Statistical  report  of,  in  respect  to  violation  of  rules.  Id.,  157. 

Report  of,  specifying  certain  electric  light  companies  that  had  violated  rules 

(April  25,  1889),  3,  159- 

Application  of  Man.  E.  L.  Co.  to  transfer  its  wires  from  its  pole  N.  W.  cor. 
Union  Square  and  14th  street  to  U.  S.  111.  Co.  pole  on  S.  W.  cor.  and  to  remove 
its  own  pole.  Reference  of  application  to  Expert.  Report.  Application 
granted.  Id.,  165-166. 

Statistical  report  of,  of  poles  and  wires  removed  from  Jan.  i to  May  15  (May 


28,  1889),  3,  168. 

Report  of,  giving  locations  wheie  East  R.  E.  L.  Co.  maintain  lines  on  both 
sides  of  street.  Id.,  169. 

Report  of,  giving  localities  in  which  West.  Un.  Tel.  Co.  maintains  a line  on 
each  side  of  street.  Id.,  169. 

Questions  Mr.  Humstone,  Supt.  of  W.  JJ.  Co.,  asking  him  if  Co.  will  consoli- 
date its  line  with  Met.  T.  & T.  CoJ  line  on  7th  avenue  between  51st  and 


nth  street.  Id.,  176. 

Directed  to  confer  with  companies  operating  signaling  lines  in  localities  where 
lines  are  duplicate  with  view  to  consolidation  of  lines.  Id.,  177- 

Report  of,  giving  localities  where  W.  U.  T.  Co.  maintains  a pole  line  on  each 
side  of  the  street  (May  29,  1889),  3,  191. 

Statistical!  report  of,  of  poles  and  wires  removed  during  year  ending  June 
15,  1889  (June  26,  1889),  3,  247. 

Statistical  report  of,  of  removal  of  poles  and  wires,  and  violation  of  rules 
' (Aug.  15,  1889),  3,  326. 

States  that  certain  applications  for  lamp  connections  were  received  too  late 
for  report  (Sept.  12,  1889),  3;  392- 

Directed  to  report  on  matter  of  U.  S.  111.  Co.  stringing  certain  wires.  Id.,  393. 

Directed  to  report  on  application  of  Man.  E.  L.  Co.  to  string  certain  wires  and 
connect  same  with  subway.  • Id.,  394. 


Statements  of,  in  discussion  relative  to  deaths  by  electric  wires  (Oct.  9,  1889), 
4,  25-34- 
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Communication  of,  with  respect  to  resolution  of  Oct.  9 that  no  overhead 
electric  light  wires  shall  be  operated  without  certificate  of  Expert  that 
the}/  are  safe  (Oct.  10,  1889),  4)  4i-  Questioned  by  Mayor  Grant  in  re- 
sjject  to  subject  matter  of  his  communication,  and  in  respect  to  testing 
wires.  Id.,  45. 

Repoit  of,  in  relation  to  notice  served  on  E.  L.  Cos.  to  discontinue  circuits 
until  certified  safe  (Oct.  12,  1889),  4,  52.  Questioned  by  Mayor  Grant  on 
subject  of  report.  Id.,  54-61. 

Directed  to  employ  men  in  inspection  of  insulation  of  electric  wires.  Id.,  57. 

Diiected,  before  cutting  wires,  to  notify  companies  to  take  current  off.  Id.,  57. 

States  to  Com.  Gilroy  readiness  to  go  on  with  work  of  cutting  wires  at  once 
Id.,  58. 

Reports  orally  on  death  of  Feeks  by  electric  wires  at  Cli^ambers  and  Centre 
streets.  Questioned  by  Mayor  Grant  and  Com.  Hess  in  relation  to  death  of 
Feeks.  Id.,  58-61. 

Report  of  (forming  part  of  report  to  Governor  and  Legislature),  directed  to 
be  spread  on  the  minutes  (Jan.  8,  1890).  Id.,  iii. 

Directed  to  furnish  Comm’r  of  P.  W.  localities  of  dead  poles  and  wires  Id 
117. 

Recommends  the  appointment  of  three  additional  Inspectors  of  Electrical 
Conductors.  Id.,  120. 

Recommends  that  section  4A  of  Rules  and  Regulations  Governing  Occupancy 
of  Subways  be  amended  (Jan.  31,  1890),  4,  190. 

States  that  he  had  suspended  Inspector  Reilly  and  that  at  the  time  of  sus- 
pension had  given  him  notice  that  at  next  meeting  charges  would  be 
preferred  (March  7,  i8go),  4,  252. 

Authorized  to  appoint  four  inspectors  of  electrical  conductors  for  temporary 
duty  for  thirty  days  (March  7,  1890),  4,  253. 

Asks  for  time  to  consider  communication  of  East  R.  E.  L.  Co.  in  reference 
to  existing  rules  of  Con.  T.  & E.  S.  Co.  and  communication  referred  to 
him  (March  26,  1890),  4,  262. 

Makes  statement  in  reference  to  application  of  U.  S.  111.  Co.  for  certain  dis- 
tributing conduits.  Id.,  267. 

Recommends  that  200  feet  of  wire  be  allowed  for  overhead  lamp  connection 
and  100  feet  for  subway  connection.  Id.,  274. 

Empoweied  to  reappoint  for  thirty  days  the  three  inspectors  whose  terms 
expire  , March  28.  Id.,  275. 

Approves  of  application  of  Brush  Co.  to  reset  poles  in  4th  street,  etc.  Id.,  276. 

Communication  of,  recommending  amendment  of  rule  32  (March  31  1890) 

4,  288.  ’ 

Board  hears,  in  relation  to  steam-heated  subways  (April  8,  1890),  4,  295. 

Reference  to,  of  communication  of  U.  S.  111.  Co.  in  regard  to  use  by  it  of 
steam-heated  subways.  Id.,  295. 

Report  of,  in  reference  to  cables  affected  by  steam  heat;  also  statement  of; 
matter  of  report  referred  back  (April  23,  1890),  4,  304-306. 

Report  of,  in  reference  to  cable  affected  by  steam  heat  (May  14,  1890),  4,  311. 

ixeport  of,  of  oveihead  lines  which  can  be  removed  owing  to  completion  of 
subways  and  giving  of  90-days  notice;  Board  considers  it  and  orders  it 
placed  on  file,  and  directs  Expert  -to  report  lines  that  can  be  ordered 
down  at  once  (May  14,  1890),  4,  313-321. 

Diiected  to  reappoint  for  thirty  days  the  four  temporary  inspectors.  Id.,  328 


Authorized  to  appoint  four  temporary  inspectors  from  full  list  received  from 
C.  S.  Board,  for  thirty  days,  appointments  to  date  from  day  of  selection 
(May  i6,  1890),  4,  349. 

Reference  to,  of  applications  of  West.  Un.  Tel.  Co.,  North  N.  Y.  L.  Co.,  Aque- 
duct Commission,  Gold  & S.  Tel.  Co.  and  Postal  Tel. -Cable  Co.  (June  18, 

1890) ,  s,  12-13. 

Board  hears,  in  matter  of  communication  of  U.  E.  L.  & P.  Co.  in  relation  to 
removal  of  certain  of  its  wires,  and  directs  him  to  confer  with  Gen.  Man. 
Browne.  Id.,  21. 

Report  of,  in  relation  to  certain  wires  of  U.  S.  111.  Co.  in  streets  having  sub- 
ways and  of  the  completion  of  which  90  days’  notice  has  been  given  (Aug. 
22,  1890),  5,  35. 

Report  of,  in  relation  to  death  of  Kopp  and  injury  to  the  boy  Young  (Sept.  19, 
J890),  5,  48. 

Statement  of,  in  reference  to  the  wire  that  killed  Kopp,  and  in  reference  to 
grounds.  Id.,  50. 

Approves  of  applications  of  Met.  T.  & T.  Co.  for  overhead  telephone  connec- 
tions (Oct.  23,  1890),  5,  63. 

Report  of,  giving  list  of  electric  light  subways  completed  since  giving  of  last 
90  days’  notice;  also  list  of  all  electric  light  subways  completed  to  date 
(Dec.  4,  1890),  5,  77. 

Reports  verbally  in  favor  of  granting  applications  of  North  N.  Y.  L.  Co.  to 
erect  poles  and  string  wires  in-  certain  specified  localities.  Id.,  84. 

Reference  to,  of  application  of  Postal  Tel.  Cable  Co.  to  string  wires,  etc. 
Id.,  93. 

Report  of,  upon  application  of  Brush  to  connect  25  city  lamp-posts  on  8th 
avenue  (Jan.  2,  1891),  5,  141. 

Reference  to,  of  application  of  Brush  Co.  to  connect  certain  city  lamp-posts 
on  loth  avenue.  Id.,  142. 

Reference  to,  of  application  of  Ogden  Mills  to  run  two  wires  temporarily  to 
his  house.  Id.,  142. 

Reference  to,  of  applications  of  Western  Un.  Tel.  Co.  and  application  of  Gold 
and  Stock  Tel.  Co.  Id.,  143. 

Reference  to,  of  communication  of  N.  Y.  B.  of  F.  U.,  and  directed  to  report 
at  next  meeting  all  wires  put  up  without  permits.  Id.,  144. 

Reference  to,  of  applications  of  North  N.  Y.  L.  Co.  to  erect  lines  of  poles, 
etc.  Id.,  144. 

Reference  to,  of  application  of  Harlem  B.,  M.  & F.  R.  Co.  to  change  its  system 
to  trolley  one.  Id.,  141. 

Report  of,  upon  application  of  Harlem  B.,  M.  & F.  R.  Co.  (Jan.  23,  1891), 
.5,  147- 

Directed  to  report  completed  subways  in  which  electric  light  and  power 
wires  can  be  put,  and  wires  which  would  still  remain  up  after  that  is  done 
(March  6,  1891),  5,  178. 

Suggests  new  line  on  Lincoln  avenue  in  place  of  two  old  lines  (March  ii, 

1891) ,  S,  210. 

Reports  certain  streets  as  having  subways  in  which  housetop  wires  of  E.  L.  & 
P.  Co.  can  be  placed.  Id.,  211. 

Confirms  Engineer’s  statement  in  reference  to  duplicate  lines  of  poles  on  same 
street  (March  18,  1891),  5,  229. 
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Report  of,  under  resolution  of  Feb.  27,  giving  list  of  streets  in  which  there 
are  subways  for  electric  light  and  power  wires.  Id.,  231. 

Report  of,  under  resolution  of  Feb.  27,  giving  list  of  streets  below  Canal 
street  having  subways  for  signaling  wires  in  which  housetop  wires  may  be 
placed.  Id.,  232. 

States  that  he  has  long  list  of  duplicate  lines — pole  lines  (March  25,  1891),  5> 
246. 

Report  of,  giving  list  of  housetop  power  wires  within  one  block  of  completed 
subways;  also  statement  of,  in  reference  to  certain  other  housetop  wires 
not  within  one  block  of  subways  that  they  have  been  erected  without 
permission;  also  report  giving  long  list  of  duplicate  lines  (March  30,  1891), 
5,  252-272. 

Reference  to,  of  communication  of  Fire  Department  in  relation  to  consolida- 
tion of  lines.  Id.,  276. 

Report  of,  on  duplicate  lines  referred  back,  to  be  reported  at  next  meeting. 
Id.,  282. 

Asks  and  is  given  more  time  to  report  violations  of  rules  by  electric  light 
companies,  in  stringing  their  wires  on  poles  of  companies  operating 
signaling  wires  (April  14,  1891),  5,  287. 

States  that  question  of  duplicate  lines  is  waiting  the  opinion  of  Corporation 
Counsel,  and  that  F.  D.  is  at  work  on  its  part  of  it.  Id.,  287. 

Report  of,  that  East  R.  E.  L.  Co.  has  not  removed  its  dead  wires  in  24th 
street.  Id.,  290. 

States  that  removal  of  dead  wires  from  24th  street  would  not  remove  poles  in 
street.  Id.,  291. 

Report  of,  giving  list  of  electric  light  wires  on  tel.  poles  and  tel.  wires  on  electric 
light  poles,  etc.  (April  20,  1891),  5,  304. 

Report  of,  giving  lists  showing  work  to  be  done  by  several  companies  to 
effect  consolidation  of  duplicate  lines,  309. 

Board  hears  report  of,  upon  application  of  E.  R.  E.  L.  Co.  to  connect  wires  on 
E.  loth  street  (April  20,  1891),  5,  321. 

Report  of,  in  matter  of  companies  branding  their  poles.  Id.,  322. 

Report  of,  on  application  of  North  N.  Y.  L.  Co.  to  erect  and  connect  city 
lamps  where  awarded  contracts.  Id.,  323. 

Statement  of,  showing  streets  cleared  of  poles  and  wires  since  March  15. 
Id.,  327- 

Report  of,  on  7th  avenue  pole  line  complained  of  by  Commissioner  of  Public 
Works  Gilroy.  Id.,  331. 

Report  of,  showing  lines  still  up  in  first  proscribed  district  (May  27,  1891), 
5,  381. 

Report  favorably  upon  applications  of  Met.  T.  & T.  Co.  for  overhead  telephone  con- 
nections. Id.,  382. 

Directed  to  keep  a book  in  which  shall  be  recorded  permits  allowing  225  feet 
of  wire,  so  that  companies  may  not  procure  by  means  of  several  permits 
more  than  225  feet  of  continuous  wire  (June  2,  1891),  5,  385. 

'Jleports  favorably  upon  applications  of  Met.  T.  & T.  Co.  for  telephone  con- 
nections (July  17,  1891),  5,  387. 

Statistical  report  of,  of  poles  and  wires  removed  from  Jan.  i to  July  i,  1891. 

Id.,  387. 

Directed  to  report  at  next  meeting  what  wires  are  still  up  in  first  proscribed 
district  (Aug.  3,  1891),  5, -390. 
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Reports  favorably  upon  applications  of  Met.  T.  & T.  Co.  for  overhead  tele- 
phone connections  (Oct.  8,  1891),  5)  396. 

Report  of,  that  electric  light  wires  for  Avenue  B have  been  removed.  Id.,  396. 

Report  of,  giving  list  of  housetop  wires  in  first  proscribed  district  (Nov.  10, 
1891),  5,  397- 

Report  of,  stating  that  West.  Un.  Co.  “time”  applications  coming  within  limit 
of  150  feet,  except  few  that  would  cross  principal  streets,  have  been 
granted.  Id.,  397. 

Submits  communication  from  Police  Department,  and  states  that  F.  D.  and 
P.  D.  do  not  put  their  wires  underground  because  of  lack  of  money. 
Id.,  398. 

Report  of,  giving  list  of  poles  and  wires  up  in  streets  having  subways,  and  of 
the  completion  of  which  the  90  days’  notice  has  been  given  and  expired. 
Id.,  398. 

Report  of,  recommending  that  Mount  Morris  Co.  be  allowed  to  erect  carry- 
ing pole  in  West  iith  street.  Id.,  399. 

Reports  favorably  upon  applications  of  the  Met.  T.  & T.  Co.  and  North  N.  Y. 
L.  Co.  Id.,  400. 

“ENGINEER”  AND  “ELECTRICAL  EXPERT.” 


Matter  of  Johnstone  distributing  system  referred  to  (July  2,  1888),  2,  47. 
Reference  to,  of  application  of  Harlem  Co.  to  erect  poles  and  wires  where  it 
has  commercial  lighting.  Id.,  51. 

Report  of,  recommending  adoption  by  Board  of  Johnstone  distributing  sys- 
tem (July  16,  1888),  2,  68. 

Reference  to,  of  all  applications  before  the  Board  (Eeb.  18,  1889),  2,  336. 

Report  of,  upon  application  of  Manhattan  Co.  to  complete  line  on  ist  avenue  (Feb. 

25,  1893)  > 2,  360. 

Report  of,  upon  application  of  Manhattan  Co.  to  connect  Broadway  and  6th 
avenue  subways.  Id.,  368. 

Report  of,  upon  application  of  C.  A.  Blanchard  & Co.  to  erect  lamp-posts. 

Id.,  373- 

Report  of,  upon  application  of  U.  S.  111.  Co.  to  erect  five  lamp-posts  at  and 
around  N.  W.  W.  Market.  Id.,  375. 

Report  of,  upon  application  of  Brush  Co.  to  connect  lamp  at  1177  Broadway 
(Feb.  25,  1889),  2,  37S. 

Report  of,  upon  application  of  Western  Un.  Co.  to  run  two  wires  through  21st 
street,  etc.  Id.,  376. 

Report  of,  upon  application  of  West.  Un.  Co.  to  string  one  wire  in  32d  street. 


Id.,  377- 

Report  of,  upon  application  of  North  N.  Y.  L.  Co.  to  string  four  wires  on  3d 
avenue.  Id.,  378. 

Report  of,,  upon  application  of  Gold  and  Stock  Tel.  Co.  to  repair  “time”  wire 
on  Broadway.  Id.,  279. 

Report  of,  upon  application  of  G.  & S.  Tel.  Co.  to  remove  aerial  cable  from 
housetops  to  poles  in  Broad  street.  Id.,  380. 

Report  of,  upon  application  of  Harlem  L.  Co.  to  take  down  127  poles  on 
3d  avenue  and  transfer  wires  to  other  poles.  Id.,  381. 

Report  of,  upon  application  of  West.  Un.  Tel.  Co.  to  move  pole  on  Lexington, 
avenue  and  41st  street.  Id.,  382. 

Report  of,  upon  various  applications  of  West.  Un.  T.  Co.  to  run  wires,  etc. 
Id.,  382. 
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Report  of,  upon  application  of  Brush  Co.  to  connect  motor  at  853  Broadway. 
Id.,  384. 

Report  of,  upon  applications  of  U.  S.  111.  Co.  to  connect  lamps  with  circuits. 

Id.,  385. 

Report  of,  application  of  Brush  Co.  to  connect  electric  lamps  at  various  - 
places  within  its  circuits.  Id.,  387. 

Report  of,  upon  application  of  Mount  Morris  Co.  to  erect  poles  and  string 
wires  on  38th  street.  Id.,  387. 

Report  of,  upon  application  of  Manhattan  Co.  to  string  four  wires  to.  Proc- 
tor’s Theatre.  Id.,  389. 

Report  of,  upon  applications  of  the  Met.  T.  & T.  Co.  Id.,  390. 

Report  of,  upon  application  of  West.  Un.  T.  Co.  to  string  four  wires  in  6sth 
street  and  in  41SV  street.  Id.,  392. 

Report  of,  upon  application  of  Met.  T.  & T.  Co.  to  string  ten  wires  from 
Kingsbridge  1V2  miles  north.  Id.,  393. 

Report  of,  upon  application  of  Met.  T.  & T.  Co.  to  build  pole  line  in  79th 
street.  Id.,  394.  - 

Report  of,  upon  applications  of  U.  S.  111.  Co.  to  string  wires.  Id.,  395. 

Reference  to,  of  matter  of  application  of  Police  Department  for  assignment 
of  subway  duct  (May  16,  1890),  4,  349. 

Hearing  and  consideration  of  report  of,  upon  matter  of  assigmnent  of  subway 
duct  to  P.  D.,  postponed  to  next  meeting  (May  19,  1890),  5,  10. 

Report  of,  giving  opinion  that  there  is  no  objection  to  F.  D.  and  P.  D.  occu- 
pying same  subway  duct  (June  18,  1890),  S,  23. 

Diiected  to  furnish  list  of  companies  having  wires  strung  without  permit  to 
Secretary  of  Board  (Aug.  28,  1890),  5,  41. 

Reference  to,  of  application  of  North  N.  Y.  P.  Co.  to  replace  iron  poles 
with  wooden  ones  on  3d  avenue,  and  to  string  eight  wires  on  same,  and  to 
erect  poles,  wires  and  lamp-posts  for  lamps  awarded  by  Gas  Commission, 
with  power  to  act  (Jan.  23,  1891),  5,  162. 

Electric  L.  Cos.  authorized,  under  direction  of  E.  E.  and  E.,  to  make  such  con- 
nections as  may  be  necessary  to  carry  out  contracts  for  city  lighting. 
Id.,  163. 

Directed  to  report  at  next  meeting  in  relation  to  pole  lines  on  Lincoln  avenue 
(March  6,  1891),  5,  178. 

Requested  to  furnish  Board  with  list  of  duplicate  lines  in  proscribed  district 
(March  18,  1891),  5,  229. 

Directed  to  report  whether  it  is  practicable  to  have  another  proscribed  dis- 
trict having  for  its  centre  Chambers  street  and  Broadway  (March  18, 
1891),  5,  234. 

Directed  to  notify  companies  to  conform  to  rule  in  respect  to  numbering  poles 
(March  25,  1891),  5,  242. 

Directed  to  report  to  Board  any  line  not  claimed.  Id.,  242. 

Directed  to  see  that  rule  ii  is  enforced.  Id.,  250. 

Directed  to  report  at  next  meeting  what  objections  there  are  to  West.  Un.  Co. 
putting  its  “time”  service  wires  underground  (May  27,  1891),  5,  382. 

Empowered  to  grant  permit  to  North  N.  Y.  L.  Co.  to  make  necessary  con- 
nections' and  erections  to  carry  out  contract  for  city  lighting  (June 
2,  1891),  5,  385. 
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ENGINEER.  (Henry  S.  Kearny.) 

Henry  S.  Kearny  appointed  Engineer  of  Board  at  salary  of  $400  a month 
(July  5,  1887),  I,  I. 

Directed  to  report  at  next  meeting  locality  best  suited  to  recommence  the  work  of 
subway  construction,  etc.  Id.,  i. 

Directed  to  report  in  regard  to  subways  already  constructed  on  6th  avenue. 

Id.,  3. 

To  have  access  to  rooms  and  plans,  etc.,  of  Consolidated  Tel.  & Electrical 
Subway  Co.  Id.,  3. 

Report  of,  on  conduit  in  6th  avenue,  between  21st  and  s8th  streets  (July  ii, 
1887),  I,  II. 

Report  that  work  had  been  commenced  on  s8th  street  conduit  (July  13,  1887), 
I,  14. 

Submits  maps  to  Board  (July  15,  1887),  i,  23. 

Makes  statement  reporting  progress  of  subway  work  on  58th  street  and  at 
24th  street  and  Broadway  (July  19,  1887),  i,  26. 

Statement  of,  concerning  iron  pipe  laid  in  hydraulic  cement.  Id.,  27. 

Reports,  under  resolution  authorizing  him,  the  name  of  Charles  G.  Cornell  to 
be  Chief  of  Inspection.  Id.,  29. 

Reports  verbally  in  favor  of  Consolidated  Tel.  & Electrical  Subway  Co.  ap- 
plication to  proceed  with  work  of  constructing  certain  subways  (July  27, 
1887),  I,  46. 

Directed  to  report  at  next  meeting  wires  strung  on  6th  avenue  between  23d 
and  58th  streets.  Id.,  50. 

Reports  verbally  iii^favor  of  two  applications  of  the  West.  Un.  Tel.  Co.  (Aug. 

4,  1887),  I,  83. 

Reports  verbally  upon  application  of  Con.  T.  & E.  S.  Co.  to  construct  conduits 
in  side  streets  from  14th  to  33d,  between  Broadway  and  6th  avenue. 
Id.,  83. 

Reports  verbally  upon  application  of  Con.  T.  & E.  S.  Co.  to  extend  Park  row 
conduit  down  Broadway  and  Cortlandt  street.  Id.,  85. 

Directed  to  report  a plan  for  subway  from  6th  avenue  and  22d  street  to 
Mercer  street  station.  Id.,  86. 

Directed  to  report  an  improved  design,  if  possible,  of  subway  manhole  cover 
(Sept.  8,  1887),  I,  94. 

States  that  new  plan  of  subway  manhole  cover  has  been  submitted.  Id.,  94. 
Reference  to,  of  plans  of  North  and  East  River  Railway  Co.,  etc.  (Sept.  20, 
1887),  I,  121. 

Directed  to  ascertain  certain  information  from  Gas  Commission,  etc.  Id.,  121. 
Reference  to,  of  applications  of  Manhattan  Dist.  Tel.  Co.  Id.,  125. 

Report  of,  recommending  certain  subway  construction  (Oct.  20,  1887),  i,  161. 
Report  of,  work  of  subway  construction  completed  during  the  year  (Dec.  22,  1887), 
I,  238. 

Report  of,  upon  subway  system  in  Chicago  (April  17,  1888),  i,  274. 

Report  of,  recommending  certain  subway  construction  requested,  by  Con.  T.  & E. 

5.  Co.  (May  25,  1888),  2,  i. 

Report  of,  recommending  change  of  route  in  certain  subway  work.  Id.,  4. 
Directed  to  report  in  detail  condition  of  subway  system  (June  8,  1888),  2,  14. 
Report  of,  on  condition  of  underground  subway  construction  (July  2,  1888),  2,  63. 
Report  of,  on  construction  during  year  up  to  Aug.  ist  (Sept.  18,  1888),  2,  118. 
Report  directed  to  be  spread  on  minutes.  Id.,  119. 
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Reference  to,  with  Expert,  of  matter  of  condition  of  downtown  subways  (Oct.  I7> 
1888),  2,  160. 

Report  of,  in  relation  to  Park  Row  and  other  downtown  subways  (Oct.  19,  1888), 
2,  172. 

Report  of,  recommending  authorization,!  of  certain  subway  work  applied  for  by  the 
Con.  T.  & E.  S.  Co.  Id.,  192. 

Report  of,  in  relation  to  Park  Row  and  other  downtown  subways  (Oct.  23,  1888), 
2,  202. 

Directed,  with  Expert,  to  make  specific  report  on  downtown  subways.  Id.,  202. 

Report  of,  Engineer  and  Expert,  on  downtown  heated  subways  (Oct.  30,  1888), 
2,  215. 

Reference  to,  of  plan  of  subways  of  Andrew  Derrom  (Dec.  21,  1888),  2,  284. 

Statistical  report  of,  of  subway  construction,  etc.  (Jan.  10,  1889),  2,  310. 

Directed  to  recommend  a subway  for  28th,  29th,  or  30th  street  (Feb.  25,  1889),  2, 

372. 

Directed  to  bring  in  a plan  for  subway  in  79th  street.  Id.,  395. 

Recommends  granting  of  application  of  Met.  T.  & T.  Co.  to  erect  new  pole  in  place 
of  old  one  in  42d  street,  east  of  Madison  avenue  (March  7,  1889),  2,  407. 

Directed  to  confer  with  Superintendent  of  Fire  Department  as  fast  as  plans  for 
subways  are  adopted.  Id.,  409. 

Statement  of,  in  reference  to  plans  for  subways  in  certain  districts,  and  that  he 
will  report  in  detail  the  unfinished  subway  work  of  last  year.  Id.,  409. 

Report  of,  upon  communication  of  Alderman  Walker  in  relation  to  subways  in 
Hudson  street  (March  19,  1889),  3,  5. 

Report  of,  recommending  construction  of  certain  subways.  Id.,  12.  Report  ap- 
proved and  work  ordered.  Id.,  14. 

Report  of  recommending  construction  of  certain  subways,  upon  application  , by 
Con.  T.  &.  E.  S.  Co.  Report  adopted  and  work  ordered.  Id.,  18,  19. 

Statement  and  examination  of,  in  relation  to  gas  explosions  (April  i,  1889),  3,  59, 
etc. 

Statement  and  examination  of,  in  relation  to  gas  explosions  (April  2,  1889),  3,  87, 
etc. 

Statement  of,  that  Fire  Department  desires  cable  in  4th  avenue  tunnel  from  42d 
street  to  Harlem  River  (April  24,  1889),  3,  135. 

Report  of,  recommending  construction  of  certain  subways  (June  13,  1889),  3,  199. 

Directed  to  ascertain  from  Commissioner  Gilroy  what  streets  are  to  be  repaved 
(June  13,  1889),  3,  202. 

Report  of,  recommending  subway  construction  approved  and  work  ordered,  in  part, 
and  laid  over  as  to  other  part.  Id.,  202. 

Report  of,  upon  applications  of  U.  S.  111.  to  replace  rotten  and  dangerous  poles 
(June  26,  1889),  3,  248.  Report  ordered  spread  on  minutes.  Id.,  249. 

Report  of  (map),  showing  condition  of  subway  construction.  Id.,  259. 

Statement  of,  in  relation  to  request  of  Manhattan  E.  L.  Co.  to  build  subway  on 
Sth  . avenue.  Id.,  265. 

Report  of,  on  condition  of  subway  construction  and  recommending  certain  subway 
construction  (Aug.  15,  1889),  3,  316. 

Report  of,  recommending  certain  subway  construction  (Sept.  12,  1889),  3,  378. 

Report  of,  of  this  date,  and  report  of,  of  Aug.  15,  referred  back,  to  be  reported  at 
later  stage  of  meeting.  Reports  as  revised.  Reports  as  revised  approved  and 
subways  recommended  ordered.  Id.,  379-382. 
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Statement  of,  in  reference  to  application  of  U.  S.  111.  Co.  for  subway  accommoda- 
tions on  Broadway  (Oct.  9,  1889),  4,  19-22. 

Directed  to  report  comprehensive  system  of  electric  ligdit  subways  (Oct.  12,  1889), 
4,  55- 

Resolution  that  Engineer  report  the  comprehensive  system  of  subways  directed  to 
be  reported  by  previous  resolution  offered,  and  lost.  Amendatory  resolution 
to  same  effect  offered,  and  lost.  Resolution  adopted  that  report  be  read.  Re- 
port. Report  discussed.  Statement  of  Engineer  that  time  insufficient  to  report 
comprehensive  system  contemplated  by  the  resolution  directing  it.  Directed  at 
next  meeting  to  bring  in  comprehensive  plan  of  subways  for  electric  lighting 
(Oct.  14,  1889),  4,  83-95. 

Report  of,  under  resolution  directing  bringing  in  of  comprehensive  plan  of  sub- 
ways, including  report  of  year’s  work,  etc.,  etc.  (Jan.  8,  1890),  4,  97. 

Statements  of,  in  respect  to  subject  matter  of  report  in  reply  to  questions  of  Mayor 
Grant.  Report  directed  to  be  spread  on  minutes.  Com.  Gibbens  offers  reso- 
lution approving  report,  etc.,  and  withdraws  same.  Mayor  Grant  desires  op- 
portunity to  consult  with  Commissioner  of  Public  Works  before  voting  on  re- 
port. Engineer  directed  to  confer  with  Commissioner  of  Public  Works  on 
subject  of  work  reported  upon  by  him.  Id.,  104-110. 

Directed  to  confer  with  Police  Department  relative  to  application  by  Department 
to  build  certain  subways.  Id.,  114. 

Report  of,  laid  over  from  last  meeting  taken  up  and  considered.  Resolution  adopt- 
ed ordering  the  construction  of  the  telephone  and  telegraph  subways  recom- 
mended. Portion  of  report  recommending  electric  light  subways  considered. 
In  connection  with  its  consideration,  Board  discusses  proposal  of  Standard 
Electrical  Subway  Company  to  make  contract  with  Board  for  the  construction 
of  electric  light  subways.  Questions  of  making  the  contract  referred  to  Coun- 
sel to  the  Corporation  (Jan.  31,  i8go),  4,  178-189. 

Recommends  granting  of  application  of  Con.  Tel.  & E.  S.  Co.  to  use  standpipes  for 
ventilation  (Feb.  19,  1890),  4,  247. 

Reference  to,  of  letter  of  Harlem  L.  Co.  in  relation  to  ducts  on  3d  avenue  (March 
22,  1890),  4,  256. 

Report  of,  that  Con.  T.  & E.  S.  Co.  has  allotted  East  R.  E.  L.  Co.  and  Harlem  L. 
Co.  the  space  in  conduits  applied  for  by  them  (March  26,  1890),  4,  264. 

Board  hears  in  reference  to  application  of  U.  S.  111.  Co.  for  certain  distributing 
ducts.  Id.,  267. 

Submits  communication  of  Standard  E.  S.  Co.  requesting  permission  to  use  either 
cement-lined  or  wrought  iron  pipe.  Id.,  269. 

Report  of  recommending  certain  subway  construction,  etc.  Id.,  270. 

Recommends  granting  of  application  of  Met.  T.  & T.  Co.  to  transfer  certain  wires 
to  its  2d  and  3d  avenue  lines.  Id.,  274. 

States  that  Harlem  L.  Co.  only  company  of  electric  light  companies  that  has  sig- 
nified its  wishes  in  regard  to  subway  accommodations  in  answer  to  letters  sent 
them  (March  31,  1890),  4,  290. 

Board  hears  statement  from,  relative  to  steam  heated  subways.  Directed  to  notify 
Steam  Heating  Company  to  make  repairs  (April  8,  1890),  4, -295. 

Directed  to  designate  of  the  streets  to  be  repaved,,  streets  in  which  subways  shall 
be  built.  Id.,  298. 

Companies  directed  to  furnish  to,  number  of  ducts  they  will  require  in  subways 
ordered  at  this  meeting.  Id.,  299. 
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States  that  Commissioner  Gilroy  has  furnished  to  companies  list  of  streets  to  be 
repaved.  Id.,  300. 

Reference  to,  of  communication  of  West,  Un.  Tel.  Co.  in  relation  to  removal  of 
certain  overhead  lines  (April  23,  1890),  4,  308. 

Reference  to,  of  application  of  North  N.  Y.  L.  Co.  to  build  subways  on  N.  3d  ave- 
nue. Id.,  309. 

Report  of,  in  relation  to  subways  under  construction,  etc.  (May  14,  1890),  4,  323. 

Statement  of,  in  relation  to  applications  of  companies  for  subways.  Id.  324. 

Report  of,  on  letter  of  Western  Un.  Tel.  Co.  referred  to  him.  Id.,  327. 

Statement  of,  that  he  has  not  had  time  to  read  applications  of  certain  companies 
for  subways  (May  19,  1890),  5,  i. 

Directed  to  recommend  to  Board  some  system  of  house  connections  that  will  pre- 
vent tearing  up  streets.  Id.,  3. 

Report  of,  showing  state  of  subway  construction,  and  in  relation  to  manholes 
(June  18,  1890),  5,  22. 

States  that  he  has  proceeded  to  take  testimony  in  matter  of  subway  rentals,  but 
had  suspended  investigation  at  instance  of  companies  (Aug.  22,  1890),  S,  36. 

States  that  he  has  received  applications  of  various  electric  light  companies,  and 
of  the  Con.  T.  & E.  S.  Co.,  for  authorization  of  certain  subways,  and  Board 
refers  application  to  him  (Aug.  28,  1890),  S,  44. 

States  that  he  has  had  two  hearings  in  matter  of  subway  rentals,  and  that  com- 
panies desiring  further  time  to  put  in  testimony,  and  Board  directs  that  com- 
panies have  one  week,  and  that  Engineer  report  at  next  meeting  (Aug.  28, 
1890),  5,  45- 

Recommends  that  application  of  North  New  York  Lighting  Company  to  replace  its 
circuits  north  of  Harlem  River  be  granted  pending  construction  of  subways 
(Oct.  23.  1890),  5,  64. 

Recommends  certain  subway  construction  and  connections  for  ventilation  of  sub- 
ways. Id.,  65. 

Report  of  submitting  applications  for  subway  and  subsidiary  construction  (Dec.  4< 

i8go),  s,  93. 

Applications  of  Con.  Tel.  & E.  S.  Co.  for  authorization  of  subway  work  referred 
to  (Dec.  26,  1890),  5.  132. 

Report  of,  recommending  certain  subsidiary  construction.  Report  acted  on  as  to 
one  part,  and  laid  over  as  to  other  (Jan.  23,  1891),  5,  160-162. 

Directed  to  send  notice  to  electrical  companies  reciuesting  them  to  furnish  him 
with  list  of  streets  reciuired  for  their  service,  within  one  week  (Eeb.  27,  1901). 
5,  165. 

Report  of,  dated  Jan.  23,  laid  over  at  meeting  of  that  date,  considered  by  Board 
Id.,  173. 

Reference  to,  of  applications  of  Con.  T.  & E.  S.  Co.,  for  subsidiary  and  subway 
construction.  Id.,  175. 

States  that  only  certain  electrical  companies  have  answered  his  letter  stating  their 
wants  in  respect  to  subway  accommodation,  and  that  week  given  companies 
expires  to-night  (March  6,  1891),  5,  176. 

States  that  he  can  report  in  relation  to  subways  to  be  constructed  within  24  hours. 

Id.,  177. 

Statement  in  relation  to  plan  of  laying  out  subways  in  city.  Id.,  179. 

Report  of  recommending  certain  subway  construction,  and  submitting  the  appli- 
cations therefor  (March  ii,  1891),  5,  182-206. 
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Requested  to  report  two  lists  of  subways  for  construction,  one  in  proscribed  dis- 
trict, and  the  other  in  streets  where  new  pavements  are  to  be  laid.  Id.,  208. 

Reports  verbally  in  reference  to  pole  line  on  Lincoln  avenue.  Id.,  210.  ' 

Report  of  recommending  certain  subsidiary  construction.  Id.,  213. 

Report  of,  upon  various  complaints.  Same  accepted  and  directed  to  be  placed  on 
file  (March  18,  1891),  5,  217. 

Recommendations  of,  report  of,  on  two  pole  lines  on  St.  Nicholas  avenue  adopted, 
etc.  Id.,  2ig. 

Report  of,  recommending  granting  of  applications  of  Postal  Tel.  Cable  Co.  for  sub- 
sidiary connections.  Id.,  219. 

Report  of,  recommending  certain  subway  construction.  Amends  his  report.  States 
that  he  has  supplemental  list  of  streets  in  first  proscribed  district,  where  ap- 
plication has  been  made  for  subways,  but  where  there  are  no  pole  lines.  Id., 
221-224. 

Directed  to  report  electric  light  and  power  lines  strung  on  poles  of  Police,  Fire, 
telegraph  or  telephone  lines  in  violation  of  rules  (March  25,  i8gi),  5,  243. 

Report  of,  recommending  certain  subway  construction.  Id.,  246. 

Application  of  Met.  T.  & T.  Co.  to  put  up  guy  poles  at  loth  and  iith  avenues  and 
66th  street  referred  to.  Id.,  250. 

Asks  for  more  time  to  report  in  respect  to  wires  strung  on  Fire,  Police,  telegraph 
or  telephone  poles,  in  violation  of  rules  (March  30,  i8gi),  5,  282. 

Report  of,  recommending  construction  of  certain  subways  laid  over  at  last  meet- 
ing, considered,  and  again  laid  over.  Id.,  282. 

Report  of  recommending  that  Board  authorize  setting  of  2 guy  poles  at  66th  street 
and  loth  avenue,  and  2 at  66th  street  and  nth  avenue.  Id.,  283. 

Directed  to  report  at  next  meeting  whether  pole  lines  on  loth  avenue,  above  66th 
street,  have  been  consolidated.^  Id.,  284. 

States  that  he  has  letters  from  LT.  S.,  Mt.  Morris  and  Fdison  Companies  in  refer- 
ence to  subways  in  second  proscribed  district  t April  14,  i8gi),  5,  302. 

States  that  he  has  communicated  with  Mr.  Smith  of  F.  D.  in  regard  to  subways  in 
second  proscribed  district.  Id.,  303. 

Directed  to  report  subways  when  completed  (April  20,  1891),  5,  317. 

Report  of  recommending  certain  subway  construction.  Id.,  318. 

States  that  he  has  no  inspectors  under  him  and  no  record  of  pole  lines.  Board 
directs  that  sufficient  inspectors  be  transferred  to  him,  for  purpose  of  ascer- 
taining certain  facts  in  relation  to  pole  lines.  Id.,  319. 

Report  of  recommending  subway  construction  referred  back  to,  to  report  Wednes- 
day at  II  o’clock.  Id.,  319. 

Requested  to  report  what  objection  there  is  to  Police  wires  in  W.  Broadway  going 
in  subway  (April  20,  i8gi),  5,  321. 

Report  of,  recommending  certain  subway  construction  (April  22,  1891),  5,  333. 

Report  of,  submitting  letter  of  United  E.  L.  & P.  Co.  and  recommending  exten- 
sion of  go  days’  notice  for  certain  streets.  Id.,  337. 

Report  of,  of  completion  of  certain  subways.  Report  (oral)  of  giving  subways 
ordered  during  1891  and  completed,  and  those  ordered  and  not  completed  (May 
27,  1891)',.  5,  380. 

Report  of,  that  W.  Broadway  Police  wires  will  be  removed  July  i.  Id.,  381. 

Report  of,  on  application  of  Postal  Tel.  Cable  Co.  to  transfer  wires,  etc.  Id.,  382. 

Report  of,  recommending  certain  subway  and  subsidiary  construction.  Id.,  382. 

States  that  construction  ordered  for  ist  of  June  completed,  with  two  exceptions 
(June  2,  1891),  5,  384- 


Directed  to  find  out  requirements  of  subway  on  29th  street  and  report  same  to 
Board  at  next  meeting.  Id.,  384. 

Report  of,  of  completion  of  certain  subways  (July  17,  1891),  5,  388. 

Report  of  recommending  certain  subway  construction  (Aug.  3,  1891),  5,  388. 
Report  of,  of  subways  completed  since  last  report  of  July  17,  etc.  Id.,  389. 

Board  hears  in  matter  of  application  for  subway  on  north  side  of  23d  street,  bet. 

Broadway  and  6th  avenue.  Id.,  390. 

Report  of,  of  completion  of  certain  subways  (Sept.  2,  1891),  Id.,  391. 

Report  of.  recommending  certain  subway  construction.  Id.,  391. 

Report  of,  of  completion  of  subways  since  last  report  of  Sept,  i (Oct.  8,  1891),  5, 
393- 

Report  of,  recommending  certain  subway  construction.  Id.,  393. 

Requested  to  report  whether  subways  advisable  in  certain  streets  (Oct.  8,  1891),  5j 

396- 

Report  of,  recommending  certain  subway  construction  (Nov.  10,  1891),  5,  397. 
Statement  of,  that  he  has  received  reply  only  from  Manhattan  and  Harlem  Com- 
panies, and  that  companies  evidently  do  not  require  maintenance  of  ist  avenue 
pole  line,  and  Board  considers  report  and  hears  Mr.  Leslie  on  behalf  of  Man- 
hattan and  Harlem  Companies,  and  Engineer  directed  to  report  at  next  meet- 
ing any  good,  reason  why  ist  avenue  pole  line  should  not  be  removed.  Id., 
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ELECTRIC  POWER  COMPANY. 

Petition  of,  for  franchise  (Oct.  17,  1888),  2,  156. 

Petition  of,  for  franchise  referred  to  committee  to  be  appointed  by  Chair.  Com- 
missioner Gibbens  appointed  the  committee.  Id.-,  158-160. 

Petition  of,  for  franchise,  reported  <311  by  Commissioner  Gibbens  (Oct.  19,  1888), 
2,  172. 

Franchise  of.  Id.,  175. 

Application  of,  to  run  wires  laid  over.  Id.,  188. 

Application  of,  to  run  wires  brought  up  and  again  laid  over  (Oct.  30,  1888),  2,  214. 
Communication  of  U.  S.  Co.  in  relation  to  a statement  of  N.  O’Connor  in  regard  to 
permission  of  E.  P.  Co.  to  use  U.  S.  Co.’s  pole  lines  (Nov.  13,  1888),  2,  239. 
Statement  of  Commissioner  Gibbens  in  connection  with  communication  of  U.  S. 

111.  Co.  in  relation  to  statement  of  Mr.  O’Connor.  Id.,  240. 

Nicholas  R.  O’Connor  reads  a letter  of  U.  S.  111.  Co.  and  a letter  of  Met.  T.  & T. 
Co.,  showing  an  understanding  between  these  companies  and  the  E.  P.  Co.  by 
which  latter  company  was  allowed  to  use  poles  of  former  companies,  and  makes 
statement  qualifying  a previous  statement  made  by  him  (Nov.  23,  1888),  2, 
256. 

Application  of,  withdrawn.  Id.,  256. 

Communication  of  answering  90  days’  notice  of  Nov.  16,  1888  (March  19,  1889),  3, 
10. 

Resolution  laying  over  application  of,  to  string  wires  (June  26,  1889),  3,  253. 
Application  of,  to  string  wires  over  certain  streets  from  housetop  fixtures  in  place 
of  , wires  now  on  poles  referred  to  Commissioner  Gibbens  (Aug.  15,  1889),  3, 

325- 

Papers  in  suit  of,  against  the  Mayor  et  al.  referred  to /the  Counsel  to  the  Corpora- 
tion (Oct.  14,  1889),  4,  62. 

Mr.  Hawkesworth,  on  behalf  of  company,  makes  statement  in  relation  to  electro- 
motive force  of  current  of  company  (Oct.  15.  1889),  4,  94. 


Ordered  to  remove  its  housetop  wires  in  certain  district  within  30  days  (Feb  27,  ♦ 
1891),  5,  164. 

Secietaiy  directed  to  notify  Company  that  Board  will  take  action  to  have  removed 
any  of  its  wires  remaining  up  on  the  15th  of  April  (March  30,  1891),  5,  255. 

See  “Housetop  Wires.” 

ELEVENTH  AVENUE. 

Met.  1.  & i.  Co.  authorized  to  construct  pole  line  on  iith  avenue  from  West  iith 
street  to  West  73d  street  (Aug.  22,  i8go),  5,  30. 

ELLSWORTH,  T.  G. 

Communication  of,  applying  for  position  of  inspector  (July  27,  1887),  i,  50. 

EMERICK,  MR. 

See  Postal  Telegraph-Cable  Co. 

ENFER,  E.  J. 

Examination  of,  in  reference  to  gas  explosions  in  subways  (April  i,  1889),  3,  65. 

Examination  of,  in  reference  to  gas  explosions  in  subways  (April  2,  1889),  3,  96, 
etc. 

ENGLISH  ELECTRIC  LIGHT  REGULATIONS. 

(May  10,  1888),  I,  296. 

EMPIRE  AND  BAY  STATES  TELEGRAPH  COMPANY. 

Application  of,  to  come  into  the  city  made  by  representative  of  Company,  and  re- 
ferred to  Commissioner  Gibbens  (Oct.  17,  1888),  2,  160. 

Application  (xormal)  to  erect  a line  of  poles  and  place  wires  thereon  over  certain 
mentioned  route.  Secretary  directed  to  issue  permit  to,  to  erect  necessary 
poles  to  take  it  to  poles  of  North  N.  Y.  L.  Co.,  over  route  to  be  designated  by 
Engineei,  and  thence  on  latter  company’s  poles  to  Harlem  River  (Dec.  4,  1888), 

2,.  266,  267. 

Secietary  diiected  to  issue  permit  to,  to  erect  a line  of  poles  on  Railroad  avenue 
from  city  line  to  Harlem  River,  under  direction  of  Engineer,  and  to  string  two 
wires  on  same  (Dec.  ii,  1888),  2,  278. 

Ex-Commissionei  Gibbens  (through  his  partner)  appears  and  asks  that  applica- 
tion of  Company  to  string  10  wires  on  its  own  poles  from  Westchester  line 
to  Harlem  River  be  granted.  The  expert  favors  application,  and  Board  lays 
it  over  to  next  meeting  (March  26,  1890),  2,  266. 

Ex-Commissicner  Gibbens  argues  in  favor  of  its  application  to  string  10  wires,  and 
Board  adopts  resolutions  that  the  application  be  granted  (March  31,  1890) 

2,  287. 

EXPLOSIONS. 

See  Gas  Explosions. 

EMPIRE  CITY  SUBWAY  COMPANY  (LIMITED.) 

See  appendix  to  Index,  p.  548. 

F. 

FIELD,  M.  B. 

Resolution  for  appointment  of,  as  inspector  of  electrical  conductors  offered,  and 

. lost  (Aug.  8,  1888),  2,  97. 
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’ FIRE  DEPARTMENT. 

Statement  of  Commissioner  Gibbens  in  respect  to  occupancy  of  6th  avenue  conduit 
by  (Sept.  8,  1887),  i,  106.  Statements  also  of  Engineer  Kearny  and  Com- 
missioners Hess,  Gibbens  and  Moss  in  respect  to  same  matter.  Id.,  106,  107 
and  108. 

Communication  of  J.  Elliot  Smith,  Superintendent  of,  in  relation  to  its  6th  avenue 
lines  (Dec.  22,  1887),  i,  201. 

Communications  of  its  Superintendent  of  Fire  Department  Telegraph  requesting 
certain  subway  connections.  Id.,  202-204. 

Communication  of,  in  relation  to  its  wires  on  6th  avenue  (Jan.  20,  1888),  i,  256. 

Communication  of,  stating  willingness  to  occupy  subways,  etc.  Statement  of  Com- 
missioner Gibbens  that  communication  had  been  referred  to  Con.  Tel.  & E.  S. 
Co.,  with  r-equest  to  give  F.  D.  full  information.  Id.,  258. 

F.  D.  to  be  conferred  with  by  President  of  Board  as  to  prospect  of  placing  undei- 
ground  its  wires  (Aug.  8,  1888),  2,  58. 

Communication  of,  relative  to  removal  of  its  wires  from  dead  poles,  etc.  Com- 
munication directed  to  be  replied  to  (Oct.  19,  1888),  2,  186,  187. 

To  be  requested  to  give  the  Electrical  Expert  key  to  the  fire  boxes.  Id.,  188. 

Statement  of  Commissioner  Gibbens  in  regard  to  interference  of  electrical  com- 
panies with  wires  of  F.  D.  Committee  directed  to  be  appointed  by  Chair  to 
formulate  plan  to  prevent  interference  with  wires  of  F.  D.  Commissioner 
Gibbens  appointed  committee  (Jan.  18,  1889),  2,  327,  328. 

To  be  communicated  with  in  respect  to  its  poles  corner  of  Broadway  and  Bleecker 
street  (March  7,  1889),  2,  398. 

Communication  of,  requesting  to  be  informed  of  subway  extensions  for  coining 
season.  Id.,  408. 

Engineer  directed  to  confer  with  Superintendent  of  F.  D.  Telegraph  as  fast  as  plans 
for  subways  are  adopted.  Id.,  409. 

Engineer  states  that  F.  D.  desires  to  use  4th  avenue  tunnel  from  42d  street  to 
Plarlem  River  (April  24,  1889),  3,  135- 

Mayor  Grant  states  that  he  had  written  to  the  F.  D.,  also  to  Commissioner  Pur- 
roy,  in  reference  to  its  getting  its  wires  underground  (May  28,  1889),  3,  174- 

Communication  of,  relative  to  West.  Un.  line  carrying  F.  D.  wires,  on  8th  ave- 
nue, 65th  and  i2Sth  streets,  which  Company  desires  to  transfer  to  F.  D.  Reso- 
lution offered  that  permission  be  given  to  use  the  8th  avenue  line,  and  with- 
drawn. Resolution  directing  sending  of  letter  allowing  continuance  of  use  of 
‘ 8th  avenue  line  (Aug.  15,  1889),  3.  295,  296. 

List  of  lines  which  could  be  removed  if  wires  of  P.  D.  and  F.  D.  were  off  from 
them,  directed  to  be  sent  to  those  departments,  with  request  for  co-operation 
in  removal  of  the  lines  (Jan.  8,  i8go),  4,  I18. 

Secretary  directed  to  notify  F.  D.  and  P.  D.  of  next  meeting,  so  that  their  repre- 
sentatives may  be  present  to  hear  report  of  Engineer  and  Expert,  upon  ques- 
tion of  allowance,  of  space  in  subways  (May  19,  i8go),  5,  ii. 

Report  of  Engineer  and  Expert  that  there  is  no  objection  to  city  departments 
using  one  subway  duct  (June  18,  1890),  5,  23. 

Con.  T.  & E.  S.  Co.  directed  to  assign  one  duct,  wherever  subways  built  and  service 
requires  it,  for  combined  use  of  Fire  and  Police  Departments.  Id.,  24. 

Directed  to  be  notified  that  space  is  to  be  provided  for  its  wires  on  line  authorized 
to  be  built  by  Met.  T.  & T.  Co.  on  nth  avenue  (Aug.  22,  1890),  5,  31. 

Report  of  Engineer  in  relation  to  line  of,  on  St.  Nicholas  avenuq.  Recommenda- 
tions of  report  adopted  (March  18,  i8gi),  5»  217,  219. 


I/OS 

Communication  of,  in  reference  to  consolidation  of  lines  (March  30,  i8gi),  5,  272. 

Communication  of,  in  reference  to  consolidation  of  lines  (April  14,  i8gi),  5,  292. 

Communication  of,  giving  list  of  lines  consolidated,  and  poles  removed.  Id.,  294. 

Communication  of,  in  reference  to  removal  of  wires.  Id.,  296. 

List  of  lines  of,  to  be  transferred  (April  20,  1891),  5,  310.  ,,,  , ■ | 

Secretary  directed  to  request  to  brand  its  poles.  Id.,  323. 

Communication  of,  informing  Board  of  removal  of  certain  of  its  wires  (April  22, 
1891),  5,  342. 

List  of  lines  of,  still  up  in  first  proscribed  district  (May  27,  1891),  5,  381. 

Electrical  Expert  states  that  F.  D.  lacked  money  to  put  its  wires  underground 
(Nov.  10,  1891),  5,  398. 

FIRE  UNDERWRITERS. 

See  New  York  Board  of  Fire  Underwriters. 

PTRST  AVENUE  CONSOLIDATED  LINE. 

Report  of  Electrical  Expert  favoring  erection  of  consolidated  electric  light  line  on 
ist  avenue,  i^ecommendations  of  Expert  adopted.  Manhattan  Company  au- 
thorized to  build  on  east  side  of  avenue  from  Harlem  River  to  59th  street, 
Brush  Co.  from  59th  to  14th  and  East  River  Company  from  14th  to  Houston 
(Dec.  4,  1888),  2,  259. 

Permits  to  be  issued  to  the  three  companies  to  erect  poles  on  ist  avenue  to  con- 
tain reseivation  that  route  shall  be  left  to  the  discretion  of  the  Expert  (Dec. 
21,  1888),  2,  289. 

Application  of  Manhattan  E.  L.  Co.  to  complete  ist  avenue  line  (Feb.  25,  1889),  2, 
359.  Report  of  Engineer  and  Electrical  Expert  on  application.  Communica- 
tion of  Manhattan  Company  in  support  of  its  application.  Application  granted 
Id.,  360-366. 

Resolution  revoking  permit  No.  2616,  authorizing  completion  of  line  by  Manhat- 
tan E.  L.  Co.  (June  26,  1889),  3,  285. 

Report  of  Engineer  relative  to  subway  in  ist -avenue,  from  14th  to  59th  street  (Nov. 
10,  1891),  5,  399. 

Engineer  directed  to  report  at  next  meeting  if  there  is  any  good  reason  why  ist 
avenue  pole  line  should  not  be  removed.  Id.,  400. 

FIRST  PROSCRIBED  DISTRICT. 

Mayor  authorized  after  ist  day  of  June  to  direct  Commissioner  of  Public  Works 
to  remove  all  poles  in  district  bounded  by  3d  avenue,  8th  avenue,  8th  street 
and  59th  street,  including  boundary  streets  (Feb.  27,  1891),  5,  166. 

Secretary  directed  to  notify  companies  to  have  their  cables  in  subways  in  first  pro- 
scribed district  by  June  i (March  18,  1891),  5,  224. 

Report  of  Electrical  Expert,  giving  list  of  lines  still  up  in  first  proscribed  dis- 
trict (May  27,  1891),  5,  381. 

Board  hears  statements  from  representatives  of  various  companies  on  condition  of 
their  respective  lines  in  district  and  prospect  of  their  removal  by  June  i.  Id., 

382.  s 

Mayor  Grant  a-sks  if  subways  are  finished  in  district,  and  Engineer  states  that  they 
are,  with  two  exceptions.  Resolution  adopted  directing  Corporation  Counsel 
to  prepare,  if  this  resolution  does  not  fully  provide  for  it,  such  a resolution  as 
may  be  necessary  for  the  forfeiture  of  the  bond  of  the  Con.  T.  & E.  S.  Co. ; and 


\ 


1706 


Mayor  Grant  states  that  he  does  not  see  how  it  is  possible  to  ask  companies 
to  remove  their  wires,  when  subways  are  not  completed  for  them  (June  2, 

1891),  5,  384-  ^ j j-  . • . 

Secretary  directed  to  issue  usual  ninety  days’  notice  for  first  proscribed  distiict 

(July  17,  1891),  5,  386.  _ _ 

Expert  directed  to  report  at  next  meeting  what  wires  are  still  up  m the  district  m 

violation  of  the  law  (Aug.  3,  1891),  5,  390. 

Statement  of  Mayor  Grant  in  relation  to  removals  of  overhead  wires  in  district, 
and  resolution  adopted  that  other  removals  be  reported  at  next  meeting  (Sept. 
2,  1891),  5.  391- 

FITZPATRICK,  F.  J. 


Certified  by  State  Civil  Service  Commission  from  the  register  of  persons  eligible 
as  inspector  of  electrical  conductors  (June  8,  1888),  2,  5. 

Appeared  before  Board  and  was  examined  (June  ii,  1888),  2,  17. 

Appointed  inspector  of  electrical  conductors  on  probation  ■ (June  13,  1888),  2,  20. 
Directed  to  report  June  14th  for  duty.  Id.,  21. 

Report  of,  in  relation  to  poles  in  Morris  street  (Sept.  18,  1888),  2,  121. 


FITZPATRICK,  SAMUEL,  AND  OTHERS. 

Communication  of,  complaining  of  wires  as  dangerous  on  roof  of  250  East  124th 
street.  Statement  of  Commissioner  Gibbens  in  respect  to  complaint.  Report 
of  Engineer  Kearny  upon  complaint  (June  8,  1888),  2,  13,  14. 

FLANNERY,  MR. 

Examination  of,  in  reference  to  gas  explosions  in  the  subways  (April  2,  1889), 
3,  115- 

FORFEITURE. 

See  Con.  Tel.  & E.  S.  Co. 

FORSTER,  MR. 

See  Mt.  Morris  E.  L.  Co. 


FOURTEENTH  STREET. 

Con.  T.  & E.  S.  Co.  directed  to  build  distributing  ducts  on,  from  Broadway  to 
University  Place  (March  26,  1890),  4,  268.  Time  of  90  days’  notice  extended 
until  completion  of  distributing  ducts.  Id.,  268. 

FRANCHISE. 

Commissioner  Gibbens  presents  to  Board  petition  of  Safety  Electric  Light  and 
Power  Company  for  franchise  (July  15,  1887),  i,  23. 

Statement  of  Commissioner  Gibbens  m respect  to  form  of  resolution.  Form  of 
resolution  granting  franchise  proposed  by  Commissioner  Gibbens.  Resolu- 
tion referred  to  Mayor  Hewitt  (July  22,  1887),  I,  33-37- 

Form  of  resolution  granting  franchise  approved  by  Corporation  Counsel  (Sept.  20, 

1887),  I,  114- 

Franchise  of  Safety  Electric  Light  and  Power  Company  (Sept.  20,  1887),  i,  114. 

Franchise  of  Manhattan  Electric  Light  Co.  (Ltd.)  (Oct.  19,  1888),  2,  173. 

Franchise  of  Electric  Power  Co.  Id.,  175. 

Commissioner  Gibbens  granted  permission,  in  reference  to  applications  for  fran- 
chises heretofore  referred  to  him,  to  bring  in  report  setting  forth  the  state  of 
the  law  on  the  subject  (Feb.  18,  1889),  2,  342. 
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Petition  for  Municipal  Electric  Power  Company  for  franchise  (March  19,  1889),  3, 
I.  Same  referred  to  Commissioner  Gibbens,  Id.,  3.  Also  petition  of’ Company 

for  subways  in  ist,  2d  and  3d  avenues.  Id.,  3.  Same  referred  to  Engineer 
Id.,  4. 

Applications  for  franchises  referred  to  Commissioner  Gibbens  brought  up  and  laid 
over  (Jan.  8,  1890),  4,  112. 

FRENCH  CABLE  COMPANY.  . ^ ^ "-’n-iG  - 

Engineer  recommends  transfer  of  its  line* on  St.  Nicholas  avenue  to  Fire  Depart-' 

ment  lines.  Recommendation  of  Engineer  adopted  (March  18  i8qi ) 

List  of  Its  lines  to  be  transferred  (April  20,  1891),  5,  313.  > ’ > > - • 

FORMS. 

Commissioner  Gibbens  reports  forms  of  applications  and  permits  and  rules  Same 
laid  over  (July  7,  1887),  1,  5,  6. 


G. 


GAMEVVELL  FIRE-ALARM  TELEGRAPH  COMPANY. 

Application  of,  for  temporary  permit  to  string  two  wires  on  poles  of  West  Un 

, w . “C  ?r  W Application  granted,  on  condition  consent 

of  West.  Un.  Pel.  Co.  first  obtained  (Aug.  4,  1887),  L 7L  72. 

GANO,  JOHN  A. 


Communication  of,  in  relation  to  a safety  cut-out  for  electric  wires.  Same  referred 
to  Electiical  Expert  (Oct.  30,  1888),  2,  207  and  208. 

GARFIELD  SAFE  DEPOSIT  COMPANY. 

Secretary  directed  to  answer  communication  of,  in  relation  to  stretching  a wire 
and  to  send  it  blank  application  (Nov.  23,  1888),  2,  246. 


GAS  COMMISSION. 


Engineei  directed  to  ascertain  certain  information  from  (Sept.  20,  1887),  i,  121 

GAS  EXPLOSIONS  IN  SUBWAYS. 

Special  meeting  to  consider  subject  of  (April  i,  1889),  3,  21. 

Statement  of  Mayor  Grant.  Id.,  21. 

Statement  of  Edward  Lauterbach,  President,  Con.  T.  & E.  S.  Co.  Id.  21 
Report  of  Con.  I . & E.  S.  Co.  in  reference  to.  Id.,  27. 

Statement  of  Mr.  Lauterbach  (continued),  in  reference  to.  Id.,  36. 

Colloquy  between  Mayor  Grant  and  Mr.  Lauterbach.  Id.,  48. 

Statement  of  John  P.  Kennedy,  President  Mutual  Gas  L.  Co.  Id , 51 
Statement  of  Mr.  Beckwith,  Eng.  Con.  T.  & E.  S.  Co.  Id..  57. 

Statement  of  Henry  S.  Kearny,  Engineer  of  Board.  Id.,  59. 

Statement  of  Mr.  Kennedy  (continued).  Id.,  62. 

Statement  of  E.  J.  Enfer,  of  Equitable  Gas  L.  Co.  Id.,  65. 

Special  meeting  to  consider  subject  of  (April  2,  1889),.  3,  66. 

Statement  of  Commissioner  Gibbens.  Id.,  66. 

Statement  of  Electrical  Expert  Wheeler.  ' Id.,  66. 

Statement  of  Mr.  C.  H.  Jackson,  of  Westinghouse  Company.  Id.,  70. 

Statement  of  Frank  Horne.  Id.,  75. 


1708 


y - 

>.  • 


Statement  of  Wallace  C. 'Andrews,  President,  N.  Y.  Steam  Heating  Co.  Id.,  77- 
Statement  of  Mr.  Beckwith,  Eng.  Con.  T.  & E.  S.  Co.  Id.,  85. 

Statement  of  Mr.  Andrews,  continued.  Id.,  87. 

Statement  of  Mr.  Bayles,  President  of  Health  Department.  Id.,  90. 

Statement  of  Mr.  Loomis.  Id.,  92. 

Statement  of  Mr.  Beckwith.  Id.,  95- 
Statement  of  Mr.  Enfers.  Id.,  96. 

Statement  of  Mr.  Bradley,  Eng.  of  Cpn.  Gas  Co.  Id.,  97. 

Statement  of  Mr.  Jackson.  Id.,  99- 
Statement  of  Mr.  Bradley.  Id.,  100. 

Statement  of  D.  Lowber  Smith.  Id.,  108. 

Statement  of 'Mr.  Andrews.  Id.,  113- 

Statement  of  Mr.  Flannery.  Id.,  iiS-  _ . , r.  . 4. 

Commissioner  Gibbens.and  D.  Lowber  Smith  appointed  committee  to  draft  leport. 

Id-,  I2I.'  . ■ r . / a” 

Communication  of  Brush  E.  L.  Co.  in  reference  to  explosions  of  gas,  etc.  (Aug. 

15,  1889), ‘6,  291.  . 

Report  of  committee  on  gas  explosions.  Report  directed  to  be  spread  on  minutes, 

etc.  Id.,  298-312. 

GAS  PIPES. 

Resolution  requesting  opinion  of  Henry  C.  Andrews  in  reference  to  power  of  Board 
or  any  municipal  authority  to. order  removal  of  gas  pipes  from  route  estab- 
lished lor  any  subway.  Resolution  reconsidered.  Mayor  requested  to  ask  Cor- 
poration Counsel  for  his  opinion  as  to  whether  Board  or  any  municipal  au- 
thority has  power  to  order  removal  of  gas  pipes  from  route  laid  out  by  Board 

for  any  subway  (July  15,  1887),  i,  23,  25. 

Opinion  of  Corporation  Counsel  O’Brien  that  Board  has  power  to  compel  removal 
^ and  relocation  of  gas  pipes,  where  found  necessary  to  enable  Board  to  perform 

duties  imposed  by  Legislature  (Oct.  20,  1887),  i,  I57- 

GIBBENS,  DANIEL  L.  (Commissioner  of  Board  of  Electrical  Control.) 

Appointed  committee  to  submit  forms  to  be  used  in  applying  for  and  granting  per- 
mits, etc.,  I,  2.  .114- 

Makes  reports  submitting  forms  of  applications  and  permits,  and  rules  and  legu- 

lations  (July  7,  1887),  i,  5-  ' 00  a q 

Reference  to,  of  all  applications  before  Board  (July  19,  1887),  i,  28. 

Statement  of,  in  reference  to  form  of  franchise  (July  22,  1887),  i,  33- 
Statement  of,  thaLhe  had  not  had  time  to  make  proper  report  on  rules  and  regu- 
lations for  Board.  Id.,  37-  . . - , , ... 

States  that  he  had  asked  opinion , of  Mr.  , Benjamin  upon  rules  and  regulations 

(July  27,  1887),  I..  48.  _ . ^ r lA 

Reference  to,  of  communication  of  Continental  Conduit  Company,  id.,  57- 
Appointed  committee  to  tabulate  applications  of  Companies  for  electric  ligiting 

(July  29,  1887),  I,  64. 

Statement  of.  in  reference  to  form  of  franchise  (Aug.  4,  1887),  i,  78.  ■ 

Statement  of,  in  respect  to  application  of  Safety  Electric  L.  & P.  Co,  for  franc  rise. 

Statement  of,  in  respect  to  employment  of  Corporation  Counsel  as  counsel  to  the 

Board.  Id.,  81.  _ r j 

Statement  of,  that  Manhattan  Tel.  Co.  Owns  poles  on  6th  avenue,  from  22d  to  58th 

streets.  Id.,  86. 
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Statement  of,  in  (relation  to  application  of  Ball  Electrical  111.  Co  (Sept.  8,  1887), 
I,  90. 

Statement  of,  suggesting  design  by  Engineer  of  improved  form  of  subway  man- 
hole cover.  Id.,  94. 

Statement  of,  in  respect  to  applicaWcns  for  overhead  service  and  the  tabulation  of 
same,  etc.  Id.,  IC2. 

Requests  Engineer  to  make  at  each  meeting  a statement  of  subway  construction 
completed  in  interim,  so  that  wires  may  be  ordered  underground  without  de- 
^ lay.  Id.,  104. 

Statement  of,  that  U.  S.  111.  Co.  objects  to  use  of  its  poles  by  other  companies  (Jan. 
20,  1888),  I,  258. 

Asks  to  be  excused,  and  withdraws  from  meeting  (April  17,  1888),  i,  285. 

States  that  Inspector  Williams  had  called  on  Board  and  had  expressed  a desire  to 
co-operate  with  it  (June  8,  1888),  2,  ii. 

Statement  of,  that  applications  of  companies  in  contempt  of  Board  will  not  be 
considered.  Id.,  13. 

Statement  of,  in  reference  to  application  of  Brush  E.  111.  Co.  (June  ii,  1888),  2, 
18.  ; 

Statement  of,  appearance  by  him  in  Jefferson  Market  Court  in  case  against  line- 
man of  U.  S.  111.  Co.,  and  report  thereon  (July  15,  1888),  2,  25. 

Raises  point  of  order  that  as  three  commissioners  present  and  only  two  voted  reso- 
lution not  passed,  and  point  overruled  (July  2,  1888),  2,  52. 

States  that  U.  S.  111.  Co.  is  in  contempt  and  moves  that  its  application  be  laid  on 
table.  Id.,  53. 

Statement  of,  in  relation  to  violations  of  rules  by  Mount  Morris  E.  L.  Co.  (July 
16,  1888),  2,  68. 

States  receipt  of  letter  by  him  from  Robert  G.  Reilly,  declining  to  serve  as  in- 
spector (Aug.  8,  1888),  2,  97. 

Appointed  with  Commissioner  Moss  to  bring  in  report  on  granting  privileges  to 
Electric  L;  Cos.  Id.,  99. 

Makes  statement,  and  offers  resolution  in  relation  to  alternating  current.  Id.,  100. 

Statement  and  resolution  of,  in  relation  to  lighting  dumps  by  electric  light.  Id., 

lOI. 

Report  of,  on  litigation  taken  against  the  U.  S.  111.  Co.  (Sept.  18,  1888),  2,  114. 

Statement  of,  in  relation  to  letters  of  U.  S.  111.  Co.  addressed  to  Supt.  of  B.  of  L, 

protesting  against  removal  of  its  poles  and  wires.  Id.,  119. 

Statement  of,  in  relation  to  communication  of  Harlem  L.  Co.,  concerning  pole  and 
resolution  of,  referring  communication  to  abutting  property  owner.  Id.,  126. 

Report  of  Commissioners  Gibbens  and  Moss  on  matter  of  granting  privileges  to 
electric  light  companies  (Oct.  17,  1888),  2,  131. 

Report  of,  favoring  application  of  Electric  Power  Company  and  Man.  E.  L.  Co.  for 
franchise  (Oct.  19,  1888),  2,  172. 

Statement  of,  relative  to  dead  poles  and  wires  of  U.  S.  111.  Co.  Id.,  184. 

Statement  of,  relative  to  Mt.  Morris  E.  L.  Co.  erecting  poles  without  permit  (Oct. 

23,  1888),  2,  202. 

Statement  of,  in  connection  with  communication  of  U.  S.  111.  Co.,  relative  to, 
N.  O’Connor  (Nov.  13,  1888),  2,  240. 

Reference  to,  of  application  of  Johnstone  Underground  E.  L.  & P.  Co.  for  fran- 
chise (Nov.  23,  1888),  2,  253. 

Request  of,  for  further  time  to  report  on  application  of  J.  U.  E.  L.  & P.  Co.  for 
franchise  (Dec.  4,  1888),  2,  257. 
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Statement  of,  in  connection  with  application  of  U.  S.  111.  Co.  to  move  pole  away 
from  “Sun”  thermometer.  Id.,  262. 

Statement  of,  in  relation  to  certain  applications  of  electric  light  companies  to  erect 
poles  (Dec.  ii,  1888),  2,  277. 

Draft  report  to  Governor  and  Legislature  submitted  to  Board  by  (Dec.  21,  1888), 
2,  279. 

Statement  of,  that  Inspector  Keyes  reports  no  broken  pole  of  W.  U.  T.  Co.  at  386 
West  street  (Jan.  18,  1889),  2,  313. 

Statement  of,  in  relation  to  interference  with  wires  of  F.  D.  by  electrical  com- 
panies. Id.,  327. 

Requests  permission  to  bring  in  report  on  law  relating  to  granting  of  franchises, 
and  the  permission  granted  (Feb.  18,  1889),  2,  342. 

Statement  of,  in  respect  to  application  of  Met.  T.  & T.  Co.  to  transfer  telephone 
service  of  Department  of  Street  Cleaning  (March  7,  1889),  2,  401. 

Statement  of,  that  U.  S.  111.  Co.  accepts  proposal  to  make  test  of  10  lamps.  Id., 
409. 

Statement  of,  receipt  of  communication  from  Wm^  Maver,  Jr.,  in  which  he  states 
a desire  to  lay  before  Board  information  regarding  insulation.  Id.,  410. 

Statement  in  respect  to  communication  of  W.  U.  T.  Co.  in  regard  to  setting  6 
poles  (March  19,  1889).,  3,  7. 

Statement  of,  in  respect  to  communication  of  W.  M.  Allison  asking  for  employ- 
ment of  Prof.  Van  der  Weyde.  Id.,  ii. 

StateiTient  of,  in  respect  to  communication  of  Fred  H.  Whipple  as  to  practicability 
of  burying  high  tension  wires.  Id.,  12. 

Statement  of,  etc.,  on  investigation  of  gas  explosions  in  the  subways  (April  I, 
1889),  3,  61-65.  (April  2,  1889),  3,  66-121. 

Appointed,  with  Commissioner  of  Public  Works  D.  Lowber  Smith,  committee  to 
report  on  gas  explosions.  Id.,  121. 

Statement  of,  in  reference  to  communication  of  Hon.  W.  R.  Stewart  in  relation 
to  Centennial  Celebration  (April  24,  1889),  3,  122. 

Statement  of,  in  reference  to  communication  of  Superintendent  of  Lamps  and  Gas, 
McCormick.  Id.,  123. 

Statement  of,  in  reference  to  communications  regarding  losses  sustained  through 
removal  of  poles.  Id.,  136. 

Authorized,  with  Mayor  Grant  and  Superintendent  of  Lamps  and  Gas  McCormick, 
to  issue  permits  during  Centennial  time  (April  25,  1889),  3,  160. 

Statement  of,  in  relation  to  agreement  of  Western  U.  T.  Co.  to  remove  its  poles 
and  wires  along  lines  of  elevated  roads  (May  28,  1889),  3,  173. 

Statement  of,  in  reference  to  letter  of  an  electric  light  company  in  relation  to  dan- 
gerous poles  (June  13,  1889),  3,  210. 

Statement  of,  in  reference  to  application  of  Travelers’  Exchange  for  telephone. 
Id'.,  224. 

Statement  of,  in  respect  to  proposed  resolution  to  authorize  Secretary  to  issue  per- 
mits to  replace  dangerous  poles  (June  26,  1889),  3,  249. 

Report  of,  in  matter  of  W.  U.  Tel.  line  in  loth  avenue  and  West  street.  Id.,  250. 

Statement  of.  in  respect  to  communication  of  Steam  Pleating  Company  asking  the 
granting  of  U.  S.  111.  Co.  application  for  2 poles.  Id.,  253. 

Statement  of,  preliminary  to,  and  in  explanation  of,  resolution  offered  by  him  au- 
thorizing certain  subways.  Id.,  258. 

Statement  of,  in  respect  to  complaint  of  U.  S.  111.  Co.  against  Edison  Co.  that  lat- 
ter company  has  greater  privileges  than  former.  Id.,  268. 
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Submission  by,  of  report  that  Commissioner  of  Public  Works  Gilroy  and  himself 
on  gas  explosions  (Aug.  15,  1889),  3,  297. 

Statement  of,  that  electrical  companies  are  in  favor  of  increased  office  force.  Id., 
312. 

Motion  of,  that  report  of  Engineer  be  spread  on  minutes  and  work  recommended 
by  him  ordered.  Id.,'  318. 

Motion  of,  that  Engineer  be  directed  to  bring  in  plan  for  subway  to  connect  Post 
Office.  Id.,  318. 

Statement  of,  in  relation  to  lighting  Post  Office  with  electric  light.  Id.,  319. 

Statement  of,  in  relation  to  application  of  U.  S.  111.  Co.  that  some  officer  of  Board 
be  authorized  to  issue  permits  in  certain  cases,  and  reference  to  him  by  Board 
of  such  application.  Id.,  325. 

Reference  to,  of  application  of  Electric  Power  Company  to  string  wires  on  house- 
tops. Id.,  325. 

Reports  certain  proposed  rules  modifying  rules  of  Board  in  relation  to  issuance  of 
permits  (Aug.  17,  1889),  3,  342. 

Statement  of,  in  respect  to  communication  of  Brush  Company  answering  complaint 
of  Inspector  Roth  (Sept.  12,  1889),  3,  373. 

Statement  of,  in  relation  to  application  of  Mt.  Morris  E.  L.  Co.  to  connect  with 
subway  in  125th  street.  Id.,  381. 

Statement  of,  in  relation  to  application  of  Manhattan  E.  L.  Co.  to  string  wires  to 
connect  with  subway  cables.  Id.,  394. 

Statements  of,  in  discussion  relative  to  deaths  by  electric  wires  (Oct.  9,  1889).  4, 
22-40. 

Statement  of,  that  Electrical  Expert  desires  to  call  attention  to  error  in  printed 
rules  of  Board.  Id.,  40. 

Statement  of,  of  poles  and  wires  removed  from  Jan.,  1889,  to  September,  1889.  Id., 
4.0. 

Statement  of,  that  wires  violating  rules  are  incumbrances  on  streets  (Oct.  12, 
1889),  4,  56. 

Statement  of,  that  Board  can  employ  men  in  case  of  extraordinary  emergencies. 

Id.,  57. 

Submits  to  Board  communication  of  H.  K.  Tluirber  in  relation  to  insulation.  (Oct. 
14,  1889),  4,  69. 

Submits  to  Board  communication  of  William  Maver,  Jr.,  in  relation  to  insulation. 
Id..  69. 

Offers  and  withdraws  resolution  approving  of  Engineer’s  report  of  this  date  and 
ordering  constructions  of  subways,  etc.,  and  makes  state'ment  explanatory  of 
resolution  (Jan.  8,  1890),  4,  107. 

Calls  attention  to  applications  for  franchises  referred  to  him.  Id.,  112. 

Statement  of,  relative  to  application  of  Metropolitan  Tel.  & Tel.  Co.  Id.,  116; 
Id.,  117. 

Appointed  with  Commissioner  Hess  a committee  to  confer  with  telephone  and 
telegraph  companies  relative  to  removal  of  unnecessary  lines.  Id.,  119. 

Statement  of  suggesting  reference  of  communication  of  Postal  Telegraph-Cable 
Company  to  Commissioners  Gibbens  and  Hess.  Id.,  120. 

Statement  of,  in  relation  to  annual  report.  Id.,  120. 

Mayor  Grant  directs  that  name  of  Commissioner  Gibbens  be  called  on  roll  call, 
and  his  name  called,  but  not  responded  to  (Jan.  31,  1890),  4,  178. 


1712 


y 


GIBBENS,  DANIEL  L. 

States  that  he  appears  for  certain  applications  before  Board  (March  22,  1890),  4, 

256.  ' . . 

Argues  in  favor  of  application  of  Empire  and  Bay  State  Tel.  Co.  to  string  wires 

(March  31,  1890),  4,  287.  _ ■ ■ r 

Requests  on  behalf  of  Manhattan  E.  L.  Co.  to  be  allowed  to  put  in  applications  for 

ducts  in  general  and  Edison  subways  (April  8,  1890),  4j  299- 
Requests  that  a list  of  streets  to  be  repaved  be  furnished  by  the  Engineer.  Id.,  300. 

GILROY,  THOMAS,  Commissioner  of  Public  Works. 

See  Department  of  Public  Works. 

GOELLER,  GEORGE  C. 

Communication  of,  in  support  of  application  of  North  N.  Y.  L.  Co.  to  string  wires 
(March  19,  1889),  3,  6. 

Secretary  directed  to  inform  him  that  application  of  N.  N.  Y.  L.  Co.  is  laid  over 
for  the  present.  Id.,  7. 

GOFF,  EDWARD  H. 

Secretary  directed  to  write  to,  regarding  ownership  of  certain  wire  (December  7, 
1888),  2,  272. 


GOLD  AND  STOCK  TELEGRAPH  COMPANY. 

Application  of,  to  repair  wire  in  Broadway,  between  23d  and  40th  streets  leported 
upon  by  E.  E.  (Feb.  25,  ■1889),  2,  379-  Same  referred  back  to  company.  Id., 

380. 

Application  of,  to  remove  an  aerial  cable  from  housetop  to  poles  reported  upon  to 
E.  E.  and  Engineer.  Id.,  380.  Same  denied.  Id.,  381. 

Five  applications  of,  laid  over  (June  18,  i8go),  S,  13. 

Applications  of,  referred  back  to  the  Electrical  Expert  for  report  (Dec.  4,  1890), 


5 84 

Applications  of,  referred  to  the  Electrical  Expert,  for  report  in  detail  (Jan.  2, 

1891),  5,  143-  . ^ -1  WAT 

Report  of  Electrical  Expert  on  housetop  wires  of,  in  first  proscribed  district  (Nov. 


10,  1891),  5.  397- 


GRADY,  TPIOMAS  F. 

See  East  River  Electric  Light  Company. 

GRANT,  HUGH  J. 

President  of  Board  appointed  a committee  to  wait  upon  Mayor-elect  Grant,  etc. 
(Nov.  13,  1888),  2,  235. 

GRANT,  HUGH  J.  (Mayor  of  the  City  of  New  York.) 

Elected  President  of  Board.  Expresses  thanks  for  kindness  in  electing  him  (Jan. 
18,  1889),  2,  292. 

Statement  of,  in  relation  to  proposal  of  U.  S.  111.  Co.  to  make  test  of  subways. 
Id.,  318.  • , , ^ ■ c'-k 

Statement  of,  in  relation  to  recital  in  resolution  offered  by  Commissioner  Uib- 
bens.  Id.,  323. 

Statement  in  relation  to  test  of  cable  by  U.  S.  111.  Co.  (Feb.  25,  1889),  2,  231. 
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Statement  of,'  that  Public  Works  Commissioner  Gilroy  would  give  Board  notice  of 
streets  to  be  repaved  (March  19,  1889),  3,  5. 

Communication  of,  in  respect  to  wires  of  Brush  Electrical  111.  Co.  Id.,  ii. 

Statement  of,  that  he  notified  the  Commissioner  of  Public  Works  to  cut  out  a 
lamp  at  147  3d  avenue.  Id.,  17. 

Statements  and  questions'  of,  in  reference  to  gas  explosions  (April  I,  1889),  3,  21-65; 
(April  2,  1889),  3,  66-121. 

Statement  of,  in  reference  to  communication  of  S.  V.  R.  Cruger  (April  24,  1889), 
3,  122. 

Statement  of,  in  reference  to  granting  permits  to  companies.  Id.,  123. 

To  submit  to  Electrical  Expert  information  in  his  possession  in  reference  to  wures 
strung  without  permit.  Id.,  126. 

Communication  of,  in  reference  to  cable  in  4th  avenue  tunnel.  Id.,  I3S- 

Authorized,  with  Comm’r  Gibbens  and  Supt.  of  Lamps  and  Gas  McCormick,  to 
issue  permits  during  Centennial  time  (April  25,  1889),  3,  160. 

Statement  of,  in  relation  to  connection  of  5tb  Avenue  Hotel  and  Hoffman  House 
by  Met.  T.  & T.  Co.  Id.,  162. 

Statement  of,  that  he  had  written  to  F.  D.  and  Comm’r  Purroy  in  reference  to  get- 
ting F.  D.  wires  underground  (May  28,  1889),  3,  174. 

Statement  of,  in  reference  to  resolution  offered  as  to  dangerous  poles  (June  13, 
1889),  3,  211, 

Statement  of,  in  reference  to  communication  from  Dist.  Att’y  concerning  U.  S. 
111.  Co.  Id.,  227. 

Engineer  Beckwith,  of  Con.  T.  & E.  S.  Co.,  interrogated  by,  in  respect  to  time  of 
completion  of  3d  ave.  and  other  subways  (June  26,  1889),  3,  264. 

Discussion  by,  with  members  of  Board  and  others  in  respect  to  building  of  sub- 
ways. Id.,  265. 

Statement  of,  in  relation  to  application  of  Manhattan  E.  L.  Co.  to  build  subways. 
Id.,  266. 

Statement  of,  in  relation  to  cement-lined  conduits.  Id.,  271. 

Statement  of,  in  opposition  to  motion  of  Comm’r  Gibbens  that  work  recommended 
by  Eng’r  be  ordered  (Aug.  15,  1889),  3,  318. 

Statement  of,  in  relation  to  certain  proposed  rules  modifying  rules  of  Board  (Aug. 
17,  1889),  3,  345- 

Statement  of,  in  relation  to  communication  of  Met.  T.  & T.  Co.  concerning  short- 
distance  wires  on  long-distance  lines.  Id.,  347. 

Statement  of,  in  relation  to  communication  of  Brush  E.  Ill  Co.  answering  com- 
plaint of  Inspector  Roth  (Sep.  12,  1889),  3,  372. 

Statement  of,  that  Commissioner  Hess  was  absent  in  Boston  (Oct.  9,  1889),  4,  i. 

Statement  of,  in  connection  wiht  communication  of  Coroner,  giving  verdict  in  case 
of  death  of  Joseph  Mazzi  (Oct.  9,  1889),  4,  2;  Id.,  3. 

Communication  to  electrical  companies  calling  a meeting  on  9th  instant,  at  i P.  M., 
to  consider  question  of  speedy  burial  of  wires,  and  referring  to  recent  deaths 
from  contact  with  electric  wires.  Id.,  3. 

Questions  of,  at  meeting  of  this  date  in  respect  to  deadly  wires,  etc.  Id.,  12-36. 

Statement  of,  that  he  will  confer  with  Corporation  Counsel  as  to  power  of  Board 
to  make  contract  with  Standard  Electrical  Subway  Co.  Id.,  33. 

Questions  the  Electrical  Expert  in  respect  to  testing  electric  wires,  etc.  (Oct.  10, 
1889),  4,  45- 

Statement  of,  in  respect  to  insulation  of  wires.  Id.,  47. 
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Questions  E.  E.  in  respect  to  his  report  that  companies  are  operating  wires,  not- 
withstanding notice  to  discontinue,  etc.  Id.,  54. 

Directs  his  secretary,  Mr.  Crain,  to  draft  an  order  to  the  Comm’r  of  P.  Works 
to  cut  wires  not  properly  insulated  (Oct.  12,  1889),  4,  55. 

Makes  certain  statements  concerning  his  order  to  cut  wiles ; states  that  Board 
seems  to  be  unanimous  in  its  indorsement  of  his  action  ordering  wires  im- 
properly insulated  to  be  cut.  Id.,  56. 

Requested  to  ask  Departn:ent  of  P.  Works  to  see  that  the  rules  of  Board  are  en- 
forced. Id.,  57. 

Directs  Electrical  Expert  to  notify  electric  light  companies  to  take  current  off  wires 
to  be  cut.  Id.,  57. 

Questions  Electrical  Expert  in  relation  to  death  of  Peeks  at  Chambers  and  Centre 
streets.  Id.,  59-61. 

Presents  to  Board  papers  in  suit  of  Electric  Power  Co.  vs.  Mayor  et  al.  (Oct.  14, 
1889),  4,  62. 

Statement  of,  in  reference  to  letter  and  resolution  of  Central  Labor  Federation  of 
N.  Y.  Id.,  68. 

Statement  of,  in  reference  to  opinion  of  Corporation  Counsel.  Id.,  68. 

Statement  of,  requesting  that  action  on  report  of  Engineer  be  deferred.  Id.,  91. 

Questions  Mr.  Lauterbach  in  respect  to  time  of  completion  of  certain  subways 
(Oct.  IS,  1889),  4,  95. 

Questions  engineer  in  respect  to  his  report  of  this  date  (Jan.  8,  i8go),  4,  104. 

Statement  of,  concerning  report  of  Engineer  of  this  date.  Id.,  109;  Id.,  no. 

Statement  of,  concerning  report  of  Electrical  Expert.  Id.,  no. 

Statement  of,  concerning  report  to  Governor  and  Legislature.  Id.,  in. 

Statement  of,  relative  to  application  for  franchises.  Id.,  112. 

Statement  of,  relative  to  certain  application  of  Met.  T.  & T.  Co.  Id.,  116;  Id.,  117. 

Requests  Comm’r  of  P.  Works  Gilroy  to  co-operate  with  Commr’s  Gibbens  and 
Hess,  the  committee  appointed  by  Board  to  secure  removal  of  unnecessary 
lines.  Id.,  120. 

Statement  of,  with  reference  to  report  of  Engineer  (Jan.  31,  1890),  4,  178. 

Suggests  advisability  of  laying  conduits  in  streets  at  time  of  their  repavement 
(Jan.  31,  1890),  4,  179. 

Questions  Mr.  Lauterbach  and  Mr.  Cutler  in  respect  to  telephone  and  telegraph  sub- 
ways, etc.  Id.,  180. 

Statement  of  calling  attention  to  newspaper  reports  about  consolidation  of  com- 
panies. Id.,  182. 

Questions  by,  in  respect  to  proposal  of  Standard  Electrical  Subway  Co.  Id  187- 
188. 

States  that  he  will  call  a meeeting  of  Board.  Id.,  190. 

Statement  of,  in  connection  with  discussion  of  question  of  proposed  contract  with 
Standard  Electrical  Subway  Company.  Id.,  198;  203;  206. 

Statement  of,  that  he  has  received  objections  only  from  North  N.  Y.  Lighting  Co. 
to  proposed  contract  with  Standard  E.  S.  Co.  (Feb.  19,  1890),  4,  214. 

Statement  of,  to  Mr.  Putney  in  reference  to  proposed  amendments  to  proposed 
contract  with  S.  E.  S.  Co.  Id.,  214. 

Directs  that  proposed  contract  with  S.  E.  S.  Co.  be  read.  Id.,  214. 

Statement  of,  in  reference  to  proposed  contract  with  S.  E.  Co.  Id.,  215. 

Statement  of,  in  relation  to  form  of  proposed  contract  with  S.  E.  S.  Co.  as  agreed 
upon  by  the  Board.  Id.,  233. 


Statement  of,  in  relation  to  resolution  offered  by  him — that  it  is  substitute  for  one 
offered  at  last  meeting  concerning  building  of  electric  light  subways  by  Stand- 
ard E.  S.  Co.  Id.,  233. 

Statement  of,  that  meeting  is  for  consideration  of  charges  against  certain  inspectbrs 
(March  7,  i8go),  4,  250. 

Statement  of,  that  Assistant  Corporation  Counsel  Dean  will  make  statement 
(March  22,  i8go),  4,  254. 

States  that  there  is  a communication  from  the  East  River  E.  L.  Co.  in  reference 
to  existing  rules  of  Consolidated  T.  & E.  S.  Co.  (March  26,  1890),  4,  261. 

Asks  Assistant  Corp.  Counsel  Dean  if  he  has  anything  to  say  on  subject  of  decision 
of  Gen.  Term  in  relation  to  making  contract  with  Standard  E.  S.  Co.  (March 
31,  go),  4,  277. 

Statement  of,  in  relation  to  proposed  contract  with  Standard  E.  S.  Co.  Id.,  278. 

Statement  of,  that  meeting  will  be  held  April  3,  1890,  when  Con.  T.  & E.  S.  Co.  or 
Standard  E.  S.  Co.  will  be  ordered  to  construct  certain  subways.  Id.,  287. 

Questions  Mr.  Leslie  in  regard  to  3d  ave.  distributing  duct  requested  by  Harlem 
L.  Co.  Id.,  290. 

Makes  remarks  about  proposed  contract  with  Standard  E.  S.  Co.,  and  states 
Board’s  willingness  to  execute  it,  with  amendments  specified  by  Gen,  Term, 
etc.  (Apr.  8,  ’90),  4,  296. 

Statement  of,  in  relation  to  security  to  be  given  by  electric  light  companies  for  sub- 
way rentals,  and  in  relation  to  extra  ducts  in  subways  (May  14,  i8go),  4,  326. 

States  that  United  E.  L.  & P.  Co.  and  Mt.  Morris  E.  L.  Co.  have  put  in  applica- 
tions for  subways,  criticises  the  delay  of  companies  in  putting  in  their  applica- 
tions, and  suggests  to  Comm’r  of  P.  Works  Gilroy  to  go  on  and  pave  streets 
and  to  refuse  to  grant  permits  to  open  the  streets  newly  paved  (May  19, 
1890),  S,  I. 

Interrogates  Vice-Pres.  Ridgway,  of  Con.  T.  & E.  S.  Co.,  in  reference  to  the  build- 
ing of  the  Broadway  distributing  duct.  Id.,  2. 

Gives  notice  that  at  next  meeting  he  will  move  revocation  of  authorizations  of 
such  subways  as  are  not  in  process  of  construction  in  streets  that  are  being  re- 
paved. Id.,  3. 

States  that  Edison  E.  111.  Co.,  which  is  willing  to  proceed  with  construction  of  its 
subways,  ought  to  be  permitted  to  do  so.  Id.,  10. 

Statement  of,  that  there  is  an  application  before  Board  to  light  East  River  Park 
(Aug.  22,  1890),  5,  34. 

Statement  of,  that  there  are  companies  stringing  wires  without  permits  (Aug.  28, 
1890),  5-;  41. 

Statement  of,  in  reference  to  alleged  wrongful  cutting  of  wires  of  E.  R.  Electric  L. 
Co.  Id.,  42. 

States  that  it  has  been  decided  to  postpone  subject  of  wires  put  up  without  per- 
mit to  next  meeting.  Id.,  47. 

Invites  gentlemen  to  speak  to  report  of  Engineer  on  subject  of  subway  rentals 
(Sep.  19,  1890),  5,  57. 

States  that  he  has  petition  in  favor  of  certain  privileges  for  North  N.  Y.  Lighting 
Co.  (Oct.  23,  1890),  5,  64. 

States  that  he  does  not  think  Comm’r  of  P.  Works  Gilroy  will  allow  Duane  st. 
to  be  opened,  etc.  (Dec.  4,  ’go),  5,  71. 

Discusses  with  Mr.  Lauterbach  and  others  proposal  of  Empire  City  Subway  Co. 
to  make  contract  with  Board  to  build  low-tension  subways.  Id.,  89-91. 


Statement  of,  in  reference  to  complaint  by  East  River  E.  L.  Co.  against  Con.  T.  & 
E.  Co-,  regarding  connections.  Id.,  92. 

Interrogates  Corporation  Counsel  Clark  in  respect  to  status  of  contract  with  Con. 
T.  & E.  S.  Co.  in  case  new  contract  is  made  with  Empire  C.  S.  Co.  (Dec. 
8,  ’go),  S,  103. 

Invites  any  parties  interested  to  speak  on  subject  of  proposed  contract  with  E.  C. 
S.  Co.  (Dec.  10,  i8go),  5,  106. 

Opposes  postponement  of  consideration  of  proposed  contract  with  Empire  C.  S. 
Co.  Id.,  107. 

Has  brought  to  the  attention  of  the  Board  and  read  preambles  and  resolutions,  pre- 
pared by  Corporation  Counsel  and  Mr.  Lauterbach,  in  reference  to  proposed 
contract  with  Empire  C.  S.  Co.  Id.,  108. 

Brings  up  the  subject  of  subway  rentals,  and  discusses  matter  with  representatives 
of  various  electric  light  companies.  Id.,  114-126. 

Statement  of,  in  reference  to  construction  of  house  connections  by  Con.  T.  & 
E.  S.  Co.  Id.,  127. 

States  that  Corporation  Counsel  advises  adoption  of  formal  preambles  and  reso- 
lutions by  Board  in  relation  to  proposed  contract  with  E.  C.  S.  Co.,  in  ordei' 
to  bring  the  injunction  case  properly  before  the  Court  (Dec.  15,  1890),  5,  128 

Asks  Mr.  Ernest  Hall  and  other  gentlemen  if  they  wish  to  be  heard  in  relation  to 
erection  of  poles  and  stringing  of  wires  in  23d  and  24th  Wards,  and  states  why 
application  of  North  N.  Y.  L.  Co.  to  erect  poles  and  string  wires  there  was 
granted  (Jan.  2,  1891),  5,  137-138. 

Calls  up  for  consideration  matter  of  application  of  Harlem  Bridge,  Morrisania  and 
Fordham  Railway  Co.,  says  Board  is  ready  to  hear  gentlemen  on  subject,  and 
questions  and  enters  into  colloquy  v/ith  Mr.  Butts  (Jan.  23,  1891),  5,  145-156. 

Calls  up  and  has  read  three  resolutions  which  he  had  given  notice  yesterday  he 
would  offer  to-day  (Jan.  27,  1891).  Id.,  164. 

States  that  if  there  are  any  objections  to  resolution  establishing  First  Pros- 
cribed District,  now  is  time  to  make  them  (Jan.  27,  1891),  5,  167. 

States  that  Board  will  order  subways  in  First  Proscribed  District  if  applied  for, 
and  in  default  of  application  will  consider  companies  at  fault.  Id.,  171. 

States  that  he  proposes  to  cause  poles  and  wires  to  be  removed  in  first  pros- 
cribed district  on  June  ist.  Id.,  171. 

Calls  on  Engineer  for  report  on  subways  to  be  constructed  (March  6,  1891),  5, 
176. 

States  that  electrical  companies  forfeit  right  to  make  application  for  subways 
after  to-day.  Id.,  177- 

Asks  if  companies  operating  signaling  wires  in  Lincoln  avenue  have  been  notified 
to  consolidate  wires.  Id.,  177. 

Asks  if  notices  have  been  sent  to  electric  light  and  power  companies  under 
resolution  passed  at  last  meeting.  Id.,  178. 

Makes  statement  in  regard  to  removal  of  wires  in  first  proscribed  district,  and 
questions  Engineer.  Id.,  179. 

Directs  Secretary  to  keep  a diary.  Id.,  180. 

Informs  Judge  Kelly,  of  East  R.  E.  L.  Co.,  that  Board  cannot  extend  time  to  put 
in  applications  for  subways.  Id.,  180. 

Requests  Engineer  to, indicate  at  next  meeting  overhead  lines  in  streets  adjacent 
to  subways  which  can  go  in  those  subways.  Id.,  179. 

Callls  for  reading  of  report  of  Engineer  upon  subway  construction  (March  ii, 
1891),  S,  182. 


1717 


States  that  report  of  Engineer  will  be  accepted  and  placed  on  file.  Id.,  206. 

Has  colloquy  with  Mr.  Browne  and  Mr.  Cravath  in  respect  to  pole  line  of  U.  S. 
111.  Co.  on  Broadway  between  Houston  and  14th  streets,  and  directs  his  Sec- 
retary to  draft  an  order  to  the  Com.  of  P.  Works  directing  him  to  remove  the 
pole  line  on  April  ist.  Id.,  209. 

States  that  he  is  willing  that  the  Engineer  and  the  Expert  should  go  to  Phila- 
delphia for  information.  Id.,  213. 

Reciuests  Secretary  to  inform  certain  complainants  of  action  of  Board  (March 

18,  1891),  5,  219. 

States  to  Construction  Co.  that  Board  expects  subways  first  ordered  to  be  con- 
structed immediately.  Id.,  227.  * 

States  that  he  does  not  care  to  interfere  with  wires  of  the  Fire  Department,  etc. 
Id.,  228. 

Calls  for  reading  of  90  days’  notice  of  December  16,  1890  (March  25,  1891),  5,  238. 

States  that  lines  have  not  been  removed  from  the  streets  enumerated  in  the  90 
days’  notice  of  Dec.  16,  1890,  and  asks  if  any  one  objects  to  their  immediate 
removal.  Id.,  239. 

Has  collociuy  with  Mr.  Browne,  of  United  E.  L.  & P.  Co.  Id.,  240. 

States  that  Met.  T.  & T.  Co.  line  in  13th  street  must  come  down  under  resolu- 
tion. Id.,  242. 

Makes  statement  in  relation  to  proposed  resolution  establishing  second  proscribed 
district,  and  moves  that  resolution  lie  over.  Id.,  245. 

Calls  for  report  on  duplicate  pole  lines.  Id.,  246. 

States  that  report  on  duplicate  pole  lines  is  deferred  until  next  meeting.  Id.,  246. 

Directs  that  Engineer’s  report  be  laid  over,  except  as  to  part  of  it  recommending 
subsidiary  construction.  Id.,  248. 

Directs  the  reading  of  communication  of  E.  Expert  in  relation  to  housetop  power 
wires  (March  30,  1891),  5,  252. 

Requested  to  order  the  removal  by  the  Com.  of  P.  Works  of  housetop  wires  in 
certain  streets.  Id.,  254. 

Questions  Electrical  Expert  in  relation  to  housetop  power  wires.  Id.,  254. 

States  that  President  of  Fire  Department,  its  Supt.  of  Telegraph,  the  E.  Expert 
and  Sec.  Trainer  met  and  conferred  at  his  (Mayor’s)  office  the  other  day; 
asks  Trainer  to  read  communication  from  F.  D.,  the  result  of  conference; 
says  that  he  will  endeavor  to  give  F.  D.  any  money  that  it  may  need  in  mak- 
ing changes  of  its  wires,  and  refers  communication  to  E.  Expert  to  communi- 
cate with  the  Fire  Department.  Id.,  272-276. 

Requests  Secretary  to  make  out  a list  of  the  streets  included  in  90  days’  notices 
of  Nov.  19,  1888,  and  Jan.  8,  1890,  to  companies  operating  signaling  wires,  and 
to  give  list  to  Electrical  Expert,  who  is  directed  to  report  to  Mayor  if  any 
poles  and  wires  are  still  up  in  any  of  the  streets.  Id.,  276. 

Requested  to  order  the  removal  by  Com.  of  P.  Works  of  wires,  poles  and  fixtures 
in  certain  streets — 90  days’  notice  having  expired.  Id.,  279. 

Asks  if  there  is  any  objection  to  territory  included  in  proposed  second  proscribed 
district.  Id.,  281. 

Directs  Engineer  to  report  at  next  meeting  violations  of  rules  in  respect  to  wires 
strung  on  Fire,  Police,  telegraph  or  telephone  poles.  Id.,  282. 

States  that  report  of  Electrical  Expert  on  duplicate  lines  is  referred  back,  to  be 
reported  at  next  meeting.  Id.,  282. 

Directs  a roll  call— and  roll  is  called.  Com.  Moss  being  absent— and  states  that  a 
regular  meeting  cannot  be  held  in  absence  of  quorum,  though  he  and  Com. 


Hess  will  transact  some  business;  has  resolution  read  that  Board  requests  the 
Corn,  of  P.  Works,  through  the  Mayor,  to  remove  all  poles  which  are  not 
marked,  saying  that  he  and  Com.  Hess  will  vote  for  it  at  the  next  meeting; 
requests  Engineer  to  report  upon  advisability  of  building  a subway  on  Boule- 
vard or  loth  avenue;  calls  on  E.  Expert  for  report  on  duplicate  lines  April 
14,  1891),  5,  285-287. 

Communication  of  inclosing  communication  of  L.  Johnson  alleging  illegal  con- 
struction of  subways;  report  of  Inspector  Burke  thereon,  stating'  that  West 
Side  Electric  L.  & P.  Co.  has  built  a subway  across  52d  street  west  of  loth 
avenue;  statement  of  Sec.  Trainer  that  Com.  of  P.  Works  informs  him  that  no 
permit  has  been  given  for  this  subway;  direction  by  Mayor  to  Secretary  to 
communicate  with  Department  of  P.  Works  and  Fire  Department  and  re- 
ciuest  information  as  to  hov^  a subway  across  S2d  street  came  to  be  con- 
structed. Id.,  288-289. 

Asks  if  there  is  not  a subway  in  24th  street.  Id.,  291. 

Suggests  a subway  in  24th  street.  Id.,  292. 

Lays  before  Board  communication  from  Fire  Department  in  relation  to  consoli- 
dation of  duplicate  lines;  states  that  matter  of  communication  of  F.  D.  will 
be  brought  up  by  opinion  of  Corporation  Counsel  in  relation  to  consolidation 
that  matter  of  duplicate  lines  will  be  brought  up  at  next  "meeting.  Id., 
292-296. 

States  that  he  will  offer  resolution  at  nexi  meeting  that  manholes  or  handholes 
of  Edison  E.  111.  Co.  in  future  construction  shall  be  built  flush  with  surface  of 
pavement  (April  14,  1891),  5,  299. 

Directs  that  communication  of  Police  Department  be  referred  to  Electrical  Ex- 
pert. Id.,  302. 

Directs  that  a resolution  suggested  by  Judge  Kelly  granting  permission  to  East 
River  E.  L.  Co.  to  repair  its  lines  in  East  loth  street  be  referred  to  E.  Ex- 
pert. Id.,  302. 

Asks  representatives  of  companies  present  if  they  want  any  subways  in  second 
proscribed  district,  and  asks  Engineer  if  he  has  communicated  with  F.  D. 
Id.,  303. 

States  that  permits  would  be  granted  to  companies  as  soon  as  the  inspectors  re- 
ported in  regard  to  poles.  Id.,  303. 

States  that  he  will  send  order  to  Com.  of  P.  Works  to  remove  certain  wires 
(April  20,  1891),  S,  309. 

Secretary  directed  to  notify  companies  of  report  of  Electrical  Expert  and  re- 
quest them  to  state  what  objections  there  are  to  the  suggested  transfer  of 
wires.  Id.,  314. 

Calls  for  reading  of  report  of  Assistant  Secretary  in  relation  to  90  days’  notices. 
Id.,  314. 

States  what  kind  of  a report  in  reference  to  new  subways  he  desires  the  Engineer 
to  make.  Id.,  318. 

Directs  that  statement  of  Electrical  Expert  showing  streets  cleared  of  poles  and 
wires  be  placed  on  file.  Id.,  328. 

Asks  Col.  Parker,  of  Telephone  Co.,  how  long  it  will  take  to  remove  7th  avenue 
line.  Id.,  333. 

Calls  on  Engineer  to  make  report  on  subway  construction.  Id..  333. 

Requests  Secretary  to  read  Act  of  Legislature  authorizing  Board  to  enter  into 
contract  with  Empire  City  Subway  Company  (May  15,  1891),  5,  345. 
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Directs  that  Secretary  note  on  minutes  that  Governor  has  appointed  Walton 
Storm  to  fill  vacancy  in  Board,  that  he  has  taken  oath  of  office,  and  is  present 
as  a member  of  the  Board  (May  27,  1891),  5,  382. 

States  that  he  will  communicate  with  Fire  Department  in  relation  to  its  lines  and 
wires  in  first  proscribed  district.  Id.,  382. 

Asks  Engineer  if  subways  in  first  proscribed  district  are  finished  (June  2,  1891), 
5,  384. 

Statement  of,  as  to  effect  of  opinion  of  Corporation  Counsel  in  regard  to  for- 
feiture of  bond  of  Con.  T.  & E.  S.  Co.  (July  17,  1891),  5,  386. 

Statement  of,  in  reference  to  90  days’  notices  for  low  tension  subways — that  they 
provide  that  Empire  City  S.  Co.  construct  subsidiary  ducts  on  application  of 
companies.  Id.,  387. 

Statement  of,  preceding  his  motion  that  Mt.  Morris  Electric  L.  Co.  be  granted 
permission  to  reset  its  poles  on  iSSth  street  (Aug.  3,  1891),  5,  390. 

Statement  of,  in  relation  to  condition  of  first  proscribed  district  as  to  overhead 
construction  (Sept.  2,  1891),  5,  391. 

Directs  the  reading  of  Engineer’s  report  on  new  construction.  Id.,  391. 

States  that  list  of  streets  in  report  of  Engineer  differs  from  list  furnished  by 
Edison  Co.,  and  directs  certain  streets  to  be  stricken  from  Engineer’s  list 
(Sept.  2,  1891),  5,  391- 

States  necessity  of  prompt  action  in  ordering  Edison  subway  on  Broadway,  so  as 
not  to  delay  contractors  for  cable  road  and  paving  (Sept.  4,  1891),  5,  392. 

Requests  companies  if  they  have  any  complaint  to  make  against  payment  of  sub- 
way rentals  yearly  in  advance  to  make  it  at  the  next  meeting  (Oct.  8,  1891), 
5,  396. 

Refers  question  of  building  subways  in  certain  streets  to  the  Engineer.  Id.,  396. 

Requests  list  of  F.  D.  and  P.  D.  lines  that  can  be  put  in  subways,  so  that  he 
can  make  a statement  to  Board  of  Apportionment  and  secure  appropriation 
(Nov.  10,  1891),  5.  398. 

GREEN,  F.  HENRY. 

Application  of,  for  appointment  as  Electrical  Engineer  (Aug.  4,  1887),  i,  77. 

GRIFFITH  & CO. 

Communication  of,  in  regard  to  pole  of  Harlem  Lighting  Co.  directed  to  be  sent 
to  that  company  (Dec.  21,  1888),  2,  284. 

GUILBERT,  ARTHUR  W. 

Appointed  messenger  at  a salary  of  $900  per  annum  (Nov.  10,  1891),  5,  400. 


H. 

HALL  TELEPHONE  COMPANY. 

Application  of,  to  run  a wire  over  housetops  laid  on  table  (Sept.  18,  1888),  2,  127. 
HANDHOLES. 

Com.  of  P.  Works  Gilroy  complains  of  system  of,  which  compels  digging  up  of 
streets  to  make  house  connections;  the  Board  considers  matter,  hearing 
Com.  Gilroy  and  Engineer,  and  directs  Engineer  to  recommend  system  of 
handholes  that  will  obviate  necessity  of  tearing  up  streets  (May  19,  1890),  5,  3. 
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Report  of  Engineer  in  relation  to  handholes  (June  i8,  1890),  5,  22. 

Proposed  resolution  in  reference  to  Edison  handholes  (April  14,  1891),  S,  299. 
(April  20,  1891),  5,  320. 

Resolutions  in  relation  to  Edison  handholes  adopted  (April  22,  1891),  5,  337. 
HAPGOOD,  JOHN  H. 

Statement  of,  in  reference  to  application  of  Harlem  Lighting  Company  (July  29, 
1887),  I,  47. 

HARLEM  BRIDGE,  MORRISANIA  AND  FORDHAM  RAILWAY  COM- 
PANY. 

Mayor  Grant  states  that  he  understands  some  gentlemen  present  wish  to  be 
heard  in  the  matter  of  some  application  to  erect  poles  and  string  wires  in  the 
23d  and  24th  wards;  Mr.  Ernest  Hall  stated  that  as  a citizen  and  property- 
owner  he  had  sent  to  each  member  of  the  Board  a protest  against  the  pro- 
posed erections;  Mayor  Grant  and  Com.  Hess  each  makes  a statement  in 
reference  to  the  proposition;  Waldo  Hutchins  presents  to  the  Board  an  ap- 
plication of  the  Company  to  erect  poles  and  string  wires  thereon  in  certain 
specified  streets  in  North  New  York;  Board  considers  the  application,  and 
refers  it — to  the  Corporation  Counsel  as  to  power  of  Board  to  grant  it — and  to 
the  Electrical  Expert  as  to  the  safet}’-  and  feasibility  of  the  system  proposed 
(Jan.  2,  1891),  5,  137-141- 

Mayor  Grant  calls  up  for  consideration  application  of  company  to  erect  poles 
and  wires  in  the  Annexed  District;  opinion  of  Corporation  Counsel  Clark  in 
favor  of  the  jurisdiction  and  power  of  the  Board  in  the  premises;  Board  hears 
Waldo  Hutchins,  Jr.,  in  behalf  of  application,  A.  C.  Butts,  on  behalf  of  3d 
avenue  property-owners,  who  submit  a protest  against  the  system ; Charles 
S.  Simpson  and  Commissioner  Louis  J.  Heintz,  who  also  submit  protests,  and 
Judge  Hall;  Board  adopts  preambles  and  resolutions  granting  company  per- 
mission to  erect  poles  and  string  wires,  in  order  to  operate  its  lines  by  trolley 
system  (Jan.  23,  1891),  5.  145-159- 

HARLEM  LIGHTING  COMPANY. 

Statement  of  John  H.  Hapgood  in  relation  to  application  of  (July  29,  1887),  i,  61. 

Communication  of,  asking  for  conduit  for  city  lighting  (Oct.  20,  1887),  i,  169. 

Communication  of,  asking  for  permit  to  erect  lamp  posts.  Id.,  169. 

Application  of,  to  erect  lamp-posts  granted,  on  conditions  (Oct.  21,  1887),  i,  181. 

Communication  of,  in  respect  to  non-compliance  with  rules  (June  il,  1888),  2,  18. 

Copy  of  rules  directed  to  be  sent  to.  Id.,  18. 

Application  of,  for  poles  and  wires  on  streets  where  it  has  commercial  light- 
ing (July  2,  1888),  2,  51. 

Application  of,  for  poles  and  wires  referred  to  the  Engineer  and  the  Expert, 
id.,  51. 

Application  of,  referred  to  the  Engineer.  (July  16,  1888),  2,  67. 

Application  of,  for  wooden  poles  in  place  of  iron  ones.  Id.,  74.  Same  granted. 
Id.,  75- 

Resolution  in  relation  to  pole  in  front  of  south  east  corner  I22d  street  and  3d 
avenue  (Sept.  8,  1888),  2,  126. 

Application  of,  to  run  wires  granted  (Oct.  17,  1888},  2,  168. 

Application  of,  to  substitute  wooden  poles  for  iron  ones.  Id.,  168. 

Communication  of,  in  answer  to  complaint  No.  1256.  Id.,  169. 

Application  of,  to  stretch  wires  on  poles  of  Western  Union  Tel.  Co.  Id.,  169. 
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To  be  notified  that  it  has  violated  law  in  putting  its  wire  on  dead  poles.  Id.,  170. 
Application  of.  to  erect  a line  of  poles  in  80th  street  (Oct.  19,  1888),  2.  188. 
Application  of,  to  erect  a line  of  poles  laid  over  (Oct.  19,  1888),  2,  189. 

Application  of,  to  hang  arc  light,  etc.,  granted  (Oct.  30,  1888),  2,  21 1. 
Communication  of,  stating  removal  of  wires.  Id.,  214. 

To  be  directed  to  replace  lamp-posts  with  ones  in  accordance  with  plan  of 
Board  (Dec.  4,  1888),  2,  260. 

Authorized  to  replace  iron  poles  with  wooden  ones  on  Sth  avenue  from  86th 
street  to  Harlem  River.  Id.,  268. 

Application  of,  to  connect  arc  lights  granted  (Dec.  7,  1888),  2,  269. 
Communication  of  Griffith  & Co.  directed  to  be  sent  to  (Dec.  21,  1888),  2,  284. 
Communication  of,  in  regard  to  application  for  pole  line  on  3d  avenue  considered 
(Jan.  18,  1889),  2,  314. 

Communication  of,  in  regard  to  90  days’  notice  (Feb.  25,  1889),  2,  349. 

Application  of,  to  transfer  wires  from  one  pole  line  to  another  reported  on  by 
Electrical  Expert.  Id.,  381.  Same  granted.  Id.,  381. 

Complaint  against  iron  poles  of  (March  19,  1889),  3,  I9- 
To  be  directed  to  remove  its  iron  poles  at  once.  Id.,  19. 

Applications  of,  for  lamp  connections  granted  (May  29,  1889),  3,  184.  (June  13 

1889) ,  3,  213.  (June  26,  1889),  3,  280.  (Aug.  15,  1889),  3,  336. 

Applications  of,  received  too  late  for  inspection  laid  over  (Aug.  15,  1889)  , 3,  366. 
Applications  of,  for  lamp  connections  granted  (Sept.  12,  1889),  3,  392. 
Communication  of,  answering  circular  letter  of  Mayor  Grant  in  relation  to  deadly 

wires,  etc.  (Oct.  9,  1889),  4,  5- 

Statement  of  Elihu  Root  on  behalf  of,  in  connection  with  proposal  of  Standard 
E.  S.  Co.  to  make  contract  with  Board  (Jan.  31,  1890),  5,  199-205. 

Samuel  B.  Clark  makes  statement  on  behalf  of,  in  reference  to  ducts  on  3d  ave- 
nue (March  22,  1890),  4,  255. 

Vice-Pres.  Ridgway,  of  Subway  Co.,  makes  statement  in  reference  to  application 
of,  for  ducts.  Id.,  256. 

Samuel  B.  Clark  presents  letter  of,  in  reference  to  ducts,  and  same  referred  to 
Engineer  of  Board.  Id.,  256. 

Letter  of,  referred  to  Engineer  of  Board  March  22d  (March  26,  1890),  4,  262. 

Same  reported  upon  by  Engineer.  Id.,  264. 

Statement  of  Samuel  B.  Clark  on  behalf  of,  in  reference  to  ducts  on  3d  avenue. 
Id.,  265. 

Mr.  Leslie,  Gen.  Manager  of,  requests  extension  of  90  days’  notice  in  3d  avenue, 
and  Board  assures  him  that  time  will  be  extended  until  completion  of  dis- 
tributing ducts.  Id.,  273. 

Mr.  Leslie,  Gen.  Manager  of,  asks  Board  to  consider  question  of  distributing  ducts 
on  3d  avenue  (March  31,  1890),  4,  289.  Asks  for  distributing  ducts  on  3d 
avenue.  Id.,  290.' 

Assents  to  giving  guarantee  that  space  applied  for  in  subways  will  be  occupied 
(April  8,  1890),  4,  299- 

Board  hears  Simon  H.  Stern  and  Frank  Einstein  on  behalf  of,  on  subject  of  report 
of  Engineer  in  relation  to  subway  rentals  (Sept.  19,  1890),  5,  60. 

Statement  of  Mr.  Einstein  on  behalf  of,  and  of  Manhattan  E.  L.  Co.  in  reference 
to  proposed  contract  with  Empire  City  Subway  Co.  (Dec.  4,  1890),  5,  90. 
Board  hears  Mr.  Einstein  on  behalf  of,  on  subject  of  subway  rentals  (Dec.  10, 

1890) ,  5.  114-126. 

Mr.  Leslie  states  that  company  has  marked  its  poles  (March  31,  1891),  S,  284. 
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Board  considers  application  of,  for  subsidiary  connections  and  Con.  Tel.  & E.  S. 
Co.  directed  to  build  same  (April  20,  1891),  5,  326. 

Communication  of,  in  relation  to  subway  requirements  in  certain  streets;  state- 
ment of  Mr.  Leslie  in  reference  to  such  requirements  (Nov.  10,  1891),  5,  400. 
HALL,  ERNEST. 

Statement  and  protest  of,  in  respect  to  overhead  wires  in  23d  and  24th  wards  (Jan. 
2,  1891),  5,  137. 

Addresses  Board  in  favor  of  application  of  Harlem  Bridge,  Morrisania  and  Ford- 
ham  Railway  Co.  (Jan.  23,  1891),  5,  154. 

HATCH,  STEPHEN  D. 

■ Communication  of,  in  respect  to  dead  pole  (March  7,  1887),  2,  397. 
HAWKESWORTH,  H.  M. 

Makes  statement  on  behalf  of  Electric  Power  Co.  (Oct.  15,  1889),  4,  94. 

HEINIZ,  LOUIS  J.  (Com.  of  Street  Improvements  of  23d  and  24th  Wards.) 

Addresses  Board  in  opposition  to  application  of  Harlem  Bridge,  Morrisania  and 
Fordham  Railway  Co.,  and  presents  formal  written  protest  against  granting 
of  application  (Jan.  23,  1891),  5,  154. 

Copy  of  permit  of  ; same  referred  to  Corporation  Counsel  for  his  opinion  (March 
18,  1891),  5,  234. 

HENRY,  DARWIN. 

Killed  by  current  of  East  River  E.  L.  Co.  Sept.  2,  1889  (Oct.  9,  1889),  4,  2. 
HENRY  VS.  GRANT,  ET  AL. 

Injunction  order  served  on  Mayor  Grant,  enjoining  the  making  of  contract  with 
Empire  City  Subway  Co.  (Dec.  10,  1890),  5,  114. 

HESS,  JACOB.  (Commmissioner  of  Board  of  Electrical  Control.) 

Elected  President  of  Board  (July  5,  1887),  i,  i. 

Statement  of,  in  relation  to  object  of  meeting  (July  19,  1887),  i,  26. 

Statement  of,  in  respect  to  certain  applications  (July  29,  1887),  i,  62. 

States  that  he  is  willing  that  Corporation  Counsel  should  act  as  counsel  for 
Board  (Aug.  4 1887),  i,  79-81. 

Statement  of,  in  respect  to  appointments  by  Board.  Id.,  82. 

Statement  of,  in  respect  to  communication  of  Mayor  Hewitt  (Sept.  8,  1887),  i,  97. 

Communication  of  (to  Com.  of  P.  W.  Newton),  in  relation  to  inspectors  (Oct. 
4,  1887),  I,  142. 

Communication  of  (to  Norvin  Green),  as  to  removal  of  poles  and  wires  in  3d 
and  9th  avenues  (Dec.  22,  1887),  r,  196. 

Communication  of  (to  J.  E.  Smith),  in  respect  to  connections  asked  for.  Id.,  204. 

Communication  of  (to  U.  S.  111.  Co.),  in  respect  to  test  of  subways,  etc.  Id.,  212. 

Communication  of  (to  U.  S.  111.  Co.),  in  respect  to  test  of  subways,  etc.  Id.,  218. 

Communication  of  (to  Consolidated  Gas  Co.),  in  respect  to  interference  with 
gas  mains.  Id.,  227. 

Communication  (to  Corporation  Counsel),  in  respect  to  suit  against  U.  S.  111.  Co. 
(July  16,  1888),  2.  71. 

Communication  of,  resigning  the  presidency  of  the  Board;  resignation  of,  ac- 
cepted (Jan.'  18,  1889),  2,  291. 

Statement  of,  in  relation  to  subway  construction  (June  26,  1889),  3,  266. 

Statement  of,  in  respect  to  complaint  of  U.  S.  111.  Co.  .of  greater  privileges  to 
Edison  Co.  Id.,  267-268. 

Motion  of,  to  revoke  permission  given  to  U.  S.  111.  Co.  to  string  wires  to  con- 
nect with  subways;  motion  laid  over  and  matter  referred  to  Electrical  Ex- 
pert (Sept.  12,  1889),  3,  393. 
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Statement  of,  concerning  matter  of  cutting  improperly  insulated  wires  (Oct.  12, 

1889) ,  4,  55. 

Questions  Electrical  Expert  regarding  death  of  Feeks  at  Chambers  and  Centre 
streets.  Id.,  60. 

Calls  for  a division  of  the  resolution  of  Mayor  Grant  declaring  contract  between 
Board  and  Con.  T.  & E.  S.  Co.  ineffectual  (Oct.  14,  1889);  4,  83. 

Statement  of,  concerning  proposition  of  Mayor  Grant  (Jan.  8,  1890),  4,  no. 

Suggests  taking  up  report  of  Engineer  laid  over  at  last  meeting  (Jan.  31,  1890), 
4,  178. 

Statement  of,  in  reference  to  proposed  contract  with  Standard  Electrical  Sub- 
way Co.  Id.,  197. 

Statement  of,  in  reference  to  proposed  contract  with  Standard  Electrical  Sub- 
way Co.  (Feb.  19,  1890),  4,  214. 

States  that  Board  has  resignation  of  an  inspector  (March  7,  1890),  4,  250. 

Statement  of,  in  relation  to  proposal  of  Standard  Electrical  S.  Co.  to  use  cement- 
lined  pipe  (March  26,  1890),  4,  269. 

States-  that  Board  is  left  in  quandary  by  failure  of  Standard  E.  S.  Co.  to  make 
contract  with  the  Board  (April  8,  1890),  4,  296. 

Statement  of,  in  reference  to  application  for  subways  of  Manhattan  E.  L.  Co. 
(May  14,  1890),  4,  325. 

Suggests  the  consideration  of  the  report  of  the  Electrical  Expert  in  connection 
with  killing  of  Kopp  and  the  injury  to  the  boj"  Young  (Sept.  19,  1890),  5,  47. 

Statement  of,  in  reference  to  subway  in  Duane  street  (Dec.  4,  1890),  5,  71. 

Statement  of,  in  reference  to  proposal  of  Empire  City  Subway  Co.  to  enter  into 
contract  with  Board  to  build  the  low  tension  subways.  Id.,  90. 

Makes  statement  and  offers  resolution  in  reference  to  subway  rentals  (Dec.  10, 

1890) ,  5,  IT9-120. 

Statement  of,  in  reference  to  subway  rentals.  Id.,  123-124. 

States  why  application  of  North  N.  Y.  L.  Co.  to  erect  poles  and  string  wires 
was  granted  (Jan.  2,  1891),  5,  139. 

Questions  Engineer  (March  6,  1891),  5,  179. 

Suggests  change  in  a proposed  resolution  establishing  second  proscribed  dis- 
trict (March  25,  1891),  S,  245. 

States  that  absence  of  Commissioner  Moss  from  meeting  is  due  to  death  of  his 
daughter  (April  14,  1891),  5,  285. 

Questions  Electrical  Expert  in  relation  to  wires  of  East  River  E.  L.  Co.  Id.,  291. 

States  that  proposed  resolution  in  reference  to  house  connections  should  not  ap- 
ply tO'  telephone  and  telegraph  companies.  Id.,  299. 

Matter  of  issuance  of  90  days’  notice  referred  to,  to  ascertain  what  notices  are 
necessary  to  be  sent  (July  17,  1891),  5,  387. 

Reference  to,  of  report  of  Engineer  giving  list  of  completed  subways,  with  the 
other  matter  relating  to  90  days’  notices.  Id.,  387. 

HESS,  CHARLES  A. 

Retained,  with  Henry  C.  Andrews,  to  act  as  attorney  in  suit  (July  13,  1887),  i,  16. 

HEWITT,  ABRAM  S (Mayor  of  the  City  of  New  York.) 

Motion  of,  that  Consolidated  Tel.  & E.  S.  Co.  submit  to  Board  system  of  local 
distribution  which  will  not  involve  use  of  poles  and  overhead  wires  (July  27, 
1887),.!,  47- 
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Statement  of,  that  he  is  not  yet  ready  to  report  upon  form  of  franchise  and  upon 
rules.  Id.,  48. 

States  that  he  had  received  two  communications,  one  from  T.  G.  Ellsworth,  and 
the  other  from  Geo.  H.  Stout,  and  requests  that  the  communications  be 
placed  on  file.  Id.,  50. 

Suggests  that  the  Board  defer  action  on  applications  until  contracts  are  awarded 
for  electric  lighting  (July  29,  1887),  i,  62. 

Statement  of,  in  reference  to  form  of  franchise  (Aug.  4,  1887),  i,  78. 

Statement  of,  in  reference  to  employment  of  Corporation  Counsel.  Id.,  78-81. 

Statement  of,  in  reference  to  appointments  by  Board.  Id.,  82. 

Statement  of,  in  explanation  of  refusal  to  vote  for  subway  construction.  Id.,  84. 

Communication  of,  inclosing  communication  of  Commissioner  of  Public  Works 
(Sept.  8,  1887),  I,  92. 

Communication  of,  in  respect  to  expediting  certain  subway  work.  Id.,  96. 

Statement  of  Mayor  Hewitt  in  reference  to  removal  of  poles  and  wires  (Jan.  6, 
1888),  I,  244. 

Statement  of  Mayor  Hewitt,  etc.,  to  be  spread  on  minutes.  Id.,  245. 

Communication  of,  in  reference  to  removal  of  poles  and  wires.  Id.,  245. 

Asks  to  be  excused  from  voting;  withdraws  from  meeting;  returns  to  his  chair 
(April  17,  1888),  I,  276-285. 

Statement  of,  in  regard  to  city  lighting  and  applications  therefor.  Id.,  286. 

Insists  that  minutes  of  last  meeting  should  be  read,  and  states  that  a communi- 
cation addressed  to  Board  by  him  had  been  suppressed;  objects  to  approval 
of  minutes,  because,  as  he  states,  they  contain  an  attack  upon  him,  without 
having  first  printed  his  communication  (May  10,  1888),  i,  287. 

Resolution  offered  b}^,  that  resolution  and  statement  of  previous  meeting  be 
stricken  from  minutes  (May  10,  1887),  i,  287. 

Communication  of,  declining  to  issue  order  requested  by  Board  because  of  want 
of  appropriation.  Id.,  287.  - 

States  that  he  thinks  he  will  not  attend  hereafter  any  meeting  of  the  Board. 
Id.,  287. 

Newspaper  statement  giving  interview  with  Mayor  Hewitt,  in  which  he  says  he  is 
not  responsible  for  failure  to  get  electric  wires  underground.  Id.,  297. 

Resolution  stating  his  neglect  to  carry  out  remedial  clause  of  law,  etc.  Id.,  297. 

Communication  of,  in  reference  to  resolution  of  April  17,  etc.  (May  25,  1888), 
2,  I. 

Resolution  directing  Secretary  to  answer  communication  of.  Id.,  3. 

Communication  of,  in  relation  to  rules,  etc.  (June  8,  1888),  2,  9. 

Communication  of,  in  relation  to  want  of  appropriation  for  removal  of  poles 
and  wires.  Id.,  9. 

Communication  to,  in  relation  to  want  of  appropriation  for  removal  of  poles 
and  wires,  etc.  Id.,  10. 

Communication  of,  transmitting  communication  of  Samuel  Fitzpatrick  and  others. 

Id.,  13. 

Communication  to,  by  C.  H.  Read  & Co.  (Hoffman  House)  in  relation  to  removal 
of  poles  and  wires  in  2Sth  st.  bet.  Broadway  and  6th  ave.  (Aug.  8,  1888),  2,  79. 

Communication  of,  to  C:  H.  Read  & Co.  (Hoffman  House)  answering  communi- 
cation of  C.  H.  Read  & Co.  in  relation  to  removal  of  poles  and  wires  in  25th 
St.  Id.,  81. 

Communication  of  transmitting  letter  in  relation  to  safety  cut-out  (Oct.  30,  1888), 
2,  207.  ' 
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HOLMES  ELECTRIC  PROTECTIVE  COMPANY. 

Report  of  Expert  of  housetop  wires  of,  in  ist  proscribed  district  (Nov.  lo,  1891), 

5,  397- 

HOUSE,  FRANK. 

Examination  of,  in  reference  to  gas  explosions  (April  2,  1889),  3,  75. 

HOUSE  CONNECTIONS. 

Consolidated  Tel.  & E.  S.  Co.,  directed  to  hereafter  make  applications  for  subsid- 
iary subway  construction,  except  house  connections  (Aug.  28,  1890),  5,  43. 
Proposed  resolution  in  reference  to  house  connections  (April  14,  1891),  5,  298. 
(April  20,  1891),  5,  321. 

Must  be  built  in  connection  with  main  subway  50  feet  apart,  etc.  (April  22,  1891), 

S,  337- 

HOUSETOP  WIRES. 

Electric  light  and  power  companies  ordered  to  remove  house  top  wires  in  district 
bounded  by  Canal  street  on  the  north,  by  Battery  on  the  south,  by  the  East 
River  on  the  east,  and  by  North  River  on  the  west,  within  30  days  (Feb.  27, 

1891),  S,  164.  . . 

Mayor  Grant  states  that  the  Electrical  Expert  makes  a communication  to  the 
Board  in  relation  to  housetop  power  wires  and  directs  Secretary  to  read  it; 
the  communication;  the  Mayor  requested  to  order  removal  by  Comm’r  of 
Public  Works  of  housetop  power  wires  in  certain  named  streets;  the  Mayor 
requests  information  in  relation  to  other  housetop  power  wires,  and  the 
Electrical  Expert  answers  that  they  exist  without  permission  of  the  Board 
and  are  unlawful  erections;  the  Secretary  is  instructed  to  notify  the  Electric 
Power  Co.  that  Board  will  take  action  for  the  removal  of  any  of  its  wires 
existing  overhead  on  April  15  (March  30,  1891),  S,  252-254. 

Report  of  Electrical  Expert  on  housetop  wires  in  ist  proscribed  district  (Nov. 

10,  1891),  5,  397. 

HUTCHINS,  WALDO. 

Presents  to  Board  application  of  Harlem  Bridge,  Morrisania  and  Fordham  Rail- 
road Co.  to  erect  poles  and  string  wires  in  certain  named  streets  in  23d  and 
24th  wards;  Board  hears,  on  behalf  of  application  (Jan.  2,  1891),  5,  139,  140. 

HUTCHINS,  JR.,  WALDO. 

Addresses  Board  in  favor  of  application  of  Harlem  Bridge,  Morrisania  and  Ford- 
ham  Railroad  Co.  (Jan.  23,  1891),  5,  149,  156. 
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INSPECTION. 

Electrical  Expert  directed  to  employ  men  to  assist  him  in  the  inspection  of  the 
electric  light  wires  (Oct.  12,  1889),  4,  57. 

INSPECTION,  CHIEF  OF. 

Resolution  that  Engineer  appoint  Chief  of  Inspection  introduced  and  laid  over 
(July  13,  1887),  I,  16. 
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INSPECTORS. 

Resolution  providing  for  Chief  Inspector  and  6 assistants  introduced;  resolution 
laid  over  to  next  meeting  (July  7,  1887),  i,  12. 

Resolution  adopted  directing  Engineer  to  employ  suitable  and  sufficient  inspectors 
(July  13,  1887),  I,  17. 

Resolution  adopted  directing  Engineer  to  report  as  to  necessity  for  a Chief  of 
Inspection,  and  generally  as  to  qualifications  and  duties  of  inspectors.  Id.,  18. 

Resolution  adopted  directing  Engineer  to  report  for  appointment  8 inspectors, 
etc.  (July  IS,  1887),  I,  21. 

Report  of  Engineer  recommending  appointment  of  inspectors  and  a chief  of 
inspection.  Id.,  21. 

Resolution  directing  Engineer  to  appoint  Chief  of  Inspection.  Id.,  22. 

INSPECTORS  OF  ELECTRICAL  CONDUCTORS. 

Resolution  for  appointment  of  4 inspectors  of  electrical  conductors  (April  17, 
1888),  I,  277. 

R.  J.  Reilly,  F.  J.  Fitzpatrick  and  Malcolm  S.  Keyes  certified  by  State  Civil 
Service  Board  for  position  of  Inspector  of  Electrical  Conductors  (June  8, 
1888),  2,  5. 

Secretary  directed  to  request  State  Civil  Service  Board  to  examine  candidates 
for  positions  of  3 additional  Inspectors  of  Electrical  Conductors  (Jan.  8, 
1890),  4,  1 19. 

Electrical  Expert  authorized  and  directed  to  appoint  4,  for  temporary  duty,  for 
30  days  (March  7,  1890),  4,  253. 

Electrical  Expert  empowered  to  reappoint  the  3 inspectors  whose  terms  expire 
March  28,  for  30  days  (March  26,  1890),  4,  273. 

Minutes  corrected  by  substituting  word  “four”  for  word  “three”  in  resolution 
for  reappointment  of  temporary  inspectors  (March  31,  1890),  4,  292. 

Electrical  Expert  directed  to  reappoint  the  4 temporary  inspectors  now  em- 
ployed (May  14,  1890),  4,  328. 

Authorized  to  appoint  4 temporary  inspectors  from  full  list  received  from  State 
Civil  Service  Board,  for  period  of  30  days  (May  16,  1890),  4,  349. 

Board  directs  sufficient  number  of  inspectors  to  be  transferred  to  Engineer  for 
purpose  of  making  investigation  as  to  pole  lines  (April  20,  1891),  5,  319. 

INSPECTORS  OF  UNDERGROUND  CONSTRUCTION. 

Resolution  for  appointment  of  4 inspectors  of  underground  construction,  etc. 
(April  17,  1888),  I,  276. 

William  Mitchell,  Henry  E.  Barton  and  Leonard  H.  Wager  certified  by  State 
Civil  Service  Board  for  position  of  Inspector  of  Underground  Construction 
(June  8,  1888),  2,  s. 

Resolution  of  April  17  for  appointment  of  inspectors  of  underground  construction 
spread  on  the  minutes  (June  13,  1888),  2,  20. 

William  Mitchell,  Henry  E.  Barton  and  Leonard  H.  Wager  appointed  to  position 
of  Inspector  of  Underground  Construction  (June  13,  1888),  2,  20. 

INSPECTORS  OF  SUBWAY  CONSTRUCTION. 

Proposed  resolution  for  appointment  of  four  inspectors  of  subway  construction 
(June  13,  1889),  3,  224. 

Copy  of  resolution  (proposed)  for  appointment  of  4 inspectors  of  subway  con- 
struction directed  to  be  sent  to  Consolidated  Tel.  & E.  S.  Co.  and  the  elec- 
trical companies  (June  26,  1889),  3,  274. 
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JACKSON,  C.  H.  (Pres.  United  Electric  L.  & P.  Co.). 

Examination  of,  in  reference  to  gas  explosions  (April  2,  1889),  3,  70. 

Statement  of,  in  respect  to  deaths  by  electric  wires  (Oct.  9,  1889),  4,  16-25. 

Argues  on  behalf  of  United  E.  L.  & P.  Co.  U.  S.  111.  Co.  and  Brush  E.  111.  Co., 
in  connection  with  their  application  to  build  subways  for  their  own  accom- 
modation (Oct.  14,  1889),  4,  82. 

Statement  of,  on  behalf  of  U.  S.  111.  Co.  in  connection  with  its  communication 
requesting  extension  of  time  to  go  in  certain  subways  (March  26,  1890), 
4,  267. 

Makes  statement  in  reference  to  pole  lines  of  United  E.  L.  & P.  Co.  in  ist 
proscribed  district  (May  27,  1891),  5,  382. 

JARDINE,  D.  & J. 

Communication  of,  stating  that  hydraulic  cement  will  destroy  wrought  iron  pipe 
imbedded  in  same  (July  22,  1887),  i,  43. 

JOHNSTONE  DISTRIBUTING  SYSTEM. 

Adoption  of,  requested  by  Mr.  Lauterbach  on  behalf  of  the  Consolidated  Tel.  & 
E,  S.  Co.  (July  2,  1888),  2,  46. 

Matter  of,  referred  to  the  Electrical  Expert  and  the  Engineer.  Id.,  47. 

Report  of  the  Electrical  Expert  and  the  Engineer  recommending  the  adoption  of 
(July  16,  1888),  2,  68. 

Report  of  the  Electrical  Expert  and  the  Engineer  approved,  etc.  Id.,  69. 

JOHNSTONE  UNDERGROUND  ELECTRIC  LIGHT  AND  POWER  COM- 
PANY. 

Application  of,  for  franchise;  reference  of  application  to  committee  to  be  ap- 
pointed by  Chair;  appointment  of  Comm’r  Gibbens  as  committee  (Nov.  23, 
1888),  2,  251-253. 

Commissioner  Gibbens  asks  for  further  time  to  report  (Dec.  4,  1888),  2,  257. 


K 

KEARNY,  HENRY  S. 

See  Engineer. 

See  “Engineer”  and  “Electrical  Expert.” 

KEYES,  MALCOLM  S. 

Certified  by  State  Civil  Service  Board  as  Inspector  of  Electrical  Conductors 
(June  8,  1888),  2,  5. 

Appears  before  Board  and  is  examined  (June  ii,  1888),  2,  17. 

Appointed  Inspector  of  Electrical  Conductors  on  probation  Qune  13,  1888),  2,  20. 
Directed  to  report  June  14  for  duty.  Id.,  21. 

Resigns  as  Clerk  of  Record  of  Electrical  Conductors;  resignation  of,  accepted 
(Feb.  19,  1890),  4,  247,  248. 

KELLY,  WILLIAM  H. 

See  East  River  Electric  Light  Company. 
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KENNEDY,  JOHN  P. 

' Examination  of,  in  reference  to  gas  explosions  in  the  subways  (April  i,  1889), 
3,  51- 

KIERNAN  NEWS  COMPANY. 

Report  of  Electrical  Expert  on  housetop  wires  of,  in  ist  proscribed  district 
(Nov.  10,  1891),  s,  397. 

KOPP,  GEORGE. 

Report  of  Electrical  Expert  in  connection  with  killing  of  George  Kopp  ',by 
electric  current;  statement  of  Electrical  Expert  in  connection  with  his  repo^jt; 
report  of  Electrical  Expert  referred  back  to  him,  for  further  report  (Sept.  19, 
1890),  5,  48-50. 


L 


LAUTERBACH,  EDWARD. 

Statement  of,  in  relation  to  heated  subways  (Oct.  19,  1888),  2,  172,  193. 

Statement  of,  in  relation  to  gas  explosions  in  the  subways  (April  i,  1880),  3,  121. 
(April  2,  1889),  3,  36. 

Statement  of,  in  relation  to  position  of  Consolidated  Tel.  & E.  S.  Co.  as  regards 
Standard  Electrical  Subway  Co.  (Oct.  9,  1889),  4,  31-33. 

Reads  communication  of  Con.  Tel.  & E.  S.  Co.  to  Corporation  Counsel  Clark  in 
reference  to  right  of  Consolidated  Co.  to  build  subways  exclusively  (Oct.  14, 
1889),  4,  74. 

Speaks  to  resolution  offered  declaring  contract  of  Con.  T.  & E.  S.  Co.  with 
Board  ineffectual.  Id.,  81. 

States  that  Con.  T.  & E.  S.  Co.  would  require  three  years  to  do  work  contem- 
plated by  plan  of  Standard  Electrical  Subway  Co.  (Oct.  15,  1889),  4,  94. 

Questioned  by  Mayor  Grant  in  regard  to  time  of  completion  of  certain  subway 
work.  Id.,  95. 

Agrees  on  behalf  of  Con.  Tel.  & E.  S.  Co.  to  complete  certain  subway  work 
during  season.  Id.,  95. 

Consults  with  Engineer  Beckwith,  and  then  makes  statement  in  reference  to  time 
of  completion  of  certain  telephone  and  telegraph  subways  (Jan.  31,  1890), 
4,  180. 

States  willingness  of  Con.  Tel.  & E.  S.  Co.  to  allow  Standard  E.  S.  Co.  to  con- 
tarct  to  build  electric  light  subways.  Id.,  182. 

Statement  of,  in  reference  to  proposal  of  Standard  E.  S.  Co.  to  make  contract 
with  Board.  Id.,  209. 

Statement  of,  in  reference  to  proposed  contract  with  Standard  E.  S.  Co.  (Feb. 
19,  1890),  4,  215. 

States  that  Standard  E.  S.  Co.  will  not  make  contract  with  Board  (April  8,  1890), 
4,  296. 

Board  hears,  on  behalf  of  Con.  T.  & E.  S.  Co.  on  subject  of  report  of  Engineer 
in  relation  to  subway  rentals  (Sept.  19,  1890),  5,  61. 

Board  hears,  on  behalf  of  Con.  T.  & E.  S.  Co.  in  relation  to  application  of  Mt. 
Morris  E.  L.  Co.  for  subway  duct  in  Duane  street  (Dec.  4,  1890),  5,  71. 

Submits  proposed  contract  of  Empire  City  Subway  Co.  with  Board  and  makes 
statement  in  connection  therewith,  etc.  Id.,  85. 


* 
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States  that  the  Empire  C.  S.  Co.  will  give  a bond  and  the  Con.  T.  & E.  S.  Co. 
a new  bond  (Dec.  8,  1890),  5,  103. 

Board  hears,  in  reference  to  proposed  preambles  and  resolutions  approving  pro- 
posed contract  with  Empire  City  Subway  Co.  (Dec.  10,  1890),  5,  114. 

Board'  hears,  on  behalf  of  Con.  T.  & E.  S.  Co.  on  subject  of  subway  rentals.  Id., 
116-124. 

Reads  statement  of  Con.  T.  & E.  S.  Co.  giving  subways  constructed  for  electric 
light  companies  during  1890  (March  ii,  1891),  5,  209. 

States  willingness  of  Con.  T.  & E.  S.  Co.  to  build  certain  subways  recommended 
by  the  Engineer  (March  18,  1891).  Id.,  222. 

Agrees  on  behalf  of  Con.  T.  & E.  S.  Co.  to  build  certain  subways  immediately 
Id.,  227. 

Board  hears,  on  behalf  of  Con.  T.  & E.  S.  Co.,  and  he  states  that  Co.  will 
assume  responsibility  of  building  subways  whether  built  by  itself  or  Empire 
C.  S.  Co.  (May  15,  1891),  5,  348- 

Discusses  resolution  and  proposed  contracts  with  Con.  T.  & E.  S.  Co.  and  Em- 
pire C.  S.  Co.  Id.,  379. 

Submitted  and  requested  to  be  filed  a statement  showing  what  subway  construc- 
tion had  been  done  by  Con.  T.  & E.  S.  Co.  (May  27,  1891),  5,  381. 

Board  hears,  in  respect  to  application  of  Postal  Tel.  Cable  Co.  to  transfer  wires. 
Id.,  .382. 

States  that  opinion  of  Corporation  Counsel  is  that  resolution  of  forfeiture  never 
had  any  effect,  and  that  he  is  instructed  by  Con.  T.  & E.  S.  Co.  to  agree  to  re- 
sume work  promptly,  and  states  in  detail  the  work  Co.  is  under  obligation  to 
do  (July  17,  1891),  5,  386. 

Requests  that  90-day  notices  of  construction  of  low  tension  subways  provide 
that  Empire  C.  S.  Co.  (instead  of  Con.  T.  & E.  S.  Co.)  construct  subsidiary 
ducts  for  companies.  Id.,  387. 

States  that  he  will  call  the  attention  of  the  Con.  T.  & E.  S.  Co.  to  the  complaint 
of  the  East  River  E.  L.  Co.  that  subway  on  Grand  street  is  not  being  com- 
pleted (Aug.  3,  1891),  5,  390. 

LAWRENCE,  J. 

Opinion  of,  in  U.  S.  111.  Co.  vs.  Hess  and  others  (Jan.  18,  1889),  2,  295- 

LEDOUX,  ALBERT  R. 

Application  of,  for  reappointment  as  Expert  (Sept.  8,  1887),  i,  90. 

LESLIE,  E.  A. 

See  Manhattan  Electric  Light  Company. 

See  Harlem  Lighting  Company. 

LEVEIN,  JR.,  DOUGLAS. 

Statement  of,  in  respect  to  a new  plan  of  conduit  which  he  has;  reference  of 
matter  to  Engineer  (Sept.  8,  1887),  i,  iii. 

LEVY  BROTHERS. 

Application  of,  to  run  a burglar  alarm  wire  granted  (Nov.  23,  1888),  2,  250. 

LEVY,  GORONER. 

Communication  of,  in  regard  to  verdict  in  case  of  lineman  Murray  (July  2,  1888), 
2,  35- 

Letter  directed  to  be  sent  to.  Id.,  36. 
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LINES  OF  ELECTRICAL  CONDUCTORS. 

Commissioners  Gibbens  and  Hess  appointed  committee  to  confer  with  telephone 
and  telegraph  companies  relative  to  removal  of  unnecessary  lines  (Jan.  8, 

1890),  4,  up- 


LIST. 

List  of  streets,  parks  and  public  places  to  be  lighted  by  electric  light  under  awards 
made  by  Gas  Commission  (Oct.  4,  1887),  i,  151. 

List  of  subways  applied  for  by  United  Electric  Light  and  Power  Co.  (May  19, 
1890),  5,  6, 

List  of  subways  applied  for  by  Mount  Morris  Electric  Light  Co.  Id.,  9. 

List  of  electric  light  subways  completed  to  date  (Dec.  4,  1890),  5,  77. 

List  of  streets  embraced  in  90-days  notice  of  Dec.  15,  1890,  to  electric  light  and 
power  companies  (March  25,  1891),  5,  238. 

List  of  poles  and  lines  directed  to  be  furnished  by  companies  to  Board.  Id.,  242. 

List  of  places  where  electric  light  wires  are  strung  on  telegraph  poles  or  tele- 
graph wires  on  electric  light  poles  (April  20,  1891),  5,  305. 

List  of  places  where  electric  light  companies  have  fastened  their  wires  to  signal 
poles  as  ordered  in  rule  No.  16.  Id.,  306. 

List  of  lines  to  be  transferrred.  Id.,  310. 

List  of  streets  recently  cleared  of  poles  and  wires.  Id.,  327. 

List  of  subways  ordered  during  1891  and  completed  (May  27,  1891),  5,  380. 

List  of  subways  ordered  during  1891  and  not  completed.  Id.,  380. 

List  of  lines  still  up  in  1st  proscribed  district.  Id.,  381. 

List  of  subways  which  Mr.  Lauterbach  states  the  Con.  T.  & E.  S.  Co.  were  then 
under  obligation  to  construct  (July  17,  1891),  5,  386. 

List  of  housetop  wires  in  ist  proscribed  district  (Oct.  8,  1891),  5,  397. 

List  of  streets  having  poles  and  wires  where  90  days’  notice  of  completion  of 
subways  has  been  given  and  expired  (Nov.  10,  1891),  5,  398. 

LIST  & LEMON. 

Communication  of,  requesting  removal  of  dead  pole  at  241  Centre  street  (Nov. 
23,  1888),  2,  248. 

Communication  of,  in  respect  to  pole  at  241  Centre  st.  reported  on  by  Inspector 
Keyes;  report  of  Inspector  Keyes  directed  to  be  sent  to  Comm’r  of  Public 
Works.  Id.,  249. 

LOCAL  DISTRIBUTION. 

Matter  of,  referred  to  Engineers  of  Con.  T.  & E.  S.  Co.,  Board  of  Electrical 
Control  and  Metropolitan  T.  & T.  Co.  (July  7,  1887),  i,  ii. 

Report  of  Engineer  Kearny  suggesting  that  Met.  T.  & T.  Co.  be,  allowed  to 
select  and  submit  a system  of  local  distribution  for  its  use  (July  13,  1887), 
I,  14. 

Statement  of  William  N.  Cohen  that  there  are  several  methods  of  local  distribu- 
tion and  the  question  is  as  to  which  one  would  be  adopted  (July  27,  1887), 
I,  47. 

Motion  of  Mayor  Hewitt  to  amend  resolution  ordering  certain  subway  con- 
struction by  a provision  that  work  shall  not  be  undertaken  until  Con.  T.  & 
E.  S.  Co.  submits  a system  of  local  distribution  which  will  not  involve  the 
use  of  poles  and  overhead  wires;  motion  voted  down;  also  a motion  of  Mayor 
Hewitt  to  lay  original  resolution  on  table  defeated.  Id.,  47,  48. 
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Statement  of  Mayor  Hewitt  that  Corporation  Counsel  advises  him  that  action 
of  Board  ordering  subway  construction  is  unlawful  in  absence  of  compre- 
hensive plan,  and  that  therefore  he  will  vote  against  all  resolutions  of  that 
nature  until  such  plan  is  adopted  (Aug.  4,  1887),  i,  .84. 

LICHTENSTEIN,  J.,  & SONS. 

Application  of,  for  4 electric  lights  granted  (May  29,  1889),  3,  1888. 

LOOMIS,  HORACE  (Engineer  in  Charge  of  Sewers). 

Communication  of,  stating  that  receiving  basins  cor,  27th  st.  and  Broadway  have 
not  been  satisfactorily  replaced  (Sept.  8,  1887),  i,  96. 

Statement  of  Engineer  that  request  of  Mr.  Loomis  in  respect  to  receiving  basins 
had  been  complied  with.  Id.,  96. 

Examination  of,  in  reference  to  gas  explosions  in  the  subways  (April  2,  1889), 
3,  92. 

LOVECRAFT,  FREDERICK  A.  (Assistant  Sec’y  of  Board  of  E.  Control).  . 

Appointed  Assistant  Secretary  (July  5,  1887),  i,  3. 

Directed  to  keep  minute  book,  permit  book  and  two  account  books.  Id.,  3. 

■ Resignation  of;  resignation  accepted  to  take  effect  on  appointment  of  successor 
(June  13,  1889),  3,  223. 

See  Assistant  Secretary. 


M 

MADISON  SQUARE  PARK. 

Statements  of  Mayor  Grant  and  Commissioner  Gibbens  in  reference  to  lighting 
of  (April  24,  1889),  3,  123. 

MANHATTAN  DISTRICT  TELEGRAPH  COMPANY. 

Applications  of,  referred  to  Engineer  (Sept.  20,  1887),  i,  125. 

Engineer  reports  in  favor  of  applications  of;  Board  refuses  to  grant  the  applica- 
tions (Oct.  4,  1887),  I,  153. 

Applications  of,  numbered  from  208  to  302  inclusive  granted  (Oct.  20,  1887),  i,  177. 

MANHATTAN  ELECTRIC  LIGHT  COMPANY. 

Petition  of,  for  franchise;  petition  referred  to  committee  to  be  appointed  by 
Chair;  Comm’r  Gibbens  appointed  committee  (Oct.  17,  1888),  2,  158-160. 

Report  of  Commissioner  .Gibbens  favoring  granting  application  of  Company  for 
franchise;  franchise  (Oct.  19,  1888),  2,  172,  173. 

Communication  of,  in  relation  to  underground  cables  (Nov.  23,  1888),  2,  244. 

Application  of,  to  erect  4 poles  laid  on  table  (Dec.  4,  1888),  2,  257. 

Authorized  to  build  part  of  consolidated  line  on  ist  avenue — from  Harlem  River 
to  59th  street.  Id.,  259. 

Authorized  to  build  a line  of  poles  on  80th  street.  Id.,  260. 

Application  of,  to  erect  a line  of  poles  on  3d  avenue  from  86th  to  426  street  re- 
ferred to  Electrical  Expert.  Id.,  268. 

Application  of,  to  erect  a line  of  poles  on  3d  ave.  from  86th  to  426  st.  denied 
(Dec.  7,  1888),  2,  272. 

Application  of,  to  set  a guy  pole  on  south  side  of  80th  st.,  west  of  3d  ave.,  denied 
(Jan.  18,  1889),  2,  314. 


Communication  of,  in  reference  to  operation  of  its  cable  in  125th  st.  subway,  etc. 
(Feb.  IS,  1889),  2,  331. 

Communication  of,  in  reference  to  90  days’  notice  (Feb.  25,  1889),  2,  350. 

Application  of,  to  complete  electric  light  line  in  ist  ave.  Id.,  359. 

Report  of  the  Engineer  and  the  Electrical  Expert  on  application  of  Co.  to  com- 
plete 1st  ave.  line;  communication  of  Co.  to  Mayor,  with  annexed  exhibits, 
in  support  of  its  application;. application  granted.  Id.,  360-366. 

Application  of,  to  string  10  wires  to  connect  6th  ave.  and  Broadway  subways; 
report  of  the  Engineer  and  the  E.  Expert  on  application;  application  granted 
for  8 wires.  Id.,  367-369. 

Application  of,  for  certain  lamp  connections;  report  of  the  Engineer  and  the  E. 
Expert  thereon;  resolution  laying  over  application.  Id.,  388,  389. 

Application  of,  to  string  wires  to  Proctor  & Turner’s  theatre;  report  of  the  En- 
gineer and  the  Electrical  Expert  thereon ; resolution  denying  application.  Id., 

389,  390. 

Communication  of  Canadian  Pacific  Railway  Co.  in  behalf  of  application  of  Man. 
E.  L.  Co.;  communication  of  Man.  E.  L.  Co.  to  Canadian  P.  R.  Co.  in  re- 
spect to  application  of  Alan.  Co.;  resolution  directing  Secretary  to  inform 
Canadian  P.  R.  Co.  that  application  is  laid  over  (March  19,  1889),  3,  8-10.  ' 

Application  of,  to  transfer  its  wires  to  pole  of  U.  S.  111.  Co.,  s.  w.  cor.  14th  st. 
and  Un.  sq.;  reference  of  application  to  E.  Expert;  report  of  E.  Expert 
thereon;  resolution  granting  application  (April  25,  1889),  3,  164-166. 

Applications  of,  for  connections  with  existing  lines  granted  (May  29,  1889).  3,  184. 

Application  of,  for  subways  in  certain  streets;  statement  of  Comm’r  Gibbens  in 
relation  to  application;  resolution  (not  acted  on)  of  Comm’r  G.  that  Secre- 
tary authorize  the  Con.  T.  & E.  S.  Co.  to  construct  the  subways  applied  for 
(June  13,  1889),  3,  197-199. 

Applications  of,  for  lamp  connections  granted.  Id.,  219. 

Application  of,  to  make  certain  connections  denied.  Id.,  221. 

Discussion  of  application  of  Co.  to  build  subway  (June  26,  1889),  3,  265. 

Applications  of,  for  certain  lamp  connections  granted  (June  26,  1889),  3,  279, 

Resolution  revoking  permit  No.  2616  for  completion  of  ist  avenue  pole  line  (June 
26,  1889),  3,  285. 

Applications  of,  for  lamp  connections  granted  (Aug.  15,  1889),  3,  335.  (Aug.  17, 
1889),  3,  366.  (Sept.  12,  1889),  3,  392. 

Application  of,  to  string  2 highly  insulated  wires  in  place  of  2 poorly  insulated 
wires  on  3d  ave.,  referred  to  Electrical  Expert  (Sept.  12,  1889).  3,  393. 

Application  of,  to  string  wires  to  connect  with  subway  cables  referred  to  Elec- 
trical Expert.  Id.,  394. 

Communication  of,  answering  circular  letter  of  Mayor  Grant  calling  attention 
to  deadly  wires,  etc.  (Oct.  9,  1889),  4,  4. 

Statement  of  Gen.  Man.  Leslie  that  Company’s  wires  are  well  insulated  (Oct.  10, 

1889),  4,  46. 

Mr.  Bernheim  on  behalf  of  Co.  makes  statement  and  offer  (Oct.  15,  1889),  4,  93. 

Statement  of  Gen.  Man.  Leslie  that  Co.  does  not  contemplate  consolidation 
with  other  companies  (Jan.  31,  1890),  4,  186. 

Statement  of  Elihu  Root  on  behalf  of  Co.  in  respect  to  proposal  of  Standard 
Electrical  Subway  Co.  to  make  contract  with  Board.  Id.,  199-205. 

Elihu  Root  on  behalf  of  Co.  serves  injunction  order  enjoining  making  proposed 
contract  with  Standard  E.  S.  Co.  (Eeb.  19,  1890),  4,  215. 


Statement  of  Samuel  B.  Clark  on  behalf  of  Co.  in  reference  to  application  for 
ducts  on  3d  ave.  (March  26,  1890),  4,  265. 

Renews  through  Mr,  Clark  its  offer  to  make  contract  to  construct  certain  sub- 
ways. Id.,  275. 

Assents  to  giving  guaranree  that  space,  applied  for  in  subways  will  be  occupied 
(April  8,  1890),  4,  299. 

Board  hears  Simon  H.  Stern  and  F'rank  Einstein,  of  counsel  for,  on  subject  of 
report  of  Engineer  on  subway  rentals  (Sept.  19,  1890),  5,  60. 

Statement  of  Mr.  Einstein  in  behalf  of,  and  Harlem  L.  Co.,  in  reference  to  pro- 
posed contract  with  Empire  C.  S.  Co.  (Dec.  4,  1890),  5,  90. 

Mr.  Einstein  and  Mr.  Leslie  on  behalf  of  Co.  apply  for  postponement  of  execu- 
tion oi  proposed  agreement  with  Empire  ’ C.  S.  Co.,  and  Board  lays  matter 
over  until  Dec.  10  .(Dec.  8,  1890),  5,  104. 

Board  hears  Mr.  Einstein  on  behalf  of  Co.  on  subject  of  subway  rental.'  (Dec. 
10,  1890),  5,  114-126. 

Communications  of,  in  respect  to  future  subway  facilities  (March  ii,  1891),  S, 
190,  191. 

Mr.  Leslie  states  that  Co.  has  marked  its  poles  (March  30,  1891),  5,  284. 

Mr.  Leslie  complains  of  delay  in  granting  permits  for  lamp  connections  (April 
14,  1891),  5,  303. 

Communication  of,  as  to  subway  requirements  in  certain  streets  (Nov.  10,  1891), 
5,  303- 

Board  hears  Mr.  Leslie  on  behalf  of,  in  respect  to  subway  requirements  in  cer- 
tain streets.  Id.,  400. 

MANHATTAN  TELEGRAPH  COMPANY. 

Statement  of  Comm’r  Gibbens  that  poles  on  6th  ave.  from  22d  to  s8th  st.  belong 
to  Co.  (Aug.  4,  1887),  I,  86. 

MAVER,  JR.,  WILLIAM. 

Resolution  that  paper  of,  regarding  insulation  be  spread  on  minutes  and  printed 
and  sent  to  members  of  Commission  and  papers  interested;  the  paper  (April 
24,  1889),  3,  138. 

Communication  of,  relating  to  insulation  and  underground  wires  (June  26,  1889), 
3,  233. 

Communication  of,  relating  to  the  insulation  and  testing  of  overhead  and  under- 
ground electric  light  wires  laid  before  the  Board  and  directed  to  be  filed 
^(Oct.  14,  1889),  4,  69.  . 

MAY,  EDWARD  (Pres.  Mt.  Morris  Electric  Light  Co.). 

See  Mount  Morris  Electric  Light  Co. 

MAYOR  OE  THE  CITY  OF  NEW  YORK. 

Resolution  requesting  Mayor  to  order  removal  by  Comm’r  of  Public  WorkS) 
through  Bureau  of  Incumbrances,  of  certain  poles  and  wires  (Dec.  22,  1887), 
I,  242. 

Resolution  requesting  Mayor  to  order  removal  by  Comm’r  of  Public  Works, 
through  Bureau  of  Incumbrances,  of  certain  poles  and  wires  (Jan.  20,  1888), 
I,  260. 

Resolution  requesting  Mayor  to  order  removal  by  Comm’r  of  Public  Works, 
through  Bureau  of  Incumbrances,  of  certain  poles  and  wires,  etc.  (April  17, 
1888),  I,  269. 
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Resolution  authorizing  Mayor  to  direct  the  Comm’r  of  P.  Works  to  remove, 
after  June  i,  all  poles  within  ist  proscribed  district  (Feb.  27,  1891),  5,  166. 

Resolution  requesting  Mayor  to  order  removal  by  Comm’r  of  P.  Works  of  house- 
top wires  in  certain  streets,  there  being  subways  for  their  accommodation  and 
the  90  days’  notice  having  expired  (March  30,  1891),  5,  254. 

Resolution  requesting  Mayor  to  order  removal  by  Comm’r  of  P.  Works  of  poles 
and  wires  of  electric  light  companies  in  certain  streets,  90  days’  notice  having 
expired.  Id.,  278. 

Resolution  requesting  Mayor  to  direct  Comm’r  of  P.  Woi'ks  to  remove  certain 
wires  attached  to  poles  in  violation  of  rule  (April  20,  1891),  5,  308. 

Resolution  requesting  Mayor  to  order  removal  by  Comm’r  of  P.  Works  of  poles 
and  overhead  wires  in  certain  streets,  the  90  days’  notice  having  expired  (Nov. 
10,  1891),  5,  399. 

See  Abram  S.  Hewitt. 

See  Hugh  J.  Grant. 

MAZZA,  JOSEPH. 

Verdict  of  Coroner’s  Jury  in  case  of  death  of  (Oct.  9,  1899),  4,  i. 

McALPINE,  WILLIAM  J. 

Communication  of,  advocating  the  asphaltic  concrete  tubes  of  the  Beers-Grant 
system  for  subway  use  (July  27,  1887),  i,  52. 

M’GORMICK,  STEPHEN.  (Superintendent  of  Lamps  and  Gas.) 

Statement  of  Gommissioner  Gibbens  in  reference  to  a communication  of 
Supt.  McGormick  in  relation  to  lighting  Madison  Square  Park  (April  24, 
1889),  3,  123. 

Authorized,  with  Mayor  Grant  and  Commissioner  Gibbens,  to  issue  permits 
during  Centennial  time  (April  25,  1889).  3,  160. 

M’CUE,  SUB-TREASURER. 

Communication  of,  complaining  of  pole  overhanging  Sub-Treasury  referred 
to  Secretary  (Dec.  7,  1888),  2,  273. 

M’MURRAY,  JAMES  G. 

Application  of,  to  erect  pole  on  northeast  cor.  Broadway  and  34th  street 
granted  (Sept.  18,  1888),  2,  116. 

M’NAMARA,  MR. 

Board  hears,  in  behalf  of  application  of  Harlem  Bridge,  Morrisania  and  Eord- 
hani  Railway  Co.  to  erect  poles  and  string  wires  (Jan..  2,  1891),  5,  140. 

M’NULTY,  MR. 

Information  of,  requested  in  regard  to  iron  pipe  imbedded  in  hydraulic  ce- 
ment (July  IS,  1887),  I,  24. 

Statement  of,  coficerning  iron  pipe  laid  in  hydraulic  cement  (July  19,  1887), 
I,  27. 

MELLIS,  LIEUTENANT. 

Proposed  rules  and  regulations  of  Board  to  be  submitted  to,  by  Mayor  Hewitt 
(July  22,  1887),  I.  38. 


MERCANTILE  SAFE  DEPOSIT  COMPANY. 

Communication  of,  together  with  application  to  enter  subway,  laid  on  table 
(Feb.  19,  i8go),  4,  247. 

MESSENGER. 

John  W.  Totten  appointed  Messenger  at  a yearly  salary  of  $900  (July  5,  1887), 
I,  I. 

Arthur  W.  Guilbert  appointed  Messenger  at  a yearly  salary  of  $900  (Nov.  10, 
1891),  S,  400. 

MESSENGER  SERVICE. 

Matter  of  placing  wires  of  messenger  service  in  subways  already  constructed, 
in  accordance  with  90  days’  notices,  referred  to  Commissioner  Storm  (Nov.  10, 

1891),  s,  398. 

METROPOLITAN  TELEPHONE  AND  TELEGRAPH  COMPANY. 

Requested  to  report  how  many  old  poles  taken  down  from  Spth  street  and 
loth  avenue  to  Yonkers  (July  5,  1887),  i,  2. 

Directed  to  be  notified  that  Board  has  requested  Mayor  to  order  Com.  of  P. 
Works  to  remove  poles  of  Co.  on  6th  avenue  between  22d  and  58th  streets 
at  expiration  of  90  days,  unless  sooner  removed.  Id.,  2. 

Communication  of, 'asking  for  construction  of  certain  subways;  communica- 
tion laid  over  (July  7,  1887),  i.  5-8. 

Communication  of,  in  respect  to  removal  of  poles  (July  27,  1887),  i,  54. 

Application  of,  for  extension  of  lines  granted  (July  29,  1887),  i,  66. 

Communication  of,  in  relation  to  resolution  authorizing  repairs  (Aug.  4,  1887), 
I,  70. 

Secretary  directed  to  furnish  Co.  with  cop}''  of  resolution  of  July  22  authoriz- 
ing companies  to  make  repairs,  and  to  sa}'-  that  companies  are  to  be  the 
judges  whether  their  wires  and  poles  are  safe  or  unsafe.  Id.,  71. 

Statement  of  Com.  Moss  that  certain  applications  of  Co.  before  Board  are  only  for 
extension  of  existing  service  on  existing  poles  (Sept.  8,  1887),  i,  108. 

Applications  of,  granted.  Id.,  109. 

Applications  of,  granted  (Sept.  20.  1887),  i,  124. 

Secretary  directed  to  inquire  of  Co.  why  its  old  poles  on  loth  avenue  and 
45th  street  are  not  removed  (Oct.  4,  1887),  i,  156. 

Communication  of,  in  relation  to  its  poles  on  loth  avenue  and  45th  street  (Oct. 
20,  1887),  I,  166. 

Communication  of,  in  relation  to  90  days’  notice.  Id.,  167. 

Applications  of,  granted.  Id.,  180. 

Communication  of,  stating  that  it  has  no  wires  on  Broadway  from  14th  to  42d 
street  (Dec.  22,  1887),  i,  200. 

Communication  of,  in  relation  to  removal  of  poles  and  wires  under  90  days’ 
notice.  Id.,  205.  Id.,  207. 

Communication  of,  in  relation  to  removal  of  poles  and  wires,  etc.  Id.,  230. 

Communication  in  relation  to  removal  of  its  poles  and  wires  from  certain 
streets  (Jan.  20,  1888),  i,  254. 

Communication  of,  in  relation  to  6th  avenue  pole  line.  Id.,  256. 

Communication  of,  stating  work  done  in  removing  poles  and  wires  (May  10, 
1888),  I,  288. 

Communication  of,  stating  work  done  in  placing  wires  in  subways.  Id.,  289. 

Application  of,  to  change  location  of  pole  (Jan.  8,  1888),  2,  13. 
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Application  of,  to  change  location  of  pole  granted.  Id.,  13. 

Communication  of,  stating  work  done  by  it  in  removing  poles  and  wires  (July 
2,  1888),  2,  49. 

Application  of,  to  erect  new  pole  line  on  east  side  from  New  Chambers  street 
and  Park  row  north  to  corporation  line,  for  long-distance  lines  into  New 
England  States;  reference  of  application  to  Engineer  (Sept.  18,  1888), 
2,  125. 

Communication  of,  reporting  progress  made  in  removal  of  poles  and  wires 
(Oct.  17,  1888),  2,  129. 

Application  of,  to  erect  poles,  etc.,  granted.  Id.,  167. 

Communication  of,  in  relation  to  injury  to  underground  cables  by  steam  pipes  in 
Broadway  south  of  Cortlandt  street  (Oct.  30,  1888),  2,  217. 

Application  of,  to  set  a new  pole  in  place  of  dangerous  one  granted  (Nov. 
23,  1888),  2,  255. 

Application  of,  to  rebuild  line  on  Boston  road  from  169th  street  to  Bronx 
River  granted  (Dec.  4,  1888),  2,  264. 

Application  of,  to  erect  a pole  on  line  between  149  and  151  Crosby  street  in 
place  of  old  one  granted.  Id.,  268. 

Application  of,  to  erect  a new  pole  at  31  Oak  street  in  place  of  old  one 
granted  (Dec.  7,  1888),  2,  269. 

Communication  of,  stating  that  it  will  take  down  its  poles  on  ist  avenue,  be- 
tween 56th  and  io6th  streets  (Jan.  8,  1889),  2,  272. 

To  be  requested  to  remove  pole  complained  of  by  Assistant  Treasurer  as  en- 
dangering Sub-Treasury  Building  (Jan.  18,  1889),  2,  293. 

Application  of,  to  substitute  a new  pole  for  old  one  at  115  Marion  street 
referred  to  Electrical  Expert.  Id.,  313. 

Communication  of,  in  regard  to  90  days’  notice  (Feb.  25,  1889),  2,  343. 

Letter  directed  to  be  sent  to,  to  remove  its  poles  and  wires  where  subways 
within  30  days  from  receipt  of  letter  (Feb.  25,  1889),  2,  359. 

Applications  of,  reported  on  by  Electrical  Expert.  Id.,  390. 

Applications  of,  for  wires  in  districts  where  subways  denied.  Id.,  391. 

Applications  of,  for  wires  in  districts  where  no  subway,  laid  over.  Id.,  391. 

Applications  of,  for  wires  over  route  partly  in  subway  district  and  partly  not, 
laid  over.  Id.,  392. 

Application  of,  to  string  10  wires  from  Kingsbridge  1%  miles  north  re- 
ported on  by  Electrical  Expert.  Id.,  393. 

Application  of,  to  string  10  wires  from  Kingsbridge  1V2  miles  north  granted 
Id.,  394. 

Application  of,  to  build  a pole  line  on  79th  street  reported  on  by  Electrical 
Expert;  application  denied.  Id.,  394. 

Application  of,  to  erect  a new  pole  on  42d  street,  near  Madison  avenue;  report 
of  Engineer  thereon;  application  granted.  Id.,  408. 

Directed  to  remove  one  of  its  lines  of  poles  on  Water  street  (March  19,  1889),  3,  20. 

■ Report  of  Electrical  Expert  on  duplicate  lines  of  (April  24,  1889),  3,  138. 

Permit  issued  to,  by  Secretary  to  erect  four  poles  in  T 24th  street  approved. 
Id.,  158. 

Resolution  permitting  connection  of  cable  with  blocks  occupied  by  Fifth 
Avenue  Hotel  and  Hoffman  House  offered  and  laid  over;  statements  of  Mayor 
Grant  and  Commissioner  Gibbens  in  relation  to  matter  of  connection.  Id., 
162-163. 

Applications  of,  referred  back  to  Electrical  Expert  (May  28,  1889),  3,  179. 
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Applications  of,  granted  (May  29,  1889),  3,  181. 

Application  of,  to  connect  residence  of  Doctor  of  the  House  of  Refuge 
granted.  Id.,  183. 

Application  to  connect  residence  of  Superintendent  of  Street  Cleaning  granted. 
Id.,  183. 

Application  of,  to  connect  residence  of  Dr.  Bryant,  of  Health  Department  granted. 
Id.,  193- 

Permit  directed  to  issue  to,  to  connect  St.  Joseph’s  Hospital  for  Incurable 
Consumptives  (June  13,  1889),  3,  207. 

Applications  of,  for  telephone -connections  granted.  Id.,  221. 

Application  to  make  connection  with  new  79th  street  station  laid  over.-  Id., 
222. 

Application  of,  to  run  a wire  from  s8th  street  and  8th  avenue  to  125  W.  86th 
street  laid  over.  Id.,  222. 

Application  of,  to  run  two  wires  from  i8th  street  and  5th  avenue  to  no  Sth 
avenue  granted.  Id.,  222. 

Application  of,  to  run  a wire  from  132  E.  125th  street  to  326  W.  i2Sth  street 
granted.  Id.,  223. 

Application  of,  to  run  wires,  etc.,  granted  (June  26,  1889),  3,  281. 

Application  of,  laid  over.  Id.,  284. 

Application  of,  on  behalf  of  Amer.  Tel.  & Tel.  Co.  to  string  10  wires  from 
58th  .street  and  3d  avenue  to  Harlem  River,  via  3d  avenue ; statement  of 
Mayor  Grant  in  connection  with  application,  in  reference  to  unlawful 
stringing  of  wires  on  long-distance  lines;  resolution  laying  over  all  ap- 
plications of  Co.  until  statement  is  given  in  reference  to  such  unlawful 
acts  (Aug.  IS,  1889),  3,  296-297. 

Directed  to  remove  its  19th  -street'  poles  and  wires  and  occupy  the  i8th 
street  subway.  Id.,  315. 

Permit  directed  to  issue  to,  to  conduct  dump  at  38th  street  and  East  River  for 
Street  Cleaning  Department.  Id.,  338. 

Communication  of,  in  relation  to  short-distance  wires  on  long-distance  lines 
(Aug.  17,  1889),  3>  345- 

Applications  of,  for  individual  telephone  connections,  etc.,  granted.  Id.,  347. 

Application  of,  to  change  location  of  nine  poles  on  Kingsbridge  road  granted.  Id., 

356. 

Communication  of,  relative  to  its  application  to  string  30  wires  on  3d  avenue 
between  s8th  street  and  the  Bronx  River;  application  laid  over  (Sept. 
12,  1889),  3,  373-374- 

Application  of,  to  string  two  wires  on  loth  avenue  between  130th  and  176th 
street  granted.  Id.,  383. 

Electrical  Expert  reports  in  reference  to  some  applications  of  Company,  that 
they  had  been  received  too  late  for  report.  Id.,  384. 

Applications  of,  laid  over.  Id.,  385- 

Application  of,  to  string  cable  from  132  E.  i2Sth  street  to  S.  E.  cor.  i2Sth 
street  and  3d  avenue  laid  over.  Id.,  393. 

Applications  of,  for  individual  telephone  connections  granted  (Oct.  9,  1889), 
4,  39- 

Communication  of,  relative  to  portable  fixture  on  Fulton  street  (Jan.  8,  1890), 
4,  1 15.  Resolution  offered  and  withdrawn  relative  to  portable  fixture. 
Id.,  116.  Communication  referred  to  Electrical  Expert.  Id.,  116. 
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Applications  of,  for  individual  telephone  connection — certain  of  them,  Mayor 
Grant  states,  have  been  granted  without  submission  to  him  or  meeting  of 
Board;  statement  of  Commissioner  Gibbens  in  same  connection.  Id.,  Il6. 
Applications  of,  for  individual  connections  granted.  Id.,  117. 

Applications  of,  for  individual  telephone  connections  granted  (Jan.  31,  1890), 
4,  191;  (Feb.  17,  1890),  4,  213. 

Application  of,  to  put  two  small  aerial  cables  on  pole  line  on  125th  street 
granted  (Feb.  17,  1890),  4,  213. 

Applications  of,  for  individual  telephone  connections  granted  (Feb.  19,  1890), 

4,  247. 

Application  of,  to  transfer  wires  to  3d  avenue  pole  line  granted.  Id.,  248. 
Application  of,  to  transfer  wires  to  its  2d  and  3d  avenue  lines,  etc.,  granted 
(March  26,  1S90),  4,  273. 

Applications  of,  for  individual  telephone  connections  granted  (March  26, 
1890),  4,  274;  (April  8,  1890),  4,  303;  (April  23,  1890),  4,  310;  (May  14, 

1890) ,  4,  327. 

Application  of,  to  string  cable  from  pole  at  45th  street  and  Vanderbilt  avenue 
to  Windsor  Hotel  referred  to  Engineer  (May  16,  1890),  4,  349. 

Application  of,  to  string  cable  across  6th  avenue,  between  38th  and  39th 
street,  temporarily,  considered;  Electrical  Expert  reports  in  favor  of  it; 
Pres.  Cutler  promises  to  remove  it  in  60  days;  Mayor  Grant  moves  and 
Board  adopts  resolution  that  permit  issue  on  condition  that  Co.  removes 
cable  within  60  days  (June  18,  1890),  5,  14. 

Applications  of,  for  individual  telephone  connections  granted.  Id.,  14.  (Aug. 
22,  1890),  5,  29. 

Application  of,  to  erect,  a line  of  poles  and  wires  on  nth  avenue  from  W.  nth 
to  W.  59th  street,  for  long-distance  service;  application  granted,  Co. 
agreeing  to  furnish  accommodation  to  Fire  Department  and  other  tele- 
graph companies  and  to  take  down  certain  mentioned  lines.  Id.,  30. 
Board  considers  applications  of,  for  individual  telephone  connections.  Elec- 
trical Expert  approves  them  and  Board  grants  them  (Oct.  23,  1890),  5,  63. 
Applications  of,  for  individual  telephone  connections  granted  (Dec.  4,  1890), 

5,  76. 

Board  directs  Secretary  to  issue  permits  to,  for  individual  telephone  connec- 
tions (Dec.  26,  1890),  S,  132. 

Applications  of,  for  individual  telephone  connections  granted  (Jan.  2,  1891), 
5,  141;  (Jan.  23,  1891),  5,  160. 

Application  of,  to  replace  dangerous  poles  in  Dey  street  with  new  ones 
granted.  Id.,  160. 

Mr.  Cutler,  on  behalf  of  Co.,  asks  to  have  subway  terminal  poles  excepted 
from  operation  of  resolution  establishing  first  proscribed  district  (Feb. 
27,  1891),  5,  171- 

Communication  of,  requesting  certain  subway  accommodations  (March  ii, 

1891) ,  5,  204. 

Directed  to  remove  line  of  poles  in  13th  street  within  24  hours  (March  25, 
1891),  S,  241. 

Application  of,  to  put  up  guy  poles  at  loth  and  nth  avenues  and  66th  street 
referred  to  Engineer.  Id.,  250. 

Permit  directed  to  be  issued  to,  to  set  four  guy  poles  in  66th  street,  two  at  nth 
avenue  and  two  at  loth  avenue  (March  30,  1891),  S,  283. 
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Mr.  Cutler,  on  behalf  of  Co.,  states  that  he  has  filed  communication  of  Co. 

in  regard  to  subways  in  second  proscribed  district  (March  14,  1891),  5,  303. 
List  of  lines  of,  to  be  transferred  (March  20,  1891),  5,  313. 

Statement  of  Col.  Parker  that  Co.  will  endeavor  to  remove  its  7th  avenue  pole 
line  by  Wednesday.  Id.,  332. 

List  of  lines  of,  still  up  in  first  proscribed  district  (May  27,  1891),  5,  381. 
Electrical  Expert  reports  favorably  upon  applications  for  individual  telephone 
connections,  and  Board  directs  Secretary  to  issue  permits  thereon.  Id.,  382. 
Applications  of  Co.  that  call  for  crossing  of  single  street  laid  over.  Id.,  382. 
Applications  of,  for  individual  telephone  connections  granted  (June  2,  1891),  5,  385. 
Board  directs  that  permits  issue  on  applications  of,  for  individual  telephone 
connections  (July  17,  1891),  5,  387. 

Applications  of,  for  individual  telephone  connections  granted  (Aug.  3,  1891),  5,  390. 
Electrical  Expert  reports  favorably  on  applications  of  Co.  for  individual  tele- 
phone connections  in  localities  where  there  are  no  subways,  and  Board 
grants  same  (Oct.  8,  1891),  5,  396. 

Applications  of,  for  telephone  connections  in  districts  where  there  are  no 
subways  granted  (Nov.  10,  1891),  5,  400. 

MINUTES. 

Directed  to  be  printed  (July  7,  1887),  i,  12.  , 

Resolutions  correcting  (July  27,  1887),  i,  45"46- 
Resolution  correcting  (Aug.  4,  1887),  i,  67. 

Resolution  correcting  (Oct.  20,  1887),  i,  157. 

Reading  of,  dispensed  with  (Jan.  6,  1888,)  i,  243. 

Correction  of  (Jan.  20,  1888),  i,  261. 

Correction  of  (April  17,  1888),  I,  262. 

Printing  of,  discontinued  (June  15,  1888),  2,  22. 

Resolution  correcting  (Oct.  14,  1889),  4,  62. 

Resolution  correcting  (March  31,  1890),  4,  292. 

Resolution  correcting  (March  18,  1891),  5>  217. 

Resolution  correcting  (March  25,  1891),  5,  237. 

Secretary  directed  to  print  minutes  in  City  Record,  and  to  have  sufficient 
copies  printed  for  use  of  Board  and  for  distribution  (May  27,  1891),  5,  381. 

MINUTES  OF  MEETINGS  OF  BOARD. 

Meeting  of  July  5,  1887,  i,  i. 

Meeting  of  July  7>  1887,  i,  5. 

Meeting  of  July  13,  1887,  i,  13. 

Meeting  of  July  15,  1887,  I,  19. 

Meeting  of  July  19,  1887,  i,  26. 

Meeting  of  July  22,  1887,  i,  31. 

Meeting  of  July  27,  1887,  i,  45- 
Meeting  of  July  29,  1887,  i,  58. 

Meeting  of  Aug.  4,  1887,  i,  67. 

Meeting  of  Sept.  8,  1887,  i,  88. 

Meeting  of  Sept.  20,  1887,  i,  112. 

Meeting  of  Oct.  4,  1887,  i,  128. 

Meeting  of  Oct.  20,  1887,  i,  IS7- 
Meeting  of  Oct.  21,  1887,  i,  176. 

Meeting  of  Dec.  22,  1887,  i,  184. 

Meeting  of  Jan.  6,  1888  (special),  i,  243. 
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Meeting  of  Jan.  20,  1888,  i,  248. 

Meeting  of  April  17,  1888,  i,  262. 

Meeting  of  May  10,  1888,  I,  287. 

Meeting  of  May  25,  1888,  2,  i. 

Meeting  of  June  8,  1888,  2,  5. 

Meeting  of  June  ii,  1888,  2,  17. 

Meeting  of  June  13,  1888,  2,  19. 

Meeting  of  June  15,  1888,  2,  22. 

Meeting  of  July  2,  1888,  2,  29. 

Meeting  of  July  16,  1888,  2,  65. 

Meeting  of  Aug.  8,  1888,  2,  79. 

Meeting  of  Sept.  7,  1888,  2,  103. 

Meeting  of  Sept.  18,  1888,  2,  105. 

Meeting  of  Oct.  17,  1888,  2,  129. 

Meeting  of  Oct.  19,  1888,  2,  172. 

Meeting  of  Oct.  23,  1888,  2,  202. 

Meeting  of  Oct.  30,  1888,  2,  207. 

Meeting  of  Nov.  13,  1888,  2,  223. 

Meeting  of  Nov.  23,  1888,  2,  244. 

Meeting  of  Dec.  4,  1888,  2,  257. 

Meeting  of  Dec.  7,  1888,  2,  269. 

Meeting  of  Dec.  ii,  1888,  2,  274. 

Meeting  of  Dec.  21,  1888,  2,  279. 

Meeting  of  Jan.  18,  1889,  2,  291. 

Meeting  of  Feb.  15,  1889,  2,  330. 
Meeting  of  Feb.  18,  1889,  2,  334. 

Meeting  of  Feb.  25,  1889,  2,  343. 

Meeting  of  March  7,  1889,  2,  397. 

Meeting  of  March  19,  1889,  3,  i- 
Meeting  of  April  i,  1889  (special),  3,  21. 
Meeting  of  April  2,  1889  (special),  3,  66. 
Meeting  of  April  24,  1889,  3>  122. 

Meeting  of  April  25,  1889,  3,  159. 

Meeting  of  May  28,  1889,  3,  168. 

Meeting  of  May  29,  1889,  3,  181. 

Meeting  of  June  13,  1889,  3,  196. 

Meeting  of  June  26,  1889,  3.  233. 

Meeting  of  August  15,  1889,  3,  288. 
Meeting  of  August  17,  1889,  3,  342. 
Meeting  of  Sept.  12,  1889,  3,  369. 

Meeting  of  Oct.  9,  1889,  4,  i. 

Meeting  of  Oct.  10,  1889,  4,  41. 

Meeting  of  Oct.  12,  1889,  4>  52. 

Meeting  of  Oct.  14,  1889,  4,  62. 

Meeting  of  Oct.  15,  1889,  4,  92. 

Meeting  of  Jan.  8,  1890,  4,  97. 

Meeting  of  Jan.  31,  1890,  4,  178. 

Meeting  of  Feb.  17,  1890,  4,  192. 

Meeting  of  Feb.  19,  1890,  4,  214. 

Meeting  of  March  7,  1890,  4,  250. 

Meeting  of  March  22,  i8go,  4,  254. 
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Meeting  of  March  26,  189c,  4,  258. 

Meeting  of  March  31,  1890,  4,  277. 

Meeting  of  April  8,  1890^  4,  292. 

Meeting  of  April  23,  1890,  4,  304. 

Meeting  of  Maj^  14,  1890,  4,  31 1. 

Meeting  of  May  16,  1890/4,  329. 

Meeting  of  May  19,  1890,  5,  i. 

Meeting  of  June  13,  1890,  5,  12. 

Meeting  of  Aug.  22,  1890,  5,  29. 

Meeting  of  Aug.  28,  1890,  5,  37. 

Meeting  of  Sept.  19,  1890,  S,  47. 

Meeting  of  Oct.  23,  1890,  5,  63. 

Meeting  of  Dec.  4,  1890,  5,  69. 

Meeting  of  Dec.  8,  1890,  5,  102. 

Meeting  of  Dec.  10,  1890,  5,  106. 

Meeting  of  Dec.  15,  1890,  5,  128. 

Meeting  of  Dec.  26,  1890,  5,  132. 

Meeting  of  Jan.  z,  1891,  S,  137. 

Meeting  of  Jan.  23,  1891,  5,  145. 

Meeting  of  Feb.  27,  1891,  S,  167. 

Meeting  of  March  6,  1891,  5,  176. 

Meeting  of  March  ii,  1891,  5,  182. 

Meeting  of  March  18,  1891,  5,  216. 

Meeting  of  March  25,  1891,  5,  237. 

Meeting  of  March  30,  1891,  5,  252. 

Meeting  of  April  14,  1891  (informal),  5,  285. 

Meeting  of  April  20,  1891,  5,  304. 

Meeting  of  April  22,  1891,  5,  333. 

Meeting  of  May  15,  1891,  5,  345. 

Meeting  of  May  27,  1891,  5,  380. 

Meeting  of  June  2,  1891,  5,  384. 

Meeting  of  July  17,  1891,  5,  386. 

Meeting  of  Aug.  3,  1891,  S,  388. 

Meeting  of  Sept.  2,  1891,  S,  391. 

Meeting  of  Sept.  4,  1891,  5,  392. 

Meeting  of  Oct.  8,  1891,  5,  393. 

Meeting  of  Nov.  10,  1891,  S,  397. 

MILLS,  OGDEN. 

Application  of,  to  run  2 wires  to  his  house,  temporarily,  referred  to  Electrical 
Expert  (Jan.  2,  1891),  5,  142. 

MITCHELL,  WILLIAM. 

Certified  by  State  Civil  Service  Board  from  elegible  list  as  inspector  of  under- 
ground construction  (June  8,  1888),  2,  5. 

Appointed  Inspector  of  Underground  Construction  (June  13,  1888),  2,  20. 
Notified  to  report  to  Engineer  June  14  for  duty.  Id.,  20. 

MOORE,  JOHN  J. 

See  East  River  Electric  Light  Co. 

See  North  New  York  Lighting  Co. 
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MOTT  HAVEN  MESSENGER  AND  BURGLAR  ALARM  CO. 

Application  of,  to  construct  and  mamtain  line  of  wires  in  23d  Ward.  Secretary 
directed  to  write  to  and  say  that  Co.  must  first  obtain  franchise  (August 
IS,  1889),  3,  339,  340. 

MOUNT  MORRIS  ELECTRIC  LIGHT  CO. 

Application  of,  to  string  wires  (July  15,  1887),  1,  24. 

Application  of,  to  erect  25  poles  in  Greenwich  street  granted  (April  17,  1888), 

I,  285. 

Application  of,  to  erect  poles  on  125th  street  granted.  Id.,  285. 

Application  of,  to  erect  poles  on  125th  street  laid  over.  Id.,  286. 

Charged  by  U.  S.  111.  Co.  with  violating  rules;  communication  of  Mt.  Morris 
Co.  in  answer  to  charges  of  U.  S.  Co.  (June  8,  1888),  2,  6. 

Application  of,  to  erect  poles  and  string  wires  (June  ii,  1888),  2,  17. 

Plan  of,  for  stringing  wires  referred  to  Engineer  and  E.  A.  Leslie.  Id.,  17- 

Applications  of,  laid  on  table  (June  13,  1888),  2,  19. 

Permit  to  issue  tOj  for  poles  and  wires  where  it  has  city  or  commercial  con- 
tracts (June  15,  1888),  2,  23. 

Motion  of  Commissioner  Gibbens  to  reconsider  resolution  granting  permit  to 
Co.  for  poles  and  wires  where  it  has  city  or  commercial  contracts  lost 
(July  2,  ’88),  2,  51. 

Statement  of  Commissioner  Gibbens  in  relation  to  violation  of  rules  by  Co. 
(July  16,  1888),  2,  68. 

Engineer  directed  to  report  whether  Co.  has  violated  rules.  Id.,  68. 

Notice  for  removal  of  its  poles  erected  without  permission  of  Board  directed 
to  be  sent  to  the  Commissioner  of  Public  Works  (Oct.  23,  1888),  2,  202. 

Applications  of,  to  erect  poles  and  string  wires  (Oct.  30,  1888),  2,  21 1,  212. 

Communication  of,  answering  charges  of  violating  rules.  Id.,  212. 

Applications  of,  laid  on  table.  Id.,  214. 

Applications  of,  to  erect  poles  and  string  wires  referred  to  Electrical  Expert 
(Dec.  4,  1888),  2,  264. 

Application  of,  to  erect  poles  on  53d  st.,  from  9th  to  loth  ave.,  granted  (Dec. 

7,  1888),  2,  269. 

Commissioner  Hess  moves  that  application  of,  to  erect  poles  be  granted; 
Comm’r  Gibbens  moves  to  lay  application  on  table — lost;  Comm’r  Gibr  ^ 
bens  moves  as  an  amendment,  that  application  be  referred  to  Electrical 
Expert— adopted  (Dec.  ii,  1888),  2,  277. 

Application  of,  to  erect  poles  and  string  wires  granted  (Dec.  21,  1888),  2,  283. 

Application  of,  to  erect  carrying  poles  on  loth  avenue  referred  to  Electrical 
Expert.  Id.,  287. 

Application  of  to  erect  poles  and  string  wires  in  38th  st.  reported  on  by  En- 
gineer and  Electrical  Expert,  and  application  denied  (Eeb.  25,  1889),  2,  387. 

Applications  of,  to  make  connections  with  its  circuits  granted  (May  29,  1889), 

3,  189- 

Application  of,  to  erect  poles  on  Vandani  st.,  near  Greenwich,  granted.  Id., 
193- 

Application  of,  for  lamp  connections  granted  (June  13,  1889),  3,  219.  (June 
26,  1889),  3,  280. 

Applications  of,  for  city  lamp  connections  granted  (Aug.  15,  1889),  3,  335- 

Application  of,  to  run  wire  from  station  to  53d  st.  referred  to  Commissioner 
Gibbens.  Id.,  335. 
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Applications  of,  for  lamp  connections  granted  (Aug.  17,  1889),  3.  366. 

Application  of,  to  connect  station  in  Vandam  st.  with  subway  in  i2Sth  st. 
granted  (Sept.  12,  1889),  3;  381. 

Resolution  granting  the  connection  rescinded,  and  application  referred  to  the 
Electrical  Expert.  Id.,  381. 

Applications  of,  for  lamp  connections  granted.  Id.,  390. 

Statement  of  Mr.  Forster  on  behalf  of,  in  answer  to  letter  of  Mayor  Grant 
in  relation  to  deadly  wires  (Oct.  9,  1889),  4,  ii. 

Statements  of  Mr.  Young,  Co.’s  electrician,  in  answer  to  questions  of  Mayor 
Grant  relating  to  deadly  wires.  Id.,  12-15. 

Statement  of  its  president,  Mr.  May,  in  relation  to  subway  accommodation. 
Id.,  22. 

Statement  of  its  counsel,  Mr.  Forster,  that  company’s  insulation  is  new  and 
good  (Oct.  10,  1889),  4,  51. 

Statement  of  its  counsel,  Mr.  Forster,  in  respect  to  proposed  contract  with 
Standard  Electrical  Subway  Co.  (Jan.  31,  1890),  4,  210. 

Application  of,  for  construction  of  subways  referred  to  Engineer.  Id.,  212. 

Statement  of  Mr.  Forster  on  behalf  of,  in  reference  to  proposed  contract  with 
Standard  Electrical  Subway  Co.  (Feb.  19,  i8go),  4,  215. 

Application  of,  to  reconnect  4 circuits  at  59th  st.  and  9th  ave.  granted  ^Feb.  19, 
1890),  4,  248. 

Statement  of  President  May  in  reference  to  application  of  Co.  for  subway 
in  Beaver  street  (May  14,  1890),  4,  325. 

Communication  of,  with  list  of  subway  requirements  (May  19,  1890),  5,  8. 

Mayor  Grant  lays  before  Board  letter  of  Co.  claiming  right  to  build  subways 
in  same  streets  applied  for  by  Con.  T.  & E.  S.  Co.  on  behalf  of  Edison 
Co.,  and  he  moves  and  Board  adopts  resolution  authorizing  Consolidated 
Co.  to  build  subways  in  certain  streets  for  Edison  Co.,  with  such  other 
ducts  as  Engineer  shall  designate  for  companies  as  shall  apply  for  such 
ducts  (Aug.  28,  1890),  s,  37. 

Communication  of,  complaining  that  Con.  T.  & E.  S.  Co.  has  not  built  subway 
in  Duane  st.  as  ordered;  Comm’r  Moss  asks  reason;  Mr.  Lauterbach, 
for  Con.  Co.,  states  reason;  Mayor  Grant  states  that  street  is  newly  paved 
and  he  thinks  that  Comm’r  Gilroy  will  not  allow  it  to  be  opened;  Board 
hears  Mr.  May  and  Mr.  Forster  on  behalf  of  Mount  Morris  Co.;  Mr.  Lau- 
terbach agrees  to  build  subway  in  one  block  which  is  still  unpaved; 
Comm’r  Hess  states  that  Con.  Co.  should  have  been  more  vigilant;  Mr. 
Lauterbach  says  he  thinks  it  was  a matter  of  neglect;  Mayor  Grant  asks 
if  subway  cannot  be  put  under  sidewalk,  and  Comm’r  Gilroy  states  that 
he  has  nothing  to  do  with  sidewalks;  Board  hears  further  Mr.  Lauterbach, 
Mr.  Forster,  Comm’r  Gilroy,  Mr.  Browne  (of  United  E.  L.  & P.  Co., 
which  makes  like  complaint),  and  Mayor  Grant  states  that  he  thinks 
Con.  Co.  will  take  care  of  Mount  Morris  Co.  (Dec.  4,  1890),  5,  69-76. 

Applications  of,  for  house  connections  considered  and  adopted  (Dec.  8,  1890), 
5,  105. 

Statement  of  Mr.  Forster  on  behalf  of,  on  subject  of  subway  rentals  (Dec.  10, 

1890) ,  5,  124,  125. 

Communication  of,  requesting  certain  subway  accommodations  (March  ii, 

1891) ,  5,  192. 

Board  hears  Pres.  May  in  respect  to  extension  of  90-days’  notice  of  Dec.  16, 
1890  (March  25,  1891),  5,  240. 
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Board  hears  Pres.  May  in  respect  to  extension  of  90-days’  notice  of  Dec.  16, 
1890  (March  30,  1891),  5,  278. 

Communication  of,  stating  that  it  has  drawn  in  cable  on  Greenwich  street 
(Aug.  3,  1891),  5,  390. 

Permission  granted  to,  to  reset  poles  on  iSSth  street.  Id.,  390. 

Application  of,  for  subways  (Oct.  8,  1891),  5,  394. 

Communication  of  Electrical  Expert  recommending  carrying  pole  for  Co.  in 
W.  iith  st.  (Nov.  10,  1891),  5,  399.  Communication  laid  over.  Id.,  399. 

MUNICIPAL  ELECTRIC  POWER  COMPANY. 

Petition  of,  for  franchise;  petition  referred  to  Commissioner  Gibbens.  Peti- 
tion of,  for  subways  in  ist,  2d  and  3d  avenues;  petition  referred  to  En- 
gineer (March  19,  1889),  3,  1-4. 

MUNSIE  SYSTEM  OF  DISTRIBUTION. 

Communication  relative  to  (Aug.  4,  1887),  i,  73. 

MURRAY,  THOMAS. 

Verdict  in  case  of  death  of  (June  8,  1888),  2,  16. 

Communication  of  Coroner  Levy  in  reference  to  verdict  in  case  of  death  of 
(July  2,  1888),  2,  35. 

MOSS,  THEODORE.  (Commissioner  of  Board  of  Electrical  Control.) 

Elected  Secretary  of  Board  (July  5,  1887),  i,  i. 

Statement  of,  in  respect  to  appointments  of  Board  (Aug.  4,  1887),  i,  82. 

Statement  of,  in  respect  to  application  for  lighting  dumping  grounds  (Sept.  8, 
1887),  I,  95- 

Statement  of,  in  respect  to  applications  of  Metropolitan  Tel.  & Tel.  Co.  Id., 
108. 

Appointed  with  Commissioner  Gibbens  a committee  to  bring  in  report  on 
granting  applications  of  electric  light  companies  (Aug.  8,  1888),  2,  99. 

Statement  of,  that  Board  had  not  received  communications  from  Western 
Union  Tel.  Co.  in  relation  to  placing  its  conductors  underground  (Feb. 
25,  1889),  2,  358. 

Statement  of,  in  relation  to  circular  letter  calling  meeting  for  this  date,  etc. 
(Oct.  9,  1889),  4,  34. 

Statement  of,  that  Board  assents  to  Mayor’s  order  that  wires  violating  rules 
be  cut  (Oct.  12,  1889),  4,  56. 

States  that  Electrical  Expert  will  have  charge  of  work  of  cutting  wires 

Id.,  58. 

States  that  he  has  read  in  newspapers  about  an  accident  to  test-box.  Id.,  60. 

Statement  of,  in  relation  to  cement-lined  pipe  (March  26,  1889),  4,  270. 

Asks  Mr.  Leslie  how  many  distributing  ducts  Harlem  Lighting  Co.  will  want 
on  3d  ave.  (March  31,  1889),  4,  290. 

Wants  to  know  why  subway  has  not  been  provided  for  Mount  Morris  Electric 
Light  Co.  in  Duane  street  (Dec.  4,  1890),  5,  70. 

States  that  one  block  in  Duane  st.  has  not  been  repaved.  Id.,  74. 

Statement  of,  in  relation  to  subway  rentals  (Dec.  10,  1890),  5,  120. 

Statement  of,  that  companies  have  been  notified  to  consolidate  lines  on  Lin- 
coln avenue  (March  6,  1891),  5,  177. 
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States  that  notices  have  been  sent  to  electric  light  and  power  companies 
stringing  wires  down  town,  in  compliance  with  resolution  of  last  meeting. 
Id.,  178. 

MUTUAL  DISTRICT  MESSENGER  COMPANY. 

Communication  of,  in  respect  to  its  wires  (Dec.  22,  1887),  i,  195. 

Communication  of,  stating  it  has  no  poles  (March  7,  1889),  2,  406. 

Secretary  directed  to  communicate  with.  Id.,  406. 

Report  of  Electrical  Expert  on  housetop  wires  of  Co.  in  ist  proscribed  district 
(Nov.  10,  1891),  S,  397. 

Matter  of  placing  district  messenger  service  wires  in  subways  already  con- 
structed, in  accordance  with  90-days’  notices,  referred  to  Commissioner 
Storm,  to  report  at  next  meeting  what,  if  any,  objection  there  is  to  their 
immediate  placing  in  those  subways.  Id.,  398. 


N. 

NATIONAL  ELECTRIC  LIGHT  ASSOGIATION. 

Communication  of,  in  regard  to  conduits;  communication  referred  to  Engineer 
(Jan.  20,  1888),  I,  253. 

NEWTON,  GEN.  JOHN.  (Commissioner  of  Public  Works.) 

See  Department  of  Public  Works. 

NEW  ENGLAND  INSURANCE  EXCHANGE. 

Rules  of,  in  relation  to  incandescent  lighting  (April  17,  1888),  i,  283.  (May 
10,  1888),  I,  293. 

NEW  YORK  ATMOSPHERIC  CONDUIT  ELECTRIC  LIGHT  AND  POWER 
COMPANY. 

Application  of,  to  construct  a system  of  conduits  on  Boulevard.  Application 
referred  to  Commissioner  Gibbens  (Sept.  12,  1889),  3,  379,  380. 

NEW  YORK  BOARD  OF  FIRE  UNDERWRITERS. 

Rules  of  (May  10,  1888),  i,  292. 

Communication  of,  asking  if  Electric  Power  Co.  complies  with  rules  of  Board 
(Jan.  2,  1891),  S,  292. 

NEW  YORK  CENTRAL  AND  HUDSON  RIVER  RAILROAD. 

Communication  of  Mayor  Grant  relative  to  communication  of  Co.  in  reference 
to  use  of  its  tunnel.  Engineer  directed  to  confer  with  Sunt.  Toucey  oI  Co. 
in  relation  to  matter  (April  24,  1889),  3,  135,  136. 

NEW  YORK  CITY— IN  MATTER  OF  SUBWAY  SPACE  FOR  DEPART- 
MENTS OF. 

See  Police  Department. 

See  Fire  Department. 

NEW  YORK  CITY  LIGHTING. 

See  Gity  Lighting. 
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NEW  YORK  ELECTRIC  CONSTRUCTION  COMPANY. 

Communication  of  Corporation  Counsel  in  relation  to  (July  2,  1888),  2,  29. 
Secretary  of  Board  advised  to  verify  the  affidavit  enclosed  with  communi- 
cation and  return  it  to  the  Corporation  Counsel.  Id.,  29. 

NEW  YORK  ELECTRIC  LIGHTING  COMPANY. 

Application  of,  to  string  wires  laid  over  (July  7,  1887),  i,  8. 

NEW  YORK  TIMES. 

Mayor  Hewitt  moves  that  editorial  of,  be  published;  motion  lost  (Oct.  20, 
1887),  I,  173- 

NICHOLES,  FREDERIC. 

Secretary  directed  to  answer  communication  of,  in  reference  -to  underground 
wires  (March  7,  1889),  2,  410. 

NICOLL,  DELANCEY. 

Statement  of,  on  behalf  of  Thomson-Houston  people  in  respect  to  proposal 
of  Standard  E.  S.  Co.  to  make  contract  (Feb.  7,  1890),  4,  207-209. 

Board  hears,  on  behalf  of  Thomson-PIouston  people  in  matter  of  proposed 
contract  with  S.  E.  S.  Co.  (Feb.  19,  1890),  4,  215. 

NINETY-DAYS  NOTICE. 

Secretary  directed  to  give  90-days  notice  (Aug.  4,  1887),  i,  77-  (Sept.  8,  1887), 
I,  104.  (Sept.  20,  i887),  I,  125. 

Opinion  of  Corporation  Counsel  to  be  requested  whether  further  notice  than 
the  usual  90-days  notice  is  necessary  to  enable  authorities  to  cause  re- 
moval of  poles  and  wires  (Sept.  20,  1887),  i,  127. 

Opinion  of  Corporation  Counsel  O’Brien  that  the  90-days  notice  submitted 
to  him  embodies  provisions  of  statute  and  is  sufficient  (Oct.  4,  1887), 
I,  128. 

Secretary  directed  to  give  90-days  notice  (Oct.  4,  1887),  i,  154.  (Dec.  22,  1887), 
I,  240.  (Nov.  13,  1888),  2,  236. 

^ Letter  directed  to  be  sent  to  companies  in  respect  to  (Feb.  18,  1889),  2,  337. 

Communications  of  Metropolitan  T.  & T.  Co.,  U.  S.  111.  Co.,  East  R.  E.  L.  Co., 
Harlem  L.  Co.,  Manhattan  E.  L.  Co.,  Postal  Telegraph  Cable  Co.  and  Amer. 
Dist.  Tel.  Co.  (Feb.  25,  1889),  2,  343-357- 

Secretary  directed  to  give  90-days  notice  (Aug.  15,  1889),  3,  315.  (Jan.  8, 
1890),  4,  1 18. 

Extended  for  3d  ave.  and  adjacent  streets  30  days  from  April  8 (March  26, 
1890),  4,  265.  Assurance  also  given  that  time  would  be  extended  until 
completion  of  distributing  conduit.  Id.,  273. 

Directed  to  be  given  for  electric  light  and  power  service  in  Broadway,  bet. 
Houston  and  14th  street  (Aug.  22,  1890),  5,  34. 

Secretary  directed  to  give  electric  light  and  power  companies  90-days  notice 
of  completion  of  certain  subways  (Dec.  4,  1890),  5,  8r. 

90-days  notice  sent  Dec.  16,  1890,  read;  Mayor  Grant  states  that  he  believes 
poles  have  not  been  removed  from  most  of  streets  embraced  in  notice; 
Board  lays  matter  over  until  next  meeting  (March  25,  1891),  5,  238-240. 

Electrical  Expert  directed  to  report  whether  any  poles  or  wires  are  up  in 
streets  designated  in  90-days  notices  of  Nov.  19,  1888,  and  Jan.  8,  1890 
(March  30,  1891),  5,  276. 
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Statement  of  Mr.  Cravath  on  behalf  of  U.  S.  111.  Co.  and  Brush  E.  111.  Co.  in 
reference  to  90-days  notice  sent  Dec.  16,  1890,  and  Board  hears  Mr. 
Cravath,  Judge  Kelly  and  Mr.  May  on  behalf  of  their  respective  com- 
panies, which  apply  for  an  extension  of  time  of  90-days  notice  sent  Dec. 
16,  1890,  in  respect  to  certain  streets  and  Board  extends  time  of  notice 
to  April  15,  as  it  affects  certain  streets,  and  requests  the  Mayor  to  order 
the  removal  by  the  Commissioner  of  Public  Works  of  poles  and  wires 
in  certain  streets,  the  90-days  notice  required  by  law  having  expired.  Id., 
277-280. 

Report  of  Assistant  Secretary  as  to  whether  90-days  notice  had  been  sent  in 
certain  cases  (April  20,  1891),  5,  315. 

Secretary  directed  to  send  usual  90-days  notice  to  telegraph  and  telephone 
companies  operating  in  certain  streets.  Id.,  317. 

Report  of  Engineer,  together  with  communication  of  United  E.  L.  & P.  Co., 
recommending  the  granting  to  Co.  an  extension  of  90-days  notice  for  20 
days  for  certain  streets.  Time  of  notice  extended  20  days  as  affecting 
certain  named  streets  (April  22,  1891),  5,  337,  338. 

Secretary  directed  to  give  90-days  notice  (May  27,  1891),  5,  380. 

Secretary  directed  to  give  90-days  notice  for  ist  proscribed  district  (July  17, 

1891),  S,  386. 

Reference  of  matter  of  90-days  notices  referred  to  Comm’r  Hess,  to  examine 
record  to  see  what  notices  it  is  necessary  for  Board  to  give.  Id.,  387. 

Secretary  directed  to  give  90-days  notice  (Aug.  3,  1891),  S,  387.  (Sept.  2,  1891), 
S,  391.  (Oct.  8,  1891),  5,  393- 

Report  of  Electrical  Expert  giving  list  of  streets  in  which  poles  and  wires 
have  not  been  removed,  90-days’  notice  having  been  given  and  expired 
(Nov.  10,  1891),  5,  398. 

NORTH  AND  EAST  RIVER  RAILROAD. 

Newspaper  clipping  stating  progress  of  work  of  building  the  road  through 
Fulton  street.  Secretary  directed  to  notify  police  authorities  that  work 
is  being  done  without  permit  of  the  Board  (Sept.  8,  1887),  i,  105,  106. 

Communication  of  Police  Department  stating  that  communication  of  Board 
relative  to  road  being  built  without  permission  of  the  Board  has  been 
referred  to  Superintendent  of  Police  (Sept.  20,  1887),  i,  118. 

Application  of,  for  permit.  Id.,  118. 

Secretary  directed  to  request  opinion  of  Corporation  Counsel  on  question  of 
legal  status  of  Co.  and  its  right  to  build  road.  Id.,  120. 

Plans  of  Co.  submitted  to  Board,  referred  to  Engineer,  etc.  Id.,  121. 

Plans  of  Co.  reported  favorably  on  by  Engineer,  etc.  (Oct.  4,  i887),  i,  153. 

Permit  to  Co.  granted,  subject  to  such  regulations  as  Board  may  adopt.  Id., 
IS4- 

NORTH  NEW  YORK  LIGHTING  GOMPANY. 

Application  of,  to  stretch  new  wires  (July  15,  1887),  i,  24. 

Application  of,  to  stretch  new  wires  and  erect  poles  (July  29,  1887),  i,  63. 

Application  of,  to  erect  poles  laid  on  table  (Nov.  13,  1888),  2,  235. 

Application  of,  to  erect  poles  referred  to  Electrical  Expert  (Dec.  4, '1888), 
2,  265. 

Application  of,  to  replace  one  pole  and  erect  four  poles  and  string  wires  laid 
over  (Dec.  7,  1888),  2,  273. 
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Application  of,  to  erect  poles  and  string  wires  granted  (Dec.  21,  1888),  2,  282. 

Directed  to  replace  its  iron  poles  with  wooden  ones.  Id.,  282. 

Application  of,  to  replace  pole  at  cor.  3d  ave.  and  140th  st.,  and  to  erect  4 
poles  on  140th  st.  granted.  Id.,  289.  - 

Application  of,  to  run  4 wires  on  3d  ave.  reported  on  by  Engineer  and  the 
E.  E.  Application  denied  (Feb.  25,  1889),  2,  379. 

Applications  of,  to  connect  lamps  with  circuits  granted  (May  29,  1889),  3,  191. 

Application  of,  to  string  two  wires  on  3d  ave.,  etc.,  denied  (June  13,  1889), 

3,  227.  (June  26,  1889),  3,  257. 

Application  of,  to  string  wires  in  certain  section  north  of  Harlem  River  re- 
ferred to  Electrical  Expert  (Sept.  12,  1889),  3,  393. 

Application  of,  to  construct  subways  referred  to  Engineer  (Jan.  31,  1890),  4,  212. 

Statement  of  Mayor  Grant  that  Co.  objects  to  proposed  contract  with  Stan- 
dard E.  S.  Co.  (Feb.  19,  1890),  4,  214. 

Statements  of  Mr.  Nicoll  and  Mr.  Putney  on  behalf  of  Co.  in  reference  to 
proposed  contract  with  Standard  E.  S.  Co.  Id.,  215. 

Application  of,  to  build  a distributing  three-duct  subway  on  North  3d  ave. 
Application  referred  to  Engineer  (April  9,  1890),  4,  309. 

Application  of,  to  erect  poles  and  wires  on  3d  ave.  and  138th  st.  referred  to 
Electrical  Expert  (June  18,  1890),  5,  12. 

Mayor  Grant  states  that  he  has  petition  of  people  of  23d  and  24th  wards  ask- 
ing for  certain  privileges  for  Co.,  and  Engineer  recommends  that  applica- 
tion of  Co.  to  replace  its  circuits  be  granted  pending  construction  of 
subways,  and  the  Board,  after  consideration  of  the  matter,  resolves  that 
the  Secretary  issue  temporary  permit  to  replace  its  circuits  north  of  the 
Harlem  River,  etc.  (Oct.  23,  1890),  5,  64. 

Board  considers  application  of  Co.  to  erect  poles  and  string  wires.  Electrical 
Expert  states  that  he  is  in  favor  of  them,  and  Board  grants  them  (Dec. 

4,  1890),  S,  84. 

Statement  of  Mr.  Moore  on  behalf  of  Co.  in  opposition  to  proposed  agree- 
ment with  Empire  City  Subway  Co.  (Dec.  10,  1890),  5,  106. 

Board  considers  application  of,  .to  erect  poles  and  string  wires  and  grants  part 
of  the  application  (Dec.  26,  1890),  5,  135. 

Application  of,  to  erect  poles,  etc.,  referred  to  Electrical  Expert  (Jan.  2,  1891), 

5,  144- 

Application  of,  to  replace  iron  poles  with  wooden  ones  on  3d  ave,,  etc,,  referred 
to  the  Engineer  and  the  Electrical  Expert  (Jan.  23,  1891),  5,  162. 

Communication  of,  regarding  lighting  of  Lincoln  ave.  Board  considers  com- 
munication. Secretary  directed  to  notify  signaling  companies  to  consoli- 
date their  lines  on  one  side  or  other  of  the  avenue  (Feb.  27,  1891),  5,  173. 

Report  of  Electrical  Expert  on  application  of  Co.  to  erect  and  connect  city 
lamps  where  it  has  contracts.  Resolution  adopted  granting  the  applica- 
tion, erections  to  be  on  one  side  of  street  (April  20,  1891),  5,  323. 

Engineer  and  Electrical  Expert  empowered  to  grant  permits  to  Co.,  to  enable 
it  to  carry  out  contracts  for  city  lighting  (June  2,  1891),  5,  385. 

An  application  of,  to  erect  two  poles  and  run  two  circuits  granted  (Nov.  10, 
1891),  5,  400. 

An  application  of,  to  run  two  circuits  on  Willis  ave.,  etc.,  granted.  Id.,  400. 
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O. 

O’BRIEN  CONDUIT  COMPANY. 

James  Oliver  asks  Board  to  set  a time  to  examine  company’s  plans.  Commis- 
sioner Gibbens  states  that  Board  is  already  in  possession  of  facts  in  re- 
lation to  company’s  conduit  (Sept.  8,  1887),  i,  no. 

O’CONNOR,  NICHOLAS. 

Statement  of,  in  reference  to  application  of  American  Electric  Manufacturing 
Co.  (July  29,  1887),  I,  62. 

Statement  of,  on  behalf  of  Central  Taxpayers’  Association  (June  8,  1888), 
2,  16. 

Communication  of  U.  S.  111.  Co.  relative  to  statement  of  O’Connor.  State- 
ment of  Commissioner  Gibbens  in  connection  with  communication  of 
U.  S.  Co.  (Nov.  13,  1888),  2,  240. 

Reads  a letter  from  U.  S.  111.  Co.  and  letter  from  Met.  T.  & T.  Co.,  and  makes 
statement  in  connection  with  letters.  Asks  to  withdraw  application  of 
Electric  Power  Co.  made  previous  to  adoption  of  new  rules.  Board  al- 
lows application  to  be  withdrawn  (Nov.  23,  1888),  2,  244,  256. 

OFEICES. 

Offices  at  1218  Broadway  to  be  retained  (July  5,  1887),  i,  r 

Secretary  directed  to  provide  Board  with  suitable  offices  (Sept.  18,  1888), 

Z,  1 16. 

OLIVER,  JAMES. 

See  O’Brien  Conduit  Co. 

OPINIONS. 

Of  Corporation  Counsel  O’Brien  on  form  of  bond  of  Consolidated  Tel.  & 
E.  S.  Co.  (July  13,  1887),  I,  13. 

Communication  of  Attorney  General  O’Brien  declining  to  give  opinion  as  to 
whether  or  not  employees  of  Board  are  subject  to  Gity  Civil  Service  Su- 
pervisory Board  (Sept.  8,  1887),  i,  88. 

Opinion  of  Corporation  Counsel  O’Brien  submitting  to  Board  form  of  fran- 
chise proper  for  Board  to  grant  to  Safety  Electric  Light  & Power  Co. 
(Sept.  20,  1887),  I,  1 12. 

Opinion  of  Corporation  Counsel  O’Brien  on  form  of  90-days  notice.  Id.,  128. 
(Oct.  4,  1887),  I,  128. 

Opinion  of  Corporation  Counsel  O’Brien  on  status  of  North  and  East  River 
Railroad  Co.  (Oct.  4,  1887),  i,  129. 

Opinion  of  Corporation  Counsel  O’Brien  that  Board  may  compel  relocation 
of  gas  pipes,  if  necessary  to  enable  Board  to  perform  the  duties  imposed 
by  Legislature  (Oct.  20,  1887),  i,  157. 

Opinion  of-  Corporation  Counsel  O’Brien  on  form  of  franchise  to  electric 
light  companies.  Id.,  157. 

Opinion  of . Corporation  Counsel  O’Brien  on  what  constitutes  a quorum  cj-f 
Board,  etc.  (Dec.  22,  1887),  i,  189. 

Opinion  of  Corporation  Counsel  Beekman  that  Commissioners  of  Public 
Parks  have  exclusive  jurisdiction  over  parks  and  that  no  permit  from  this 
Board  is  necessary  to  erect  lampposts  therein  and  connect  same  for 
electric  lighting  (Jan.  20,  1888),  i,  248. 
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Opinion  of  Corporation  Counsel  Beekman  that  rule  XL  is  a reasonable  regu- 
lation, and  within  power  of  Board  to  make  in  granting  permits  for  poles; 
and  obiter  dicta  as  to  reasonableness  of  other  rules  (April  17,  1888),  i,  265. 

Opinion  of  Justice  Lawrence  in  U.  S.  111.  Co.  vs.  Hess  et  al.  (Jan.  18,  1889), 
2,  295. 

Opinion  of  Corporation  Counsel  Clark  that  an  electric  light  company  by  sale 
or  lease  to  it  by  a telegraph  or  telephone  company  of  the  latter’s  poles 
acciuires  no  right  to  maintain  them  as  against  the  city  beyond  the  day 
when  they  become  unnecessary  to  the  telegraph  or  telephone  company 
(June  26,  1889),  3,  254. 

Opinion  of  Corporation  Counsel  Clark  that  Board  may  make  contract  with 
another  construction  company,  or  with  as  , many  construction  companies 
as  it  may  deem  necessary  to  accomplish  the  object  for  which  it  was  cre- 
ated (Oct.  14,  1889),  4,  69. 

Opinion  of  Corporation  Counsel  Clark  that  passage  of  certain  resolution  by 
Board  would  be  in  contempt  of  an  injunction  (Oct.  15,  1889),  4,  93. 

Opinion  of  Corporation  Counsel  Clark  that  Board  may  make  further  and  other 
contracts  whenever  it  determines  that  existing  contract  is  ineffectual  to 
carry  out  chap.  716  of  Laws  of  1887,  and  may  make  contract  with  Standard 
Electrical  Subway  Co.  (Feb.  17,  1890),  4,  192. 

Opinion  of  Corporation  Counsel  Clark  that  proposed  contract  between  Board 
and  Empire  City  Subway  Co.  complies  with  requirements  of  General 
Term  in  Armstrong  case.  Statement  of,  in  connection  with  opinion 
that  execution  of  new  contract  would  leave  old  Co.  in  same  position  as 
to  Board,  except  that  it  might  release  sureties  upon  bond  (Dec.  8,  1890), 
5,  102,  103. 

Opinion  of  Corporation  Counsel  Clark  that  Board  has  jurisdiction,  in  its  dis- 
cretion, to  grant  the  permission  requested  by  the  Harlem  Bridge,  Mor- 
risania  and  Fordham  Railway  Co.  (Jan.  23,  1891),  5,  146. 

Statement  of  Corporation  Counsel  Clark  in  relation  to  liability  of  Consolidated 
Tel.  & E.  S.  Co.  on  its  contract  and  bond,  in  respect  to  subways  already 
ordered  (May  15,  1891),  5,  348. 

Corporation  Counsel  Clark  states  that  he  approves  of  resolution  that  con- 
tracts be  made  with  Consolidated  Tel.  & E.  S.  Co.  and  Empire  City  Sub- 
way Co.,  also  the  contracts.  Id.,  379. 

Opinion  of  Corporation  Counsel  Clark  that  Board  may  direct  the  removal  of 
unmarked  poles  (June  2,  1891),  5,  384. 

Opinion  of  Corporation  Counsel  Clark  that  companies  occupying  same  street 
with  pole  lines  may  be  required  to  consolidate  their  lines,  Id.,  385. 

Opinion  of  Corporation  Counsel  Clark  that  by  chapter  716  of  Laws  of  1887 
Board  has  no  power  to  direct  removal  of  poles  and  wires  until  suf- 
ficient subway  accommodations  have  been  provided  (July  17,  1891),  5,  386. 

Opinion  of  Corporation  Counsel  Clark  that  Board  has  no  jurisdiction  to  de- 
clare the  bond  of  the  Subway  Co.  forfeited,  as  it  never  has  been  adjudged 
by  “competent  judicial  authority”  that  the  Subway  Co.  has  failed  to  carry 
out  its  contract  (July  17,  1891),  S>  386. 

OVERHEAD  WIRES. 

Resolution  offered,  but  not  acted  on,  that  electric  light  companies  cease  from 
use  of  overhead  wires  for  purpose  of  carrying  current  of  greater  in- 
tensity than  300  volts  (Oct.  15,  1889),  4,  92. 

Board  discusses  resolution  (proposed)  prohibiting  use  of  more  than  300  volts. 
Id.,  93. 
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PALMER,  GEORGE  W. 

Commiinication  of,  in  respect  to  plan  of  conduit.  Communication  referred 
to  Engineer  (Aug.  4,  1887),  i,  76,  77. 

PALMER  & LEVEIN. 

Communication  of,  in  respect  to  a new  cement-conduit.  Statement  of  Com- 
missioner Gibbens  in  connection  with  communication  (Sept.  20,  1887), 
I,  122-124. 

PAPERS. 

Extracts  from,  in  relation  to  deadly  wires  (April  17,  1888),  i,  271. 

PARKER,  COLONEL. 

See  Metropolitan  Tel.  & Tel.  Co. 

PARK  ROW. 

Board  resolves  that  it  will  at  a meeting  to  be  held  Thursday  order  distributing 
ducts  on  Park  Row  (March  31,  1890),  4,  291. 

Consolidated  Tel.  & E.  S.  Co.  directed  to  construct  distributing  ducts  on  Park 
Row,  Bowery  and  3d  avenue  (April  8,  1890),  4,  303. 

PEARCE  & JONES. 

Communication  of,  in  relation  to  removal  of  their  wires  from  Fire  Depart- 
ment poles,  etc.  Opinion  of  Corporation  Counsel  to  be  requested  as  to 
status  of  (June  13,  1889),  3,  205,  206. 

Report  of  Electrical  Expert  on  housetop  wires  of,  in  ist  proscribed  district 
(Nov.  10,  1891),  5,  397- 

PECKPIAM,  WHEELER  H. 

See  Standard  Electrical  Subway  Company. 

PENNOCK  BATTERY  ELECTRIC  LIGHT  COMPANY. 

Application  for  conduit  referred  to  Engineer  (July  13,  1887),  I,  18. 

Application  of,  to  lay  a conduit  (July  15,  1887),  i,  24.  (July  29,  1887),  i,  62. 

Application  of,  to  lay  a conduit  directed  to  be  returned,  with  letter  stating 
that  Board  will  not  consider  applications  of  companies  until  they  have 
been  duly  authorized  to  conduct  their  business  by  the  local  authorities 
(July  29,  1887),  I,  63. 

PERMIT  CLERK. 

Notice  of  resolution  to  be  offered  creating  office  of  (June  13,  1889),  3,  224. 

Copy  of  proposed  resolution  providing  for  increase  of  office  force,  etc., 
directed  to  be  sent  to  electrical  companies  and  to  Con.  Tel.  & E.  S.  Co. 
(June  26,  1889),  3,  274. 

Resolution  adopted  creating  office  of  permit  clerk  and  defining  duties  of  (Aug. 
15,  1889),  3,  313- 

State  Civil  Service  Commission  to  be  requested  to  examine  employees  of 
Board  for  promotion  to  office  of  permit  clerk.  Id.,  313. 


1752 


PERMITS. 

All  permits  to  electric  light  companies  for  poles  not  acted  on  revoked  (Sept. 
i8,  1888),  2,  1 14. 

Not  to  be  granted  except  in  open  meeting  (Feb.  18,  1889),  2,  334. 

Resolutions  in  relation  to,  laid  over.  Id.,  335. 

None  to  be  given  for  trunk  lines  except  as  part  of  subway  system.  Id.,  336. 
Notice  directed  to  be  given  to  Police  Department  that  no  permits  are  in  force. 
Id.,  342. 

Electrical  Expert  directed  to  make  investigation  of  wires  strung  without  per- 
mit (April  24,  1889),  3,  126. 

Mayor  Grant,  Superintendent  McCormick  and  Commissioner  Gibbens  author- 
ized to  issue  permits  during  Centennial  time  (April  25,  1889),  3,  160. 

To  have  at  bottom  of  them,  “This  is  for  a house  or  lamp  connection  only” 
(May  29,  1889),  3,  194- 

Subject  of  wires  put  up  without  permit  postponed  to  next  meeting  (Sept.  19, 

1890) ,  5,  47. 

All  permits  to  be  granted  on  express  condition  that  they  are  revokable  at 
pleasure  of  Board  (June  2,  1891),  5,  384. 

All  permits  not  acted  on,  to  string  wires  or  make  repairs,  revoked  (Nov.  10, 

1891) ,  5,  400. 

PETITION. 

Of  certain  people  in  23d  and  24th  wards,  asking  certain  privileges  for  North 
New  York  Lighting  Co.  (Oct.  23,  1890),  5,  64. 

PETTIT,  W.  B. 

Communication  of,  asking  for  removal  of  telegraph  pole.  To  be  informed  pole  be- 
longs to  Fire  Department  (Nov.  23,  1888),  2,  253. 

PLYMPTON,  PROF.  G.  W. 

Report  of,  in  relation  to  laying  underground  arc  light  wires  (May  25,  T888), 
2,  3- 

POLES. 

Notice  or  poster  directed  to  be  affixed  to  (July  2,  1888I,  2,  58. 

All  permits  for  poles  to  electric  light  companies  not  acted  on  revoked  (.Sept. 
18,  1888),  2,  1 14. 

All  applications  for,  laid  on  table  (Jan.  18,  1889),  2,  314. 

Statement  of  Commissioner  Gibbens  in  relation  to  losses  occurring  in  removal 
of  (April  24,  1889),  3,  136. 

Opinion  of  Corporation  Counsel  to  be  requested  as  to  whether  any  longer 
lease  of  life  is  given  to  telegraph  and  telephone  poles,  unnecessary  and 
dead  as  such,  by  use  of  them  by  an  electric  light  company  under  lease  or 
license  from  owner  company  (May  29,  1889),  3,  194. 

Resolution  that  dangerous  poles  be  replaced  by  company  owning  them  if 
notified  that  they  are  dangerous,  offered,  but  not  acted  on.  Statement  of 
Mayor  . Grant  in  connection  with  resolution  (June  13,  1889),  3,  210. 
Resolution  in  relation  to  dangerous  poles  and  wires  offered,  but  not  acted  on 
(June  26,  1889),  3,  247. 

Report  of  Engineer  on  applications  of  U.  S.  111.  Co.  to  replace  rotten  and 
dangerous  poles  with  new  ones.  Statement  of  Commissioner  Gibbens  in 
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connection  with  report,  and  in  support  of  resolution  offered  by  him  for 
replacement  of  dangerous  poles.  Report  of  Engineer  accepted  and  adopt- 
ed (June  26,  1889),  3,  247-249. 

Opinion  of  Corporation  Counsel  Clark  defining  a company’s  right  or  estate  m 
poles.  Id.,  254. 

Secretary  authorized  to  issue  permits  to  erect  new,  of  the  same  size  poles  in  place 
of  old  dangerous  ones  (Aug.  17,  1889),  3,  356. 

Commissioner  Gibbens  epitomizes  report  of  Electrical  Expert  on  removals  of 
poles  and  wires  in  statement  to  Board  (Oct.  9,  1889),  4,  40. 

Localities  of  dead  poles  and  wires  directed  to  be  furnished  by  Electrical  Ex- 
pert to  Commissioner  of  Public  Works  (Jan.  8,  1890),  4,  117. 

Engineer  and  Electrical  Expert  directed  to  notify  companies  to  mark  poles, 
in  conformity  to  rule  (March  25,  1891),  4,  242. 

Secretary  authorized  to  issue  permits  to  erect  new,  of  the  same  size  poles  in 

Secretary  directed  to  notify  companies  to  furnish  lists  of  their  poles  and  lines.  Id., 
242. 

Resolution  read  that  Board  request  the  Comni’r  of  P.  Works,  through  the 
Mayor,  to  remove  all  poles  not  marked,  commencing  one  week  after 
adoption  of  resolution,  and  notice  given  that  the  resolution  will  be  of- 
fered for  adoption  at  next  meeting  (April  14,  1891),  S,  286. 

Report  of  Electrical  Expert  that  certain  companies  have  branded  their  poles 
(April  20,  1891),  5,  322. 

Commissioner  of  Public  Works  directed  to  be  requested,  through  Mayor,  to 
remove  all  unmarked  poles,  beginning  one  week  from  adoption  of  reso- 
lution. Id.,  325. 

Statement  of  Electrical  Expert  showing  streets  cleared  of  poles  and  wires 
since  March  15.  Id.,  327. 

Opinion  of  Corporation  Counsel  Clark  that  Board  may  direct  the  removal  of 
unmarked  poles  (June  2,  1891),  5,  384. 

■ Report  of  Electrical  Expert  of  poles  and  wires  removed  from  Jan.  i to  July  i, 
1891  (July  17,  1891),  5,  384- 

police  DEPARTMENT. 

Communication  of,  in  relation  to  signaling  systems  (Dec.  22,  1887),  i,  231. 

Communication  of,  in  relation  to  violation  of  rules  of  Board  (May  25,  1888), 
2,  II. 

Communication  to,  in  relation  to  carrying  out  rules  of  Board,  etc.  Id.,  12. 

Communication  of,  in  relation  to  violation  of  rules  of  Boaid,  etc.  (June  ii, 

1888) ,  2,  18. 

Communication  of  Board  to,  that  certain  permit  granted  to  U.  S.  111.  Co.  is  re- 
voked (June  15,  1888),  2,  34. 

President  of  Board  appointed  a committee  to  confer  with  Boards  of  Fire  and 
Police  as  to  prospect  of  placing  underground  their  wires  (Aug.  8,  1888),  2,  98. 

To  be  notified  that  there  are  no  permits  of  Board  in  force  for  the  erection  of  poles 
or  stringing  of  wires  (Feb.  18,  1889),  2,  342. 

Duplicates  of  permits  of  Board  to  be  transmitted  to  (Feb.  25,  1889),  2,  396. 

Communication  of,  stating  that  no  permit  has  been  issued  by  Police  Department 
to  Police  Signaling  Cos.  to  string  wires  to  exhibit  their  systems  (March  7, 

1889) ,  2,  402. 

Communication  of,  giving  routes  of  Police  wires.  Id,  403. 
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Report  of,  in  relation  to  Manhattan  E.  L.  Co.  stringing  wires  without  permit  (April 
24,  1889),  3,  124. 

Communication  of,  in  relation  to  removal  of  signal  boxes,  etc..  Id,  127. 

Specifications  of,  for  underground  wires  referred  to  the  Electrical  Expert  (May 
28,  1889),  3,  179. 

Verbal  report  of  Electrical  Expert  approving  of  specifications  of  Police  Depart- 
ment for  underground  wires.  Resolution  approving  specifications  (June  13, 
1889),. 3,  222,  223. 

Directed  to  be  informed  of  violation  by  companies  of  law  (Sep.  12,  1889),  3,  371. 

Communication  of,  reciuesting  permission  to  build  subways  between  station  houses 
and  public  subways  (Jan.  8,  1890),  4,  113.  Resolution  offered  that  Secretary 
answer  communication  and  say  that  Police  Department  is  authorized  to  build 
these  connections,  but  not  passed,  substitute  resolution  being  offered  and 
adopted  referring  communication  to  Engineer,  with  directions  to  confer  with 
Police  Department,  Id,  114. 

To  be  furnished  list  of  lines  which  could  be  removed  but  for  the  service  of  Police 
and  Fire  Departments,  Id,  118. 

Application  of  Police  Department  for  duct  for  Police  wires,  together  with  corre- 
spondence in  relation  thereto;  Board  considers  application  and  correspond- 
ence, hearing  Fire  Commissioner  Robbins,  Mr.  Dauterbach  and  Mr.  Cohen, 
and  refers  matter  to  the  Engineer  and  the  Expert  (May  16,  1890),  4,  331-349. 

Hearing  and  consideration  of  report  of  Engineer  and  Expert  in  matter  of  applica- 
tion of  Police  Department  for  duct  in  subways  postponed  to  next  meeting. 
Department  to  be  notified  of  next  meeting  of  Board  (May  19,  1890),  5,  10,  ii. 

Board  hears  Commissioner  Voorhis  in  relation  to  combined  use  by  Police  and  Fire 
Departments  of  one  subway  duct  (June  18,  1890),  5,  24. 

Communication  of,  in  relation  to  certain  wires  of  Department  (April  14,  1891), 
5,  301. 

Engineer  requested  to  ascertain  what  objection  there  is  to  Police  wires  in  West 
Broadway  being  placed  in  subway  (April  20,  1891),  5,  321. 

Secretary  directed  to  request  to  brand  its  poles.  Id,  323. 

Report  of  Engineer  that  W.  B’way  Police  wires  will  be  removed  by  July  i (May 
27,  1891),  5,  381. 

Communication  of,  relative  to  removal  of-  certain  of  its  wires  (Nov.  10,  1891), 
5,  398. 

Electrical  Expert  states  that  Police  and  Fire  Departments  lack  money  to  put  their 
wires  underground,  Id,  398. 

POSTAL  TELEGRAPH-CABLE  COMPANY. 

Communication  of,  in  reference  to  90  days’  notice  (Feb.  25,  1889),  2,  351. 

Application  of,  to  run  a wire  on  loth  ave.,  from  39th  to  42d  street,  denied  (June 
18,  1890),  5,  13. 

Application  of,  to  place  an  additional  cross-arm  and  6 new  wires  on  70  poles,  etc., 
referred  to  the  Electrical  Expert  (Dec.  4,  1890),  5,  93. 

Pole  line  of,  and  pole  line  of  West.  Un.  Tel.  Co.  on  St.  Nicholas  ave.,  to  be  re- 
moved, and  permit  to  be  given  companies  to  build  a new  pole  line  (March  ii, 
1891),  S,  210. 

Application  of,  for  subsidiary  connections.  Application  granted  (March  18,  1891), 
2,  220,  221. 

Certain  line  of,  to  be  transferred  (Apr.  20,  ’91),  5,  314. 
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Board  considers  application  of,  for  subsidiary  connections,  and  Con.  Tel.  & E.  S. 
Co.  directed  to  build  same.  Id,  326. 

Application  of,  to  place  3 addi^donal  cross-arms  on  poles  on  Rider  ave.,  from  Har- 
lem River  to  I38tli  st.,  and  place  30  wires  thereon.  Application  referred  to 
■ Engineer  (April  22,  1891),  5,  343. 

List  of  lines  of,  still  up  in  ist  proscribed  district  (May  27,  1891),  5,  381. 

Mr.  Emerick,  Superintendent  of,  makes  statement  in  reference  to  condition  of  lines 
of  Co.  in  I St  proscribed  district  and  prospect  of  removal  of  lines  by  June 
1st,  Id,  382. 

Report  of  Engineer  on  application  of  Co.  to  transfer  its  wires,  etc.  Board  dis- 
cusses and  considers  report  and  communications,  hears  Mr.  Emerick,  its  Super- 
intendent, and  Mr.  Lauterbach,  its  counsel,  and  grants  application,  upon  con- 
ditions, Id,  382. 

Communication  of,  in  reference  to  subway  requirements  (Oct.  8,  1891),  5,  395. 

Report  of  Electrical  Expert  on  housetop  wires  of  Co.  in  ist  proscribed  district 
(Nov.  10,  1891),  5,  397- 

PROSCRIBED  DISTRICTS. 

See  First  Proscribed  District. 

See  Second  Proscribed  District. 

See  Third  Proscribed  District. 

PULSION  TELEPHONE  COMPANY. 

Report  of  Commissioner  Storm  on  arrest,  trial  and  conviction  of  two  employees 
of  Co.  for  stringing  telephone  wire  without  permit  of  Board  (Nov.  10,  1891), 
5>  398. 

PUTNEY,  MR. 

Statement  of,  on  behalf  of  Thomson-Houston  people  in  respect  to  proposed  con- 
tract with  Standard  E.  S.  Co.  (Jan.  31,  1890),  4,  210. 

Statement  of,  on  behalf  of  Thomson-Houston  people  and  North  N.  Y.  L.  Co.  in 
reference  to  proposed  contract  with  Standard  Electrical  Subway  Company 
(Feb.  19,  1890),  4,  215. 


Q. 


QUINN,  EDWARD. 

Killed  by  Brush  current  June  27,  1889  (Oct.  9,  1889),  4,  2. 


R. 

READ,  C.  H.  & CO. 

Communication  of,  transmitting  letter  addressed  by  them  to  Mayor  Hewitt  and 
Mayor  Hewitt’s  reply;  the  letter  and  the  reply;  the  communications  directed 
to  be  spread  on  minutes  and  answer  directed  to  be  sent  to  Read  & Co.;  the 
answer  (August  8,  1888),  2,  79-93- 

REDDINGTON,  J. 

Permit  to  issue  to,  to  erect  lamppost  (July  2,  1888),  2,  47. 


REILLY,  CHRISTOPHER  P. 

Appointed  Inspector  of  Electrical  Conductors  (August  8,  1888),  2,  97. 

Report  of,  on  wires  of  Ball  Electrical  111.  Co.  (Oct.  30,  1888),  2,  220. 

Charges  against,  by  Secretary  Moss  (March  7,  1890),  4,  251. 

Statement  of  Electrical  Expert  in  relation  to  charges  against.  Id,  252. 

Board  discusses  ciuestion  of  sufficiency  of  notice  to.  Id,  252. 

Name  of,  called,  but  not  answered  to.  Id.,  253. 

Charges  against  sustained,  and  he  is  dismissed  from  employ  of  Board,  Id,  253. 
REILLY,  R.  J. 

Certified  by  State  Civil  Service  Board  as  Inspector  of  Electrical  Conductors  (June 
8,  1888),  2,  5. 

Resolution  for  appointment  of,  laid  on  table  (June  13,  1888),  2,  20. 

Appointed  Inspector  of  Electrical  Conductors  (June  15,  1888),  2,  22. 

To  report  for  duty  June  i6th.  Id,  23. 

Declines  to  serve.  Statement  of  Commissioner  Gibbens  (August  8,  1888),  2,  97. 

RENTALS. 

See  Subway  Rentals. 

REPAIRS. 

Companies  authorized  and  instructed  to  make  repairs  (July  22,  1887),  i,  40. 

Companies  to  receive  copy  of  resolution  in  relation  to  repairs,  etc.  (July  27,  1887), 
I,  49. 

U.  S.  111.  Co.  to  be  advised  in  reference  to  repairs  to  its  lines  (Oct.  19,  1888),  2,  185. 

U.  S.  111.  Co.  directed  to  obtain  approval  of  Engineer  to  replace  pole  (Aug.  15, 
1889),  3,  321. 

U.  S.  111.  Co.  directed  to  obtain  approval  of  Electrical  Expert  to  repair  or  replace 
wire.  Id,  321. 

REPAVEMENT  OF  STREETS. 

Statement  of  Mayor  Grant  that  Commissioner  of  Public  Works  Gilroy  will  give, 
notice  of  streets  to  be  repaved  (March  19,  1889),  3,  5. 

Communication  of  Comm’r  of  P.  Works  Gilroy,  giving  list  of  streets  to  be  re- 
paved (Sep.  12,  1889),  3,  374. 

Mayor  Grant  suggests  advisability  of  building  subways  in  streets  at  time  of  their 
repavement.  Comm’r  of  P.  Works  Gilroy  and  Engineer  of  Board  combat  sug- 
gestion of  Mayor  Grant  as  impracticable  (Jan.  31,  ’90),  4,  179. 

REPORTS  OF  BOARD  TO  GOVERNOR  AND  LEGISLATURE. 

Resolution  that  committee  of  one  be  appointed  , by  Chair  to  draft  report  to- Gover- 
nor and  Legislature  (Dec.  22,  1887),  i,  240. 

Commissioner  Gibbens,  committee,  submits  report  to  Governor  and  Legislature, 
which  is  read  and  adopted.  First  Report  of  Board  of  Electrical  Control 
(January  6,  1888),  i,  243-247. 

Committee  to  be  appointed  by  Chair  to  draw  up  report  to  Governor  and  Legisla- 
ture (Dec.  7,  1888),  2,  273. 

Gommissioner  Gibbens,  committee,  states  that  he  is  ready  to  report.  Board  goes 
into  executive  session  to  hear  report  to  Governor  and  Legislature.  Report 
presented  by  Gommissioner  Gibbens  and  read.  Report  accepted  and  approved 
and  ordered  printed  (Dec.  21,  1888),  2,  279,  282. 
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Report  of  Board  to  Governor  and  Legislature  read  and  considered.  Mayor  Grant 
makes  statement  in  connection  with  report.  Report  adopted,  ordered  to  be 
printed  and  transmitted,  etc.,  etc.  Third  Report  of  Board  to  Governor  and 
Legislature  (Jan.  8,  i8go),  4,  iii,  112. 

REVOCATION  OF  PERMITS. 

See  Permits. 

RIDGWAY,  EDGAR  L.  (Vice-Pres.  Con.  Tel.  & E.  S.  Co.) 

Statement  of,  in  reference  to  application  for  ducts  by  Harlem  L.  Co.  (March  2-2, 
1890),  4,  256. 

Asks  Board  to  insist  that  electric  light  companies  state  definitely  what  ducts  they 
require  (March  31,  1890),  4,  291. 

Board  hears  stateriient  from,  relative  to  steam-heated  subways  (April  8,  1890), 

4,  295. 

Statement  of,  in  answer  to  communication  of  Comm’r  of  P.  Works  Gilroy,  com- 
plaining of  slow  subway  construction  in  streets  where  new  pavements  are  to 
be  laid  (May  14,  1890),  4,  323. 

Board  hears  in  relation  to  what  is  proper  security  to  be  given  by  electric  light  com- 
panies, Id,  326. 

States  that  work  on  Broadway  distributing  duct  will  be  commenced  shortly  (May 
19,  1890),  5,  2. 

Board  hears  in  matter  of  report  of  Engineer  and  Electrical  Expert  as  to  combined 
use  of  one  duct  by  Fire  and  Police  Departments  (June  18,  1890),  5,  23. 

States  that  Consolidated  Tel.  & E.  S.  Co.  will  renew  application  to  Commissioner 
of  P.  Works  for  permit  for  Broadway  bet.  Houston  st.  and  Bowling  Green 
March  30,  1891),  3,  282. 

ROBINSON  & WALLACE. 

Application  of,  for  removal  of  pole  of  Brush  Electric  111.  Co.  referred  to  the  Engi- 
neer (Aug.  IS,  ’89),  3,  339. 

ROBBINS,  S.  HOWLAND. 

See  Fire  Department. 

ROOT^  ELIHU. 

See  Manhattan  Electric  Light  Company. 

See  Harlem  Lighting  Company. 

ROTH,  GEORGE  W. 

Appointed  Inspector  of  Electrical  Conductors  (June  15,  1888),  2,  22. 

To  report  for  duty  June  16,  Id,  22. 

Report  of,  on  three  lines  of  poles  of  Western  Union  Tel.  Co.  (Nov.  23,  1888),  2, 
247- 

Resignation  of,  as  Inspector  of  Electrical  Conductors.  Resignation  accepted  by 
Board  (March  7,  1890),  4,  250. 

RULES  AND  REGULATIONS  GOVERNING  THE  OCCUPANCY  OF  THE  SUB- 
WAYS. 

Consolidated  Tel.  & E.  S.  Co.  requested  to  submit  to  Board  rules  and  regulations 
governing  the  occupancy  of  the  subways  (Sep.  8,  1887),  i,  108. 
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Communication  of  Con.  Tel.  & E.  S.  Co.  transmitting  rules  and  regulations  gov- 
erning the  occupancy  of  the  subways,  for  approval  by  Board;  the  rules  and 
regulations;  reference  to  Park  Benjamin  of  the  rules  and  regulations  (Oct. 
4,  1887),  I,  135-138. 

Approved  as  far  as  they  go,  and  additions  suggested  by  Park  Benjamin  referred 
to  Co.,  to  be  embodied  by  Co.  if  desirable  in  rules  and  regulations  and  re- 
ferred back  to  Board  for  approval  (Dec.  22,  1887),  i,  189. 

Rules  and  Regulations  Governing  the  Occupancy  of  the  Subways  submitted  by 
Con.  T.  & E.  S.  Co.  Same  approved  by  Board  (April  17,  1888),  i,  268,  269. 

Addition  to,  recommended  by  Electrical  Expert.  Reference  of  additional  rule  rec- 
ommended by  Electrical  Expert  to  Con.  T.  & E.  S.  Co.  (Sep.  18,  1888),  2, 
107,  108. 

Communication  of  Con.  T.  & E.  S.  Co.,  stating  its  desire  to  incorporate  additional 
rule  recommended  by  Electrical  Expert  in  its  rules,  with  approval  of  Board. 
Board  approves  the  rule  (Oct.  23,  1888),  2,  203,  204. 

oection  4A  of  Rules  and  Regulations  Governing  the  Occupancy  of  the  Subways 
amended  (Jan.  31,  i8go),  4,  190. 

RULES  AND  REGULATIONS  OF  BOARD  OF  ELECTRICAL  CONTROL. 

Rules  adopted  (July  15,  1887),  i,  19. 

Printed  copies  of  rules  directed  to  be  sent  to  Fire  and  Police  Departments  and  to 
Corporation  Counsel,  Id,  19. 

Communication  of  Comm’r  of  P.  Works  Newton,  approving  rules,  and  suggesting 
certain  additional  ones.  Communication  directed  to  be  spread  on  minutes  and 
thanks  returned  to  Commissioner  for  his  suggestions.  Id,  20. 

Rules  directed  to  be  submitted  to  electrical  engineer  to  be  selected  by  Commissioner 
Gibbens,  to  report  whether  they  are  sufficient  (July  19,  1887),  i,  29. 

Commissioner  Gibbens  reports  that  he  has  consulted  with  an  electrical  engineer, 
who  says  rules  are  all  right  (July  22,  1887),  I,  37. 

Commissioner  Gibbens  calls  attention  of  Board  to  some  rules  and  regulations  for 
overhead  wires,  and  on  his  motion  resolution  adopted  that  they  be  printed,  to 
be  acted  on  at  next  meeting.  The  proposed  new  rules  and  regulations  (April 
17,  1888),  I,  277. 

Board  adopts  (amends  so  as  to  read  as  follows)  Rules  and  Regulations  for  Over- 
head Wires.  Rules  and  Regulations  for  Overhead  Wires  (May  lo,  1888), 
I,  289-292. 

Rules  and  Regulations  directed  to  be  printed  over  again,  with  place  from  which  they 
emanate  and  date  of  their  adoption  added  (May  25,  1B88),  2,  i. 

Resolution  adopted  that  on  and  after  July  i,  1888,  no  company  shall  do  business 
of  electric  lighting  without  certificate  from  Expert  as  to  machinery  and  plant 
used,  and  after  July  15,  1888,  without  a certificate  that  its  conductors  are  in  ac- 
cordance with  rules  and  regulations  (June  15,  1888),  i,  23. 

Rule  entitled  “Day  Circuits”  adopted  and  made  part  of  Rules  and  Regulations  for 
Overhead  Wires  (July  2,  1888),  2,  59. 

Rule  entitled  “Number  of  Circuit”  made  part  of  Rules  and  Regulations  for  Over- 
head Wires,  Id,  59. 

Rule  entitled  “Stations”  made  part  of  Rules  and  Regulations  for  Overhead  Wires, 
Id,  62. 

Resolution  adopted  that  on  and  after  August  i,  1888,  no  company  shall  do  busi- 
ness of  electric  lighting  without  certificate  of  Board  that  its  lines  comply  with 
rules  of  Board,  Id,  62. 
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Rules  entitled  respectively  “Loops”  and  “Linemen”  added  to^  Rules  and  Regula- 
tions for  Overhead  Wires  (July  i6,  1888),  2,  78. 

Rule  entitled  “Certificate  of  Inspection”  suspended  (August  8,  1888),  2,  100. 

Rule  entitled  “Low  Lamps”  made  part  of  Rules  and  Regulations  for  Overhead 
Wires  (Sep.  18,  1888),  2,  109. 

Proposed  Rules  and  Regulations  for  Overhead  Conductors  for  Electric  Light  and 
Power.  These  proposed  rules  to  be  taken  up  and  considered  at  a meeting  to 
be  held  October  19  (Oct.  17,  1888),  2,  137-144- 

Proposed  Rules  and  Regulations  for  Overhead  Conductors  for  Electric  Light  and 
Power  considered,  and  consideration  suspended  (Oct.  19,  1888),  2,  176. 

Proposed  Rules  and  Regulations  for  Overhead  Conductors  for  Electric  Light  and 
Power  considered,  and  laid  over  (Oct.  23,  1888),  2,  204. 

Proposed  Rules  and  Regulations  for  Overhead  Conductors  for  Electric  Light  and 
Power  adopted,  to  take  effect  November  19,  1888.  These  rules  as  adopted 
(November  13,  1888),  2,  223-231. 

Commissioner  Gibbens  moves  certain  amendments  to  Rules  and  Regulations  for 
Overhead  Conductors  for  Electric  Light  and  Power.  Motion  not  put  (Aug. 
17,  1889),  3>  342. 

Rule  XXXVIII.  adopted,  amending  Rules  and  Regulations  for  Overhead  Con- 
ductors for  Electric  Light  and  Power  (Sep.  12,  1889),  3,  394. 

Resolution  amending  Rules  and  Regulations  for  Overhead  Wires  for  Signaling 
laid  over  from  a previous  meeting  called  up,  and  again  laid  over  (Sep.  12, 
1889),  3,  395- 

Commissioner  Gibbens  calls  attention  to  typographical  error  in  rules  (Oct.  9,  1889), 
4,  40. 

Proposed  modification  of  rules  directed  to  be  sent  to  the  electrical  companies,  to 
give  the  companies  a chance  to  discuss  them  (Jan.  8,  1890),  4,  121. 

Board  considers  proposed  rules  for  overhead  wires,  and  adopts  “Rules  and  Regula- 
tions for  Overhead  Wires”  (Feb.  19,  1890),  4,  236-245. 

The  Electrical  Expert  recommends  amendment  to  Rule  32,  the  Board  discusses  pro- 
posed amendment  and  adopts  it,  also  adopts  amendment  to  caption  to  rules, 
making  them  take  effect  as  of  this  date  (March  31,  1890),  4,  288. 

The  Engineer  and  the  Expert  directed  to  see  that  Rule  ii  is  enforced  (March  25, 
1891),  5,  250. 

Judge  Kelly  protests  against  Rule  ii  as  unjust,  Id,  250. 

RUSSELL,  LESLIE  W. 

Communication  of,  in  relation  to  the  matter  of  laying  a conduit  in  Fulton  street  by 
an  electric  motor  company  (Oct.  20,  1887),  i,  164. 


S. 

SAFETY  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Application  of,  for  franchise  submitted  to  Board  and  laid  on  table  (July  15, 
1887),  I,  23. 

Statement  of  Mr.  Stetson  in  respect  to  application  of  Company  fpr  franchise  (Aug. 
4,  1887),  I,  80. 

Resolution  offered  that  application  of  Co.  for  franchise  be  granted,  in  the  form  re- 
ported by  the  committee  as  the  form  in  which  such  applications  should  be 
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granted;  resolution  withdrawn,  and  application  referred  to  Corporation  Coun- 
sel (Sep.  8,  1887),  I,  no. 

Franchise  of  Company  (Sep.  20,  1887),  I,  114. 

Application  of,  to  erect  a pole  line  on  22d  street  denied  (Dec.  4,  1888),  2,  260. 

Communication  of,  offering  to  build  certain  subways  and  to  enter  into  contract  with 
Board,  and  communication  laid  on  table.  Lawyers  Choate  and  Cravath  argue 
in  support  of  Company’s  application  to  build  subways,  as  also  its  president,  Mr. 
Jackson.  Mr.  Cravath  makes  oral  formal  offer  of  Company  to  build  sub- 
ways (October  14,  1889),  4,  63-85. 

ST.  JOSEPH’S  HOSPITAL  FOR  INCURABLE  CONSUMPTIVES. 

Permit  directed  to  issue  to  Met.  T.  & T.  Co.  for  (June  13,  1889),  3,  207. 

SCALE  OE  RENTALS. 

Resolution  requesting  Con.  Tel.  & E.  S.  Co.  to  furnish  scale  of  rentals  (May  20, 
1889),  3,  191. 

Communication  of  Con.  Tel.  & E.  S.  Co.,  giving  scale  of  rentals  (Jime  13,  1889), 
3,  231. 

SECOND  PROSCRIBED  DISTRICT. 

Engineer  and  Electrical  Expert  directed  to  report  whether  it  is  practicable  to  have 
another  proscribed  district  having  for  its  centre  Chambers  street  and  Broad- 
way (March  18,  1891),  5,  234. 

Report  of  Engineer  and  Expert  that  it  is  practicable  to  have  another  proscribed  dis- 
trict having  for  its  centre  Chambers  street  and  Broadway.  Resolution  read 
authorizing  Mayor,  after  July  ist,  to  direct  Commissioner  of  Public  Works  to 
remove  all  poles  carrying  wires  within  district  bounded  by  Canal  street.  Bat- 
tery place.  State  street.  Bowery,  New  Bowery,  Pearl  street,  Whitehall  street 
and  Greenwich  street,  and  Comm’r  Hess  suggests  ist  of  August  instead  of 
1st  of  July,  and,  on  motion  of  Mayor  Grant,  resolution  is  laid  over,  and  com- 
panies are  directed  to  notify  Engineer  within  48  hours  what  they  want  within 
this  territory  (March  25,  1891),  S,  243-246. 

Mayor  authorized  after  August  ist  to  direct  Commissioner  of  Public  Works  to  re- 
move all  poles  from  district  bounded  by  Canal  street  on  the  north.  Battery 
place  and  State  street  on  the  south.  Bowery,  New  Bowery,  Pearl  street  and 
Whitehall  street  on  the  east,  and  Greenwich  street  on  the  West,  including 
boundary  streets  (March  30,  1891),  5,  280. 

SHEEHAN,  JOHN  C. 

See  Police  Department. 

SHERMAN,  .HENRY  H. 

Communication  of,  in  regard  to  plan  of  subways  of  Andrew  Derrom  (Dec.  21, 
1888),  2,  283. 

SIGNALING  BOXES. 

Secretary  directed  to  notify  owners  of  signaling  boxes  erected  for  police  purposes 
to  remove  them  at  once  (April  24,  1889),  3,  129. 

SILVERMAN,  MRS. 

Application  of,  to  have  lamp  in  front  of  her  residence  shaded  referred  to  Elec- 
trical Expert  (June  13,  ’88),  2,  63. 
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SIMPSON,  CHARLES  S. 

Addresses  Board  in  opposition  to  application  of  Harlem  Bridge,  Morrisania  & ♦ 

Fordham  Railway  Company  and  presents  protest  (Jan.  23,  1891),  5,  152. 

SISTERS  OF  THE  POOR. 

Application  of,  granted  (June  13,  1889),  3,  207. 

SKITT,  ALFRED. 

Communication  of,  requesting  the  granting  of  applications  of  Met.  Tel.  & Tel.  Co. 
and  U.  S.  111.  Co.  in  reference  to  certain  poles.  Request  granted  (July  2:2, 

1887),  I,  38-40. 

SMITH,  D.  LOWBER  (Commissioner  of  Public  Works.) 

Examination  of,  in  reference  to  gas  explosions  in  the  subways.  Appointed,  with 
Commissioner  Gibbens,  committee  to  report  on  gas  explosions  in  the  subways 
April  2,  1889),  3,  108-121. 

SPEER,  MR. 

See  Brush  Electric  Illuminating  Company. 

STANDARD  ELECTRICAL  SUBWAY  COMPANY. 

Makes  oral  proposition,  through  Wheeler  H.  Peckham,  to  build  subways.  Mayor 
Grant  says  he  will  confer  with  Corporation  Counsel  as  to  power  of  Board  to 
contract  with  Co.  (Oct.  9,  1889),  4,  33. 

Makes  oral  proposition,  through  Wheeler  H.  Peckham,  to  build  subways  (Oct.  14, 

1889),  4,  82. 

Makes  oral  offer,  through  Wheeler  H.  Peckham,  to  build  subways.  Id,  85. 

Mr.  Lauterbach  states  willingness  of  Con.  Tel.  & E.  S.  Co.  to  allow  Standard  E.  S. 

Co.  to  contract  with  Board  to  build  electric  light  subways.  Statement  of  Mr. 
Peckham,  on  behalf  of  Co.,  in  connection  with  proposed  contract.  Discussion 
concerning  making  contract  with  others  than  Con.  Tel.  & E.  S.  Co.  (Jan.  31, 

’90),  4,  182-189. 

Opinion  of  Corporation  Counsel  Clark  that  Board  may  make  further  and  other 
contracts  whenever  it  determines  that  existing  contract  is  ineffectual  to  carry 
out  Chap.  716  of  Laws  of  1887,  and  may  make  contract  with  Standard  Elec- 
trical Subway  Co.  Board  hears  statements  and  arguments  in  connection  with 
the  opinion  and  with  the  making  of  the  proposed  contract  with  the  Standard 
Co.  by  counsel  representing  the  several  electric  light  companies.  Board  re- 
solves to  enter  into  contract  with  Co.,  terms  of  contract  to  be  settled  at  a meet- 
ing to  be  held  Feb.  19.  Board  orders  Co.  to  build  certain  subways.  Comm’r 
of  P.  Works  Gilroy  states  that  he  will  permit  opening  of  streets  for  sub- 
way construction  by  March  i (Feb.  17,  i8go),  4,  192-213. 

Mayor  Grant  states  that  he  has  received  objections  to  proposed  contract  only  from 
North  N.  Y.  Lighting  Co.  Senator  Grady  states  that  East  River  E.  L.  Co. 
joins  North  N.  Y.  L.  Co.  in  its  objections  to  contract.  Reading  of  proposed 
contract  commenced.  Manhattan  E.  L.  Co.  obtains  and  serves  an  injunction 
enjoining  making  of  proposed  contract.  Board  discusses  and  considers  pro- 
posed contract,  hearing  Mi".  Peckham  of  counsel  for  Standard  Co.,  Senator 

, Grady  of  Counsel  for  East  River  E.  L.  Co.,  Mr.  Nicoll  and  Mr.  Putney  of 
counsel  for  Thomson-Houston  people,  Mr.  Forster  of  counsel  for  Mount  Mor- 
ris E.  L.  Co.,  and  Mr.  Lauterbach  of  counsel  for  Consolidated  Co.  Form- 
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of  proposed  contract  with  Standard  Co.  as  adopted  by  the  Board.  Resolu- 
tions as  substitute  for  resolution  passed  at  last  meeting — to  perfect  record 
(Feb.  19,  1890),  4,  214-233. 

Communication  of,  asking  to  be  allowed  to  use  either  iron  pipe  or  cement-lined 
pipe.  Discussed.  Laid  on  table  (March  26,  1890),  4,  268-270. 

Assistant  Corporation  Counsel  Dean  states  that  General  Term  decision  will  not 
permit  coirtract  to  be  made  in  its  present  shape  (March  31,  1890),  4,  277, 

Mayor  Grant  asks  if  Mr.  Peckham  or  any  one  representing  him  is  present.  A rep- 
resentative of  Mr.  Peckham  makes  excuse  for  his  absence.  Mayor  Grant  asks 
if  Standard  Co.  is  prepared  to  execute  contract,  with  amendments  as  specified 
by  General  Term.  Mr.  Lauterbach  answers  that  it  will  not  execute  it  (April 
8,  1890),  4,  277-296. 

Board  repeals  resolution  of  Feb.  17  directing  Standard  Co.  to  build  certain  subways. 
Id,  297. 

STANDARD  UNDERGROUND  CABLE  COMPANY. 

Communication  of,  in  reference  to  requirements  of  Board  relative  to  wires  to  be 
placed  in  the  subways  (Dec.  22,  1887),  i,  229. 

Communication  of,  stating  it  has  contract  with  Brush  Electric  111.  Co.  to  supply 
it  with  subway  cable  (July  2,  1888),  2,  31. 

Communication  of,  enclosing  sample  of  cable  making  for  Brush  Electric  111.  Co. 
Sample  of  cable  referred  to  Electrical  Expert,  for  his  opinion  and  report  (July 
16,  1888),  2,  70,  75. 

Communication  of  Co.  to  Police  Department  in  relation  to  combined  use  of  one 
subway  duct  by  Fire  and  Police  Departments,  stating  its  impracticability, 
unless  both  cables  drawn  in  at  same  time  (May  16,  1890),  4,  334. 

STEAM  HEATING  COMPANY. 

Commissioner  Gibbens  states  that  Board  had  some  time  since  addressed  a letter  to 
Con.  Tel.  & E.  S.  Co.,  stating  that  its  subways  on  Park  Row  were  untenantable, 
owing  to  the  encroachments  upon  them  of  the  Steam  Heating  Co.,  and  offers 
a resolution  that  Consolidated  Co.  repair  and  make  them  tenantable,  which 
resolution,  after  statement  of  Engineer  Beckwith  of  Consolidated  Co.,  that 
Steam  Heating  Co.,  although  having  made  some  repairs,  was  still  derelict,  was 
adopted  (Sep.  18,  1888),  2,  115,  116. 

Communication  of  Con.  Tel.  & E.  S.  Co.,  stating  that  Steam  Heating  Co.  has  been 
called  upon  to  make  repairs,  and  submitting  report  of  Chief  Engineer  of  Steam 
Heating  Co.  Communication,  with  an  application  of  the  Western  Union  Tel. 
Co.,  referred  to  Electrical  Expert,  to  report  at  meeting  to  be  held  Friday,  at 
which  Superintendent  of  Western  Un.  T.  Co.,  Pres,  of  Steam  H.  Co.  and  Pres, 
of  Consolidated  Co.  are  requested  to  be  present  (Oct.  17,  1888),  2,  146-156. 

Engineer  states  that  he  is  not  yet  ready  to  report  on  condition  of  Park  Row  and 
other  down-town  heated  subways. 

Statement  of  Mr.  Lauterbach  in  relation  to  heated  subways.  Statement  of  Pres. 
Andrews,  of  Steam  Heating  Co.,  in  relation  to  same  matter.  Matter  of  heated 
subways  laid  over.  Verbatim  report  of  Mr.  Lauterbach’s  statement  as  above 
(Oct.  19,  1888),  2,  172-180  and  193-201. 

Engineer  states  that  he  is  not  yet  ready  to  report  on  steam-heated  subways.  The 
Engineer  and  the  Electrical  Expert  directed  to  make  specific  report  in  writing 
on  steam-heated  subways  (Oct.  23,  1888),  2,  202. 

Report  of  the  Engineer  and  the  Electrical  Expert  on  steam-heated  subways.  Com- 
munication of  Met.  T.  & T.  Co.  in  reference  to  these  subways.  Consolidated 
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Tel.  & E.  S.  Co.  directed  to  prevent  escape  of  steam  into  subways,  b}'’  instituting 
suit  and  obtaining  injunction  against  Steam  Heating  Co.,  or  in  some  other  way 
(Oct.  30,  1888),  2,  215-218. 

Statement  of  Mr.  Cohen,  of  counsel  for  Consolidated  T.  & E.  S.  Co.,  in  relation  to 
bringing  suit  against  Steam  Heating  Company.  Secretary  directed  to  com- 
municate facts  regarding  steam-heated  subways  to  Counsel  to  the  Corporation 
and  ask  his  co-operation  (Nov.  13,  1888),  2,  243. 

STERN,  SIMON  H. 

Board  hears,  on  behalf  of  Manhattan  E.  L.  Co.  and  Harlem  L.  Co.,  in  relation  to 
report  of  Engineer  on  subway  rentals  (Sep.  19,  1890),  5,  60. 

STETSON,  MR. 

Statement  of,  in  respect  to  application  of  Safety  E.  L.  & P.  Co.  for  franchise  (Aug. 
4,  1887),  I,  80. 

-STEWART,  WILLIAM  R. 

See  Centennial  Celebration. 

STOCK  QUOTATION  TELEGRAPH  COMPANY. 

Report  of  Electrical  Expert  on  housetop  wires  of  ist  proscribed  district  (Nov.  10, 
1891),  5,  397- 

■STORM,  WALTON  (Commissioner  of  Board  of  Electrical  Control.) 

Mayor  Grant  states  that  Governor  has  appointed  Walton  Storm  to  fill  vacancy, 
that  he  has  taken  the  oath  of  office,  and  is  present.  The  Commissioner  present 
and  takes  part  in  proceedings  of  Board  (May  27,  ’91),  5,  380. 

Report  of,  on  arrest,  trial  and  conviction  of  two  men  in  Court  of  Special  Sessions 
for  stringing  wire  of  Pulsion  Telephone  Co.  without  permit  of  Board  (Nov.  10, 
1891),  5.  398. 

Reference  to,  of  matter  of  placing  district  messenger  wires  in  the  subways.  Id,  398. 

■STOUT,  GEORGE  H. 

Application  of,  for  position  of  Chief  Inspector  (July  27,  1887),  i,  51. 

STREETS. 

List  of,  to  be  repaved  (March  31,  1890),  4,  282. 

STRIKER  ESTATE,  ELLSWORTH  L. 

Application  of,  to  erect  arc  lamps,  etc.,  referred  to  the  Electrical  Expert  (Dec.  4, 
1890),  5,  83. 

SUBSIDIARIES. 

Commissioner  of  Public  Works  Gilroy  asks  Board  to  define  what  is  a subsidiary. 
Board  directs  Consolidated  Tel.  & E.  S.  Co.  hereafter  make  applications  for 
all  subsidiary  construction,  except  house  connections  (Aug.  28,  1890),  5,  43. 

SUBWAYS. 

Consolidated  Tel.  & E.  S.  Co.  directed  to  furnish  rates  of,  charge  for  use  of  sub- 
ways (May  29,  1889),  3,  191. 

Communication  of  Con.  Tel.  & E.  S.  Co.,  giving  scale  of  rentals  (June  13,  1889), 
3,-  231. 
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Consolidated  Tel.  & E.  S.  Co.  directed  to  be  notified  to  commence  work  on  all  sub- 
ways within  five  days  (Aug.  15,  1889),  3,  317. 

Engineer  directed  to  report  a comprehensive  system  of  subways  (Oct.  12,  1889),. 
4>  55- 

Report  of  Engineer  under  resolution  of  October  12  (Oct.  14,  1889),  4,  86.  Action, 
on  report  deferred  until  irext  meeting,  Id,  91. 

Report  of  Engineer  under  resolution  of  Oct.  12  discussed.  Work  suggested  in  re- 
port ordered  to  be  completed  during  season.  Engineer  directed  to  report  at 
next  meeting  comprehensive  plan  of  subways  for  -electric  lighting  (Oct.  15,- 

1889) ,  4,  94,  95. 

Application  of  Police  Department  for  leave  to  build  certain  subways.  Application 
referred  to  Engineer  (Jan.  8,  1890),  4,  113,  114. 

Electric  light  subways,  as  designated  by  Engineer,  ordered  in  streets  to  be  repaved 
(April  8,  1890),  4,  298. 

Companies  directed  to  furnish  number  of  ducts  required  by  them  in  subways 
ordered  under  a previous  resolution.  Id,  299. 

Board  revokes  authorization  for  subways  in  streets  repaved,  as  per  list  to  be  fur- 
nished by  Commissioner  of  Public  Works  (June  18,  1890),  5,  21. 

Consolidated  Tel.  & E.  S.  Co.  directed  to  build  subways,  wherever  required,  in* 
the  streets  where  new  pavements  are  to  be  laid  (Feb.  27,  1891),  5,  165. 

Report  of  Assistant  Secretary  in  relation  to  go  days’  notices  (April  20,  1891), 

S,  315- 

Engineer  directed  to  report  to  Board  subways  when  completed.  Id,  317. 

Act  of  Legislature  authorizing  Board  to  enter  into  contract  with  Empire  City  Sub- 
way Co.,  with  consent  of  Con.  T.  & E.  S.  Co.  (May  15,  1891),  5,  346. 

Contract  and  bond  of  Consolidated  Tel.  & E.  S.  Co.  to  remain  in  force,  whether 
subways  built  by  itself  or  Empire  City  Subway  Co.,  Id,  348. 

SUBWAY  RENTALS. 

Consolidated  Tel.  Sz:  E.  S.  Co.  directed  to  furnish  rates  of  charge  for  use  of  sub- 
• ways  (May  29,  1889),  3,  191. 

Communication  of  Con.  Tel.  & E.  S.  Co.,  giving  scale  of  rentals  (June  13,  1889), 
3,  231. 

Application  of  East  River  Electric  Light  Co.  for  relief  from  alleged  excessive 
subway  rentals.  Board  discusses  application,  and  refers  it  to  the  Engineer,  to 
take  testimony  and  report  the  same  to  the  Board  (March  26,  1890),  4,  258. 

Engineer  sets  hearing  in  matter  of  rentals  for  April  2,  at  12  M.  (March  31, 

1890) ,  4,  287. 

Engineer  states  that  he  has  proceeded  to  take  testimony  in  matter  of  subway 
rentals,  but  had  suspended  investigation  until  companies  desired  to  continue 
it,  and  Judge  Kelly  states  that  East  River  E.  L.  Co.  had  written  a letter  to  the 
Engineer  asking  him  to  proceed  (Aug.  22,  1890),  5,  36. 

Engineer  states  that  he  has  had  two  hearings  in  matter  of  subway  rentals — April 
2 and  August  26 — and  that  companies  desire  to  put  in  further  testimony. 
Board  gives  companies  one  week  to  put  in  their  testimony,  and  directs  Engi- 
neer to  report  at  next  meeting  (August  28,  1890),  5,  45. 

Report  of  Engineer  in  matter  of.  Mayor  Grant  invites  representatives  of  com- 
panies to  speak  on  subject  of  Engineer’s  report.  Board  hears  Mr.  Choate,  on  ' 
behalf  of  United  States  and  Brush  Cos.,  Mr.  Lauterbach,  on  behalf  of  Con. 

T.  & E.  S.  Co.,  and  Mr.  Grady,  on  behalf  of  East  River  E.  L.  Co.  Mayor 


Grant  states  that  he  will  consult  Corporation  Counsel  and  that  Board  will 
decide  matter  at  a meeting  on  Friday,  etc.  Resolution  of  adjournment  to  Fri- 
day to  dispose  of  report  of  Engineer  (Sep.  19,  1890),  5,  51-62. 

Mayor  Grant  calls  up  matter  of.  Mr.  Einstein,  on  behalf  of  Manhattan  and  Har- 
lem Companies,  states  that  the  matter  is  now  directly  before  Supreme  Court 
and  thinks  it  improper  for  the  Board  to  take  action,  while  Mayor  Grant, 
Comm’r  Hess,  Corp.  Counsel  Clark  and  Mr.  Lauterbach  contend  that  the 
Board  should  hx  rentals  and  give  the  court  a chance  to  review  the  Board’s 
action.  Board  hears  various  interested  parties,  considering  the  subject  at 
length,  and  adopts  resolution  fixing  trunk  line  rentals — 3-in.  ducts  at  $900, 
2j/2-in.  ducts  at  $800,  2-in.  ducts  at  $700,  per  mile  per  annum  (Dec.  10,  1890), 
5,  114-126. 

SUBWAY  RULES. 

See  Rules  and  Regulations  Governing  the  Occupancy  of  the  Subways. 

SULLIVAN,  ROBERT  F. 

Communication  in  respect  to  conduit  for  electric  light  wires  (Oct.  21,  1887),  i,  176. 

SUNNY,  B.  E. 

Statement  of,  in  relation  to  burying  wires  (April  17,  1888),  i,  273. 

SUNDERLAND  TELEPHONE  COMPANY. 

Report  of  Electrical  Expert  on  housetop  wires- of,  in  ist  proscribed  district  (Nov. 
10,  1891);  5,  397. 


T. 

TELEGRAPPI  AND  TELEPHONE  COMPANIES. 

Secretary  directed  to  notify  (go  days’  notice)  of  completion  of  subway  on  6th 
ave.,  from  226  to  58th  street  (Aug.  4,  1887),  i,  77. 

See  Companies  (Telephone  and  Telegraph). 

TELEGRAPHERS’  UNION. 

Communication  of,  asking  that  Board  allow  work  where  there  are  no  subways.  .Com- 
munication directed  to  be  filed  (March  7,  1889),  2,  413. 

TENTH  AVENUE  POLE  LINE. 

See  Westenr  Union  Telegraph  Company. 

THIRD  AVENUE  ELECTRIC  LIGHT  SUBWAY. 

Discussion  in  relation  to  building  and  time  of  completion  of  (July  26,  1889),  3;  264. 

Consolidated  Tel.  & E.  S.  Co.  directed  to  construct  electric  light  subway  in  the 
Bowery  and  3d  avenue,  from  Chatham  square  to  the  Harlem  River,  Id,  272. 

90  days’  notice  for,  and  adjacent  streets  extended  30  days  from  April  8 (March 
26,  1890),  4,  265. 

90  days’  notice  agreed  to  be  extended  until  completion  of  distributing  ducts.  Id., 
273- 

Board  resolves  to  order  on  following  Thursday  distributing  ducts  on  3d  avenue. 
Bowery  and  Park  Row  (March  31,  1890),  4,  291. 
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Consolidated  Tel.  & E.  S.  Co.  ordered  to  build  distributing  ducts  on  3d  avenue, 
Bowery  and  Park  Row  (April  8,  1890),  4,  303. 

TPIIRD  PROSCRIBED  DISTRICT. 

Notice  directed  to  be  sent  to  all  companies  wishing  to  operate  in  district  between 
8tli  and  Canal  street  and  8th  avenue,  Bank  and  Greenwich  streets  and  Bowery 
to  make  known  requirements  before  August  15  by  filing  with  Engineer  letters 
and  maps  (Aug.  3,  1891),  5,  389. 

TPIURBER,  E.  K. 

Communication  of,  relative  to  the  insulation  of  wires  laid  before  Board  and  ordered 
on  file  (Oct.  14,  1889),  4,  69. 

“TIME”  SERVICE. 

Board  considers  applications  of  Western  Union  Tel.  Co.  for  “time”  service  (May 
27,  1891),  5,  382.  Secretary  directed  to  issue  to  Western  Union  Tel.  Co.  per- 
mits for  “time”  service  on  those  of  its  applications  that  do  not  require  more 
than  150  feet  of  wire,  and  Engineer  and  Electrical  Expert  directed  to  report 
at  next  meeting  what  objections  there  are  to  Company  putting  its  wires  under- 
ground, Id,  382. 

Directed  to  report  at  next  meeting  on  applications  of  West.  Un.  Tel.  Co.  for  “time” 
loops  (Aug.  3,  1891),  S,  390. 

Report  of  Electrical  Expert  on  applications  of  Western  Union  Tel.  Co.  for  “time” 
service  (Nov.  10,  1891),  5,  397. 

TOTTEN,  JOHN  W. 

Appointed  (retained)  messenger  at  a salary  of  $75  a month  (July  5,  1887),  i,  i. 

TRAINER,  JOHN  B. 

Appointed  to  office  of  Assistant  Secretary.  Civil  Seryice  Commission  at  Albany 
directed  to  be  notified  of  appointment  of  Trainer  (Aug.  15,  1889),  3,  312. 

States  that  he  was  informed  at  Department  of  Public  Works  that  no  permit  had 
been  given  for  subway  across  52d  street  (April  14,  1891),  3,  289. 

Report  of,  in  relation  to  issuance  of  90  days’  notices  for  certain  streets  (April  20, 
1891),  3,  315- 

Salary  of,  fixed  at  $2,100,  beginning  November  i,  1891  (Nov.  10,  1891),  5,  400. 

See  Assistant  Secretary. 

TRAVELER’S  EXCHANGE. 

Statement  of  Commissioner  Gibbens  in  relation  to  application  of,  for  telephone 
(June  13,  1889),  3,  224. 

d’REASURY  DEPARTMENT. 

Statement  of  Comissioner  Gibbens  concerning  communication  of  Treasury  Depart- 
ment relative  to  lighting  Post  Office  (August  15,  1889),  3,  319. 

TWENTY-THIRD  STREET  RAILROAD  COMPANY. 

Communication  of,  stating  that  it  has  not  given  consent  to  an  electric  motor  com- 
pany to  lay  conduit  in  Eulton  street  (October  20,  1887),  i,  164. 
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u. 

UNITED  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Mr.  Choate,  Mr.  Cravath  and  Mr.  Jackson  argue  in  support  of  Company’s  applica- 
tion to  build  subways  (Oct.  14,  1889),  4,  82. 

Mr.  Browne  makes  statement  in  reference  to  applications  of  Company  for  subways 
(May  14,  1890),  4,  324. 

Communication  of,  withdrawing  application  for  ducts  (May  16,  1890),  4,  329. 

Communication  of,  giving  list  of  requirements  of  Co.  and  of  Brush  Co.  and  U.  S. 

■ Co.  (May  19,  1890),  5,  4. 

Communication  of,  relative  to  removal  of  certain  overhead,  wires  under  90  days’ 
notice.  Board  discusses  communication,  hearing  Mr.  Browne,  of  Co.,  and  the 
Electrical  Expert.  Electrical  Expert  directed  to  confer  with  Mr.  Browne  and 
report  to  Board  at  next  meeting  (June  18,  i8go),  5,  18. 

Communication  of,  in  relation  to  application,  of  Consolidated  Tel.  & E.  S.  Co., 
asking  for  authorization  of  subway  construction  for  Edison  E.  111.  Co.  (Aug. 
28,  1900),  5,  39. 

Mr.  Browne  makes  statement  on  behalf  of  Co.  in  relation  to  its  application  for  sub- 
way in  Duane  street  (Dec.  4,  1890),  5,  75,  76. 

Mr.  Browne  makes  statement  on  behalf  of  Co.  in  reference  to  proposed  contract  of 
Board  with  Empire  City  Subway  Co.,  Id,  91. 

Mr.  Browne  and  Mr.  Cravath,  on  behalf  of,  make  application  for  postponement 
of  execution  of  proposed  contract  with  Empire  City  Subway  Co.,  and  Board 
lays  matter  over  until  December  10  (December  8,  1900),  5,  104. 

Board  hears  representative  of  Co.  in  opposition  to  proposed  contract  with  Empire 
City  Subway  Co.  (December  10,  1890),  5,  107. 

Board  hears  representative  of  Co.  on  subject  of  subway  rentals.  Id,  123. 

Statement  of  Mr.  Browne,  on  behalf  of,  on  subject  of  house  connections.  Id,  127. 

Communication  of,  reciuesting  subway  facilities  in  certain  named  streets  (March 
II,  1891),  5,  186. 

Mr.  Browne,  on  behalf  of,  pleads  for  delay  in  enforcing  90  days’  notice  of  Dec. 
16,  1890,  and  agrees,  if  given  time,  to  furnish  statement  in  reference  to  matter 
(March  25,  1891),  S,  240. 

Communication  of,  in  reference  to  subway  on  23d  st.,  bet.  6th  and  nth  avenues 
(April  14,  1891),  5,  300. 

Report  of  Engineer  recommending  extension  of  90  days’  notice  for  certain  streets. 
Communication  of  Co.  requesting  extension  of  90  days’  notice  as  affecting  cer- 
tain streets.  Time  of  90  days’  notice  as  affecting  certain  streets  extended  20 
days  (April  22,  1891),  5,  34i- 

Mr.  Jackson,  President  of  Co.,  makes  statement  on  condition  of  Company’s  pole 
lines  in  ist  proscribed  district  (May  27,  1891),  5,  382. 

Board  considers  communication  of,  asking  for  subway  facilities  on  north  side  of 
23d  street,  and,  after  hearing  Public  Works  Commissioner  Gilroy  and  the  En- 
gineer, authorizes  Con.  T.  & E.  S.  Co.  to  build  a distributing  duct  there,  bet. 
Broadway  and  6th  avenue  (August  3,  1891),  5,  390. 

Application  of,  for  subways  (Oct.  8,  1891),  5,  394. 

UNITED  STATES  ILLUMINATING  COMPANY. 

Application  of,  to  erect  new  poles  (July  15,  1887),  i,  24. 

Communication  of,  acknowledging  receipt  of  90  days’  notice,  etc.  (Oct.  4,  1887), 
I,  149- 
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■ List  of  streets  to  be  lighted  by  Co.  under  contracts  awarded  by  Gas  Commission. 

Id,  151-  ...  r , 

Communication  of,  requesting  test  of  subways,  etc.  Communication  m respect  to 
test  of  subways  (Dec.  22,  1887),  i,  210-214. 

Mayor  requested  to  order  removal  by  Commissioner  of  Public  Works  of  certain  of 

its  poles  and  wires.  Id,  242. 

Commissioner  Gibbens  states  substance  of  communication  of  Co.  objecting  to  use 
of  its  poles  by  other  companies  under  rule  of  Board.  Communication  referred 
to  Corporation  Counsel,  with  request  for  opinion  upon  question  raised  by  the 
communication  (Jan.  20,  1888),  i,  258. 

Communication  of,  in  relation  to  subsidiary  connections.  Idem,  2j9- 
Communication  of  charging  Mount  Morris  Electric  Light  Co.  with  violating  lules. 

Communication  relating  to  same  (June  8,  1888),  2,  6-8. 

Communication  of,  in  relation  to  connecting  lamps  without  permit.  Id,  8. 
Applications  of,  laid  on  table — Co.  being  in  contempt.  Id,  13- 
Communication  of,  in  relation  to  cable  for  subway  (July  2,  1888),  2,  30. 
Communication  to  Co.  by  Corporation  Counsel  about  suit  to  be  brought.  Reply  of 
Co.  to  Corporation  Counsel,  Id,  30. 

Letter  directed  to  be  sent  to  Co.,  in  answer  to  its  letters.  Id,  32. 

Letter  directed  to  be  sent  to  Superintendent  of  Police  that  permit  to  Co.  to  main- 
tain its  lines  where  subways  have  been  constructed  is  revoked.  Id,  34. 

Letter  directed  to  be  sent  to  Commissioner  of  Public  Works  that  Co.  has  been 
notified  to  discontinue  certain  circuits.  Id.,  34. 

Commissioner  Gibbens  appointed  a committee,  to  take  action  in  case  Co.  vio- 
lates statute.  Id.,  35. 

Application  of,  for  permit  for  repairs  laid  on  table.  Id.,  53. 

Application  of,  for  permit  to  erect  poles  laid  on  table.  Id,  53. 

To  be  informed  that  to  cut  dead  wires  into  circuit  is  not  in  accordance  with 

rules,  Id.,  54.  j • r 

Communication  of  Department  of  Public  Works  in  relation  to  poles  and  wires  of 

(July  16,  1888),  2,  65. 

To  be  notified  that  its  poles  and  wires  are  dead  where  prohibited  from  making 
repairs  (Aug.  8,  1888),  2,  loi. 

Statement  of  Commissioner  Gibbens  in  relation  to  litigation  against  Co.,  opinion 
of  Attorney  General,  etc.  (Sept.  18,  1888),  2,  114. 

Letter  directed  to  be  sent  to  District  Attorney  requesting  prompt  action  in  case 
of  The  People  ex  rel.  Wheeler  vs.  U.  S.  111.  Co.,  Id.,  115. 

Letters  of,  directed  to  be  returned  to  Bureau  of  Incumbrances,  Id.,  120. 
Communication  of  Corporation  Counsel  Beekman  inclosing  copy  of  motion  papers 
for  injunction  in  suit  of  dhe  IVIayor,  etc.,  vs.  dhe  U.  S.  111.  Co.  Communica- 
tion directed  to  be  spread  on  minutes  and  papers  therein  referred  to  ordered 
on  file.  Id.,  122,  123. 

Communications  of,  relative  to  dead  poles  and  wires.  Commissioner  Gibbens 
makes  statement  in  connection  with  the  communications,  and  resolution 
offered  by  him  adopted  directing  the  Secretary  to  request  the  Superintendent 
of  Bureau  of  Incumbrances  to  remove  these  dead  poles  and  wires  (Oct.  ly, 
1888),  2,  182-184. 

Application  of,  for  permission  to  make  repairs.  Secretary  directed  to  advise  Co. 
that  companies  are  directed  and  expected  to  make  repairs,  except  in  district 
where  they  have  been  ordered  to  remove  their  wires.  Id.,  185. 
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Application  of,  for  lamps  and  fixtures  granted  (Oct.  23,  1888),  2,  186.  (Oct.  30, 
1888),  2,  204. 

Directed  to  be  informed  that  no  permit  will  be  granted  in  district  w’here  wires 
ordered  underground,  etc.,  Id.,  200. 

Application  of,  to  erect  a new  support  pole  in  place  of  old  one.  ■ Application 
granted.  Id.,  209,  210. 

Applications  of,  for  arc  lamps  granted  (Oct.  30,  1888),  2,  211-219. 

Application  of,  to  connect  lamp  with  circuit  granted  (Nov.  13,  1888),  2,  232. 

Application  of,  to  string  wires  directed  to  be  returned,  with  information  that 
Board  will  grant  permission  to  string  wires  where  it  has  pole  provided  it 
will  place  its  wires  underground  where  there  are  subways.  Id.,  233. 

Applications  of,  to  connect  lamps  with  circuits  granted.  Id.,  234. 

Communications  of,  asking  for  certified  copies  of  certain  permits  for  poles  to  be 
filed  with  Department  of  Public  Works,  Id.,  234. 

Communication  of,  relative  to  statement  of  Nicholas  O’Connor  made  at  Board 
meeting.  Statement  of  Commissioner  Gibbens  in  connection  with  com- 
munication. Statement  ordered  to  be  spread  on  minutes  (Nov.  13,  1888),  2, 
239-241. 

Applications  of,  to  connect  lamps  with  circuits  gi'anted  (Nov.  23,  1888),  2,  250. 

Application  of,  to  replace  wire  stolen.  Report  of  Inspector  Keys  on  application. 
Statement  of  Commissioner  Gibbens  that  wire  not  stolen,  but  taken  by  De- 
partment of  Public  Works,  Id.,  255,  256.. 

Statement  of  Commissioner  Gibbens  in  connection  with  application  of  Co.  to 
replace  its  pole  in  front  of  “Sun”  building  on  Broadway  above  31st  st.  by 
another  pole  on  opposite  side  of  street.  Application  granted  (Dec.  4,  1888;, 
2,  262,  263. 

Applications  of,  to  connect  lamps  with  circuits  granted.  Id.,  263. 

Blank  applications  authorized  by  Board  directed  to  be  sent  to.  Id.,  264. 

Application  of,  to  connect  lamp  with  circuit  granted  (Dec.  7,  1888),  2,  ,269. 

Application  of,  to  erect  new  support  poles  in  place  of  decayed  ones  granted. 
Id.,  271. 

Application  of,  to  connect  lamps  with  circuits  granted.  Id.,  272. 

Communication  of,  in  reference  to  changing  pole  to  accommodate  “Sun.”  Sec- 
retary directed  to  arrange  it  so  that  “Sun”  may  be  accommodated  (Dec.  ii, 
1888),  2,  27s,  276. 

Application  of,  to  connect  lamps  with  circuits  granted  (Dec.  ii,  1888),  2,  276. 

Application  of,  to  connect  lamp  with  circuit  (Dec.  21,  1888),  2,  289. 

Application  of,  to  connect  lamps  with  circuit.  Id.,  289. 

Applications  of,  referred  to  Electrical  Expert,  Id.,  290. 

Communication  of  Company’s  counsel,  Butler,  Stillman  & Hubbard,  stating  the 
Co.  will  put  cable  in  subway  for  test.  Suggestion  of  Butler,  Stillman  & 
Hubbard  in  regard  to  placing  cable  in  subway.  Suggestion  of  Commissioner 
Gibbens  as  substitute,  in  shape  of  resolution  (not  passed).  Resolution  that 
Expert  of  Co.  and  Expert  of  Board  confer  and  make  investigations  and  tests 
of  cable  moved  by  Comm’r  Hess  and  adopted.  Resolution  of  Commissioner 
Gibbens  laid  over  (Jan.  18,  1889),  2,  315-323. 

Report  of  Electrical  Expert  in  relation  of  progress  of  test  of  cable.  Electrical 
Expert  directed  to  give  Board  at  next  meeting  statement  of  time  necessar^v 
to  complete  test  (Eeb.  15,  1889),  2,  331. 

Communication  of,  in  respect  to  90  days’  notice  (Eeb.  25,  1889),  2,  346. 


Given  45  days  from  February  i8  to  remove  poles  and  wires  where  subways  pro- 
vided, Id.,  348. 

Application  of,  to  erect  5 lampposts  in  New  West  Washington  Market.  Report 
of  Engineer  and  Electrical  Expert  on  application.  Application  granted.  Id., 
374,  375- 

Applications  of,  to  connect  lamps  with  circuits  reported  on  by  Engineer  and 
Electrical  Expert,  and  laid  over.  Id.,  385. 

Application  of,  to  stretch  wires  reported  on  by  Engiireer  and  Electrical  Ex- 
pert, and  denied  (Feb.  25,  1889),  2,  395. 

Statement  of  Commissioner  Gibbens  that  Co.  accepts  proposal  to  make  test 
of  10  lamps  (March  7,  1889),  2,  409. 

Permits  directed  to  be  issued  to  Co.  during  Centennial  time  (April  25,  1889), 
3,  160. 

Application  of,  to  place  temporarily  8 wires  on  poles  on  4th  ave.,  etc.  Appli- 
cation referred  to  Mayor  Grant,  Commissioner  Gibbens  and  Superintend- 
ent of  Lamps  and  Gas  McCormick.  Id.,  164. 

Application  of,  to  erect  subway  terminal  pole  at  southeast  corner  4th  ave. 
and  23d  St.  granted  (May  29,  1889),  3,  193. 

Application  of,  to  erect  subway  terminal  pole  at  southwest  corner  of  6th  ave.  and 
i8th  St.  granted.  Id.,  194. 

Applications  of,  to  connect  certain  places  with  its  circuits  granted  (June  13, 
1889),  3,  207. 

Application  of,  to  take  down  lamp  at  273  Grant  street  during  repairs  granted.  Id., 
210. 

Applications  of,  to  erect  new  poles  and  lampposts  in  place  of  old  ones  referred 
to  Engineer.  Id.,  211. 

Applications  of,  to  connect  lamps  with  cables  in  subway  granted.  Id.,  21 1. 

Application  of,  to  erect  new  support  pole  in  place  of  old  one  at  23d  st.  and 
6th  ave.  referred  to  Engineer.  Id.,  212. 

Application  of,  to  string  wires,  in  S4th  st.  and  in  Avenue  A denied.  Id.,  212. 

Application  of,  to  change  lamp  connection  from  one  circuit  to  another  denied. 
Id.,  213. 

Statement  of  Mayor  Grant  in  respect  to  violation  of  rules  by  Co.  Id.,  227. 

Communication  of  District  Attorney  in  reply  to  communication  of  Board  in 
reference  to  violations  of  chap.  716  of  laws  of  1887  by  Co.  Communi- 
cation directed  to  be  spread  on  minutes.  Id.,  227. 

Report  of  Engineer  on  applications  of  Co.  to  replace  rotten  and  dangerous 
poles  (June  26,  1889),  3,  248. 

Statement  of  Mayor  Grant  in  respect  to  the  matter.  Id.,  249. 

Application  of,  for  two  support  poles  for  accommodation  of  N.  Y.  Steam 
Heating  Co.  denied.  Id.,  253. 

Complaint  by,  of  greater  privileges  extended  to  Edison  Co.  Id.,  267. 

Consideration  of  communication  of,  requesting  adoption  of  cement-lined  con- 
duits. Id.,  269. 

Applications  of,  for  lamp  connections,  etc.,  granted.  Id.,  276, 

Applications  of,  to  erect  new  support  poles  in  place  of  old  ones,  etc.,  granted. 
Ld.,  278. 

Applications  of,  to  run  wires  to  replace  wires  stolen,  etc.,  granted.  Id.,  284. 

Motion  of  Commissioner  Gibbens  that  Engineer  bring  in  report  for  subway 
for  Post  Office,  and  statement  of,  in  connection  with  his  motion  that 
'I'reasury  Department  has  contract  with  Co.  to  light  the  Post  Office. 
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Statement  of  Gen.  Manager  Browne  of  Co.  in  connection  with  the  mat- 
ter. Application  of  Co.  to  make  the  connection  laid  over  (Aug.  15,  1889), 
3,  318-320. 

Communication  of,  in  relation  to  repairs  to  its  lines.  Co.  directed  to  obtain 
approval  of  Engineer  to  replacement  of  poles,  and  of  Expert  to  repairs  or 
replacement  of  wires.  Id.,  320,  321. 

Application  of,  to  string  overhead  wires  from  stations  to  connect  with  cables 
in  subway.  Application  referred  to  Electrical  Expert  (Aug.  15,  1889),  3, 
322,  323. 

Application  of,  that  some  officer  of  Board  be  empowered  to  issue  permits  in 
certain  cases.  Statement  of  Commissioner  Gibbens  in  connection  with 
application.  Matter  referred  to  Commissioner  Gibbens.  3,  323-325. 

Applications  of,  for  lamp  connections  granted.  Id.,  329. 

Applications  of,  to  change  lamp  connections,  etc.,  granted.  Id.,  333. 

Applications  of,  laid  over.  Id.,  333,  334. 

Application  of,  to  erect  wooden  lamppost  in  place  of  iron  one,  at  Elarry  How- 
ard street,  referred  to  Electrical  Expert.  Id.,  334. 

A_pplication  of,  to  run  2 wires  for  Patten  Multiplex  Telegraph  referred  to 
Commissioner  Gibbens.  Id.,  340. 

Applicaiion  of,  for  lamp  connections  granted  (Aug.  i7,  1889),  3;  356. 

Permit  directed  to  issue  to,  for  city  lamp  connections.  Id.,  357. 

Applicadon  of,  to  connect  stations  with  subways  granted  in  part,  and  laid 
over  in  part.  Id.,  367. 

Applications  of,  for  lamp  connections  granted  (Sept.  12,  1889),  3,  386. 

Applications  of,  to  change  lamp  connections  granted.  Id.,  390. 

Permit  directed  to  issue  to,  for  lamp-post  at  northwest  cor.  Park  row  and 
Mott  street.  Id.,  390. 

Motion  of  Commissioner  Hess  to  revoke  permission  to  Co.  to  string  wires  to 
connect  with  subways.  Id.,  393.  Motion  laid  over  and  matter  referred 
to  Electrical  Expert.  Id.,  393. 

Communication  of,  answering  circular  letter  of  Mayor  Grant  in  relation  to  deadly 
wires  etc.  (Oct.  9,  1889),  4>  6. 

Statement  of  Mr.  Jackson,  Pres,  of  Co.,  in  relation  to  deaths  bj^  electric 
wires.  Id.,  16-25. 

Communication  of,  in  respect  to  action  of  Board  on  Oct.  9 regarding  overhead 
circuits  (Oct.  10,  1889),  4,  49. 

Lawyers  Choate  and  Cravath  and  President  Jackson  argue  in  support  of 
Co.’s  application  to  build  subways  (Oct.  14,  1889),  4,  82. 

Mr.  Cravath,  on  behalf  of  Co.,  makes  oral  formal  offer  to  build  subways. 
Id.,  85.- 

Communication  of,  requesting  distributing  ducts  on  Broadwa}^  3d  avenue  and 
Bowery.  Board  discusses  matter  of  communication  and  hears  statement 
in  regard  to  same.  Mayor  Grant  offers  and  Board  adopts  resolution 
directing  construction  by  Consolidated  Tel.  & , E.  S.  Co.  of  distributing 
ducts  in  Broadway  from  Bowling  Green  to  14th  street,  and  in  14th  street 
from  Broadway  to  University  place,  number  of  ducts  to  be  determined  by 
Engineer,  work  to  commence  on  or  before  April  10,  and  to  be  complete 
within  sixty  days,  and  time  of  ninety  days’  notice  to  be  extended  until  com- 
pletion of  ducts  (March  16,  1890),  4,  266. 

Gen.  Man.  Browne  states  that  Co.  wants  the  three  distributing  ducts  applied 
for  on  3d  avenue  (March  31,  1890),  4,  291. 
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Communication  of,  in  reference  to  use  of  steam  heated  subways.  Board  considers 
communication,  refers  it  to  the  Electrical  Expert,  and  directs  Engineer  to 
notify  Steam  Heating  Co.  to  make  repairs.  Hears  statements  from  Mr. 
Browne  and  Mr.  Cravath  in  connection  with  matter  (April  8,  1890),  4,  291-295. 

Report  of  Electrical  Expert  in  matter  of  Company’s  cables  in  heated  subways. 
Statement  of  Expert  in  connection  with  his  report.  Matter  referred  back  to 
him  for  a report  as  contemplated  by  resolution  referring  the  matter  to  him 
(April  23,  1890),  4,  305. 

Report  of  Electrical  Expert  in  reference  to  cables  affected  by  steam  heat.  Re- 
port discussed,  and  Board  hears  statement  from  Gen.  Man.  Browne,  who 
agrees  to  accept  suggestions  of  a gentleman  who,  Mayor  Grant  says,  is 
present  and  offers  to  furnish  Co.  cable  which  will  meet  requirements  of  rules 
(May  14,  1890),  4,  3II- 

Communication  of,  withdrawing  application  for  ducts  (May  16,  1890),  4,  329. 

List  of  subway  requirements  of  Co.  (May  19,  1890),  5,  6. 

Application  of,  to  replace  pole  opposite  premises  of  Brooklyn  Eire  Ins.  Co.  20 
ft.  east  of  where  it  now  stands  granted.  Id.,  ii. 

Report  of  Electrical  Expert  in  relation  to  certain  wires  of  Co.  in  streets  having 
subways,  and  of  the  completion  of  which  subways  90  days’  notice  has  been 
given  (Aug.  22,  1890),  5,  35. 

Secretary  directed  to  notify  the' Mayor  in  case  poles  and  wires  of  Co.  and  Brush 
Co.  in  certain  streets  are  not  removed  within  30  days.  Id.,  36. 

Statement  of  Mr.  Jos.  H.  Choate  on  behalf  of,  on  subject  of  subway  rentals  (Sept. 
19,  1890),  5,  S7-6o. 

Mr.  Cravath  and  Mr.  Browne  on  behalf  of,  apply  for  postponement  of  execution 
of  proposed  contract  with  Standard  Electrical  Subway  Co.,  and  Board  lays 
matter  over  until  December  10  (Dec.  8,  1890),  S,  104. 

Board  hears  representatives  of  Co.  in  opposition  to  proposed  contract  with  Em- 
pire City  Subway  Co.  (Dec.  10,  1890),  5,  107. 

Board  hears  representative  of  Co.  on  subject  of  subway  rentals.  Id.,  123. 

Statement  of  Mr.  Browne  on  behalf  of  Co.  on  subject  of  house  connections. 
Id.,  127. 

Statement  of  Mr.  Cravath  on  behalf  of,  in  reference  to  proposed  ist  proscribed 
district,  and  submission  by  him  of  communication  of  Co.  in  respect  to  same 
(Feb.  27,  1891),  5,  167- 

Application  of,  to  erect  two  city  lampposts  laid  over  until  requirements  of  Board 
of  Aldermen  are  complied  with,  Id.,  171. 

Statement  of  Mr.  Cravath  on  behalf  of,  in  relation  to  90  days’  notice  of  Dec.  9, 
1890  (March  30,  1891),  5,  277. 

Application  of,  to  change  position  of  2 lampposts  brought  up,  and  laid  over 
(April  14,  1891),  S,  287. 

List  of  lines  to  be  transferred  (April  20,  1891),  5,  314. 

List  of  lines  of  Co.  still  up  in  ist  proscribed  district  (May  27,  1891),  5,  381. 

Application  of,  to  connect  with  M.  E.  Church  on  7th  ave.  near  14th  street  con- 
sidered, and  resolution  passed  that,  if  Co.  applies  for  subsidiary  and  Engineer 
approves.  Secretary  authorized  to  order  its  construction  (Nov.  10,  1891), 
S,  400. 

UNIVERSAL  GAS  LIGHT  COMPANY. 

Petition  of.  to  string  two  wires  for  experimental  purposes.  Petition  denied 
(April  24,  1889),  3,  136,  137- 
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V 


VANDERWEYDE,  P.  H. 

Statement  of  Commissioner  Gibbens  in  respect  to  communication  asking  for 
employment  of  (March  ig,  1889),  3,  ii. 

VENTILATION. 

Application  of  Consolidated  Tel  & E.  S.  Co.  to  use  standpipes  for  ventilation 
(Feb.  19,  1890),  4,  246. 

Board  authorizes  Consolidated  T.  & E.  S.  Co.  to  construct  connections  for  ven- 
tilating pipe  (Oct.  23,  1890),  5,  68. 

VOORHIS,  POLICE  COMMISSIONER. 

Board  hears,  on  behalf  of  Police  Department  in  relation  to  combined  use  of  one 
duct  by  Fire  and  Police  Departments  (June  18,  1890),  5,  24. 

VOLUME  I. 

Embraces  minutes  from  July  S,  1887,  to  May  10,  1888,  inclusive. 

VOLUME  2. 

Embraces  minutes  from  May  25,  1888,  to  March  7,  1889,  inclusive. 

VOLUME  3. 

Embraces  minutes  from  March  19,  1889,  to  Sept.  12,  1889,  inclusive. 

VOLUME  4. 

Embraces  minutes  from  Oct.  9,  1889,  to  May  16,  1890,  inclusive. 

VOLUME  5. 

Embraces  minutes  from  May  19,  1890,  to  Nov.  10,  1891,  inclusive. 


W 


WAGER,  LEONARD  H. 

Certified  by  State  Civil  Service  Board  as  Inspector  of  Underground  Construc- 
tion (June  8,  1888),  2,  5. 

Appointed  as  Inspector  of  Underground  Construction.  Notified  to  report  to 
Engineer  June  14  for  duty  (June  13,  1888),  2,  20. 

WALKER,  ALDERMAN. 

Communication  of,  requesting  Board  to  order  subway  in  Hudson  street  before 
repaving.  Report  of  Engineer  on  matter  of  communication.  Report  of  En- 
gineer directed  to  be  communicated  to  (March  19,  1889),  3,  4,  5. 

WARDELL,  GEORGE  P. 

Certified  by  State  Civil  Service  Board  as  Electrical  Expert  (June  8,  1888),  2,  5* 

Appears  before  Board  and  is  examined  (June  11,  1888),  2,  17. 

WARING,  EDW^ARD  M. 

Certified  by  State  Civil  Service  Board  as  Electrical  Expert  (June  8,  1888),  2,  S* 

Appears  before  Board  and  is  examined  (June  ii,  1888),  2,  17. 


WATS,  DR. 

Resolution  of  thanks  for  badges  (Aug.  8,  1888),  2,  102. 

WEST  END  AVENUE. 

Companies  owning  pole  lines  on,  directed  to  consolidate  on  east  side  (March  25,. 
1891),  5,  243. 

WEST  SIDE  ELECTRIC  AND  POWER  COMPANY. 

Communication  of  Mayor  inclosing  letter  of  L.  Johnson  complaining  of  illegal 
construction  of  subway  across  S2d  street  west  of  loth  avenue.  Report  of 
Inspector  Burke  that  the  subway  has  been  built.  Statement  of  Assistant  Sec- 
retary Trainer  that  he  was  informed  at  Department  of  Public  Works  that  no 
permit  had  been  granted  for  the  subway.  Secretary  directed  to  communicate 
with  Dep.  of  P.  Works  and  Fire  Department  and  request  information  as  to 
how  the  subway  cam'e  to  be  constructed  (April  14,  1891),  5,  288,  289. 

Copy  of  report  from  Police  Department  in  relation  to  unauthorized  building  of 
subway  across  S2d  st,  directed  to  be  sent  to  Comm’r  of  P.  Works  Gilroy,  who 
was  present  and  stated  he  would  make  a report  to  the  Board  (April  22,  1891), 
S,  344- 

Communication  of  Commissioner  Gilroy  informing  Board  that  conduit  of  Co. 
has  been  taken  up  and  removed  to  Corporation  yard  (June  2,  1891),  5,  384. 

WESTERN  ELECTRIC  COMPANY. 

Communication  of,  offering  to  furnish  cables  for  subways  (July  2,  1888),  2,  47. 

WESTERN  UNION  TELEGRAPH  COMPANY. 

Secretary  directed  to  write  letter  to,  requesting  information  as  to  number  of 
poles  removed  on  3d  and  9th  avenues  (July  S,  1887),  i,  2. 

Communication  of,  in  reference  to  its  application  before  Board  (July  22,  1887), 
I,  39- 

Application  of,  to  stretch  cable  on  6th  Ave.  El.  Railway,  etc.  Resolution  grant- 
ing the  application.  Id.,  40,  41. 

Communication  of,  in  respect  to  removal  of  poles  and  wires  on  3d  and  9th  ave- 
nues (July  27,  1887),  I,  S3. 

Application  of,  to  stretch  wires.  Application  granted  (July  29,  1887),  i,  65,  66. 

Communication  of,  in  respect  to  poles  and  wires  on  3d  and  9th  avenues  (Aug.  4, 
1887),  I,  68. 

Engineer  reports  in  favor  of  granting  two  applications  of  Co.  Report  adopted. 
Id.,  83. 

Applications  of,  granted  (Sept.  8,  1887),  i,  109. 

Secretary  directed  to  inquire  of  Co.  why  poles  and  wires  along  the  line  of  3d 
and  9th  Ave.  El.  Roads  are  not  removed  (Oct.  4,  1887),  i,  156. 

Applications  of,  granted  (Oct.  21,  1887),  i,  178-180. 

Correspondence  between  Board  and  Co.  in  relation  to  removal  of  poles  and  wires 
from  3d  and  9th  avenues  (Dec.  22,  1887),  i,  196-199. 

Application  of,  for  permit  for  repairs.  Application  granted  (June  13,  1888),  2,  19. 

Application  of,  for  extension  of  permit  for  repairs  for  six  months.  Application 
granted  (July  16,  1888),  2,  66,  67. 

Secretary  directed  to  request  Co.  to  accept  proposition  of  Metropolitan  Tel.  & 
Tel.  Co.  in  regard  to  7th  ave.  pole  line  (Oct.  17,  1888),  2,  130. 

Application  of,  to  hang  cables  because  of  subway  cables  being  rendered  useless 
by  steam  heat,  Id.,  155. 
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Application  referred  to  Electrical  Expert,  etc.,  Id.,  156. 

Superintendent  of,  to  be  requested  to  appear  before  Board  at  a meeting  to  be 
held  Eriday,  Id.,  156. 

Resolution  offered  and  withdrawn  in  relation  to  Company’s  three  lines  in  46th 
street,  Id.,  161. 

Application  of,  to  set  poles  in  place  of  dangerous  ones  granted  (Nov.  13,  1888), 
2,  233. 

Application  of,  to  string  wires  granted  pending  providing  underground  accom- 
modations, Id.,  233. 

Report  of  Inspector  Roth  on  the  three  lines  of  poles  of  Co.  in  46th  street.  Com- 
pany directed  to  take  down  two  of  these  lines  (Nov.  23,  1888),  2,  247. 

To  be  requested  to  remove  poles  and  wires  from  2d  avenue  and  use  permit  for 
Elevated  Road  (Dec.  4,  1888),  2,  261. 

To  be  requested  to  remove  two  of  its  three  lines  in  46th  street.  Id.,  261. 

To  be  requested  to  remove  any  duplicate  pole  lines.  Id.,  261. 

To  be  requested  to  remove  poles  on  3d,  6th  and  9th  avenues  where  it  has  per- 
mission to  go  on  Elevated  Roads,  Id.,  261. 

To  be  requested  to  remove  old  cable  at  i8th  st.  station  of  6th  Ave.  El.  Road, 
Id.,  261. 

Communication  of,  in  relation  to  removal  of  its  poles  on  east  side  of  ist  ave. 
(Dec.  21,  1888),  2,  286. 

Statement  of  Commissioner  Gibbens  that  Inspector  Keyes  reports  that  there  is 
no  broken  pole  at  386  West  st.  (Jan.  18,  1889),  2,  313. 

Application  of  Co,  to  replace  broken  pole  at  386  West  st.  with  new  one  denied, 

Id.,  313. 

Statement  of  Commissioner  Moss  that  Co.  had  not  replied  to  communication  of 
Board  in  regard  to  Co.  placing  of  its  conductors  underground  (Eeb.  25, 
1889),  2,  358. 

Letter  directed  to  be  sent  to  Co.  stating  that  unless  Co.  remove  its  poles  and 
wires  where  subways  have  been  provided  within  30  days  the  Board  will  re- 
quest the  Mayor  to  take  action  through  the  Department  of  Public  Works 
for  the  removal  of  same  (Eeb.  25,  1889),  2,  359. 

Report  of  Engineer  and  Electrical  Expert  on  application  of  Co.  to  run  two  wires 
through  2ist  street,  etc.  Application  denied.  Id.,  376,  377. 

Report  of  Engineer  and  Electrical  Expert  on  application  of  Co.  to  run  one  wire 
in  32d  st.  Application  denied.  Id.,  377,  378. 

Application  of,  to  remove  pole  at  Lexington  avenue  and  41st  st.  reported  on  by 
Engineer  and  Electrical  Expert.  Application  granted.  Id.,  382. 

Application  of  Co.  to  string  wires,  etc.,  reported  on  by  Engineer  and  Electrical 
Expert.  Application  denied.  Id.,  382. 

Application  of,  to  set  6 poles  in  St.  Nicholas  ave.  reported  on  by  Engineer  and 
Electrical  Expert.  Application  denied,  etc..  Id.,  385,  386. 

Application  of,  to  string  wires  in  6sth  st.  and  in  41st  st.  reported  on  by  Engineer 
and  Electrical  Expert.  Application  denied.  Id.,  392,  393. 

Communications  of,  giving  record  of  poles  removed  by  it  since  January  i,  1888 
(March  7,  1889),  2,  398-401. 

Communication  of,  in  support  of  its  application  to  set  6 poles  on  St.  Nicholas 
avenue.  Statement  of  Commissioner  Gibbens  in  connection  with  matter 
(March  19,  1889),  3,  7. 

Directed  to  transfer  wires  from  6 dangerous  poles  on  St.  Nicholas  ave.  to  poles 
on  other  side  of  street  (March  19,  1889),  3,  8. 


Directed  to  remove,  one  of  its  lines  of  poles  on  Hudson  street,  Id.,  20. 

Applications  of,  referred  back,  with  letter  from  Secretary  that  they  will  not  be 
considered  until  Co.  removes  its  lines  along  Elevated  Road  (April  24,  1889), 
3,  158. 

Secretary  directed  to  return  application  of,  with  letter.  The  letter  to  accom- 
pany applications  (April  25,  1889),  3,  161. 

Report  of  Electrical  Expert  giving  duplicate  lines  of  (May  28,  1889),  3,  169. 

Communication  of,  in  relation  to  removals  of  poles  and  wires  on  streets  occupied 
by  Elevated  Roads.  Statement  of  Commissioner  Gibbens  alleging  agree- 
ment on  part  of  Co.  to  remove  its  poles  and  wires  along  lines  of  Elevated 
Roads  in  consideration  of  being  allowed  to  place  its  wires  on  these  Roads. 
Communication  referred,  to  Electrical  Expert,  Id.,  173. 

Statement  of  Commissioner  Gibbens  in  relation  to  loth  avenue  and  West  street 
pole  line.  Statement  of  Superintendent  Humstone  in  relation  to  same  matter. 
Discussion,  Id.,  175-179- 

Report  of  Electrical  Expert  giving  duplicate  lines  of  (May  29,  1889),  3,  191. 

Directed  to  take  down  one  of  its  lines  in  certain  mentioned  streets  and  transfer 
its  wires  to  poles  on  other  side  of  street  (May  29,  1889),  3,  191,  192. 

Communication  in  support  of  applications  for  overhead  connections  from  9th 
Ave.  R.  R.  structure.  Applications  to  connect  certain  offices  with  cable  on 
9th  Ave.  R.  R.  granted  (June  13,  1889),  3,  215,  216. 

Application  (verbal,  by  Supt.  Humstone),  of,  for  restoration  of  loth  avenue  pole 
line.  Statement  of  Commissioner  Gibbens,  and  matter  referred  to  him.  Id., 
220,  221. 

Report  of  Commissioner  Gibbens  on  loth  avenue  line.  Colloquy  between  Super- 
intendent Humstone  and  Commissioners  in  reference  to  line.  Resolution  that 
permit  issue  to  Co.  to  replace  5 wires  on  loth  avenue  and  West  st.  (June  26, 
1889),  3,  250,  251. 

Application  of,  to  string  5 wires  on  existing  poles,  to  connect  new  base  ball 
grounds,  laid  over  (July  26,  1889),  3,  274. 

Directed  to  remove  its  poles  and  wires  on  part  of  line  on  46th  st,  parallel  to  4Sth 
St.  subway  (Aug.  15,  1889),  3,  3iS- 

Communication  of,  giving  removals  of  poles  and  wires.  Id.,  327. 

Application  of,  to  string  two  wires  on  Eire  Department  poles  in  i8th  street  de- 
nied (Feb.  19,  1890),  4,  247. 

Communication  of,  in  reference  to  removal  of  lines,  etc.  (April  23,  1890),  4,  307. 
Communication  referred  to  Engineer,  Id.,  308. 

Application  of,  to  place  cable  on  present  poles  from  130th  st.  and  3d  ave.,  via 
130th  st.  and  4th  ave.,  to  135th  st.  and  4th  ave.  granted.  Id.,  308. 

Application  of,  to  renew  4 wires  on  West  street  referred  to  the  Electrical  Expert 
(June  18,  1890),  5,  12. 

Applications  of,  for  “time  service”  granted  (Dec.  4,  1890),  5,  83. 

Applications  of,  referred  to  the  Electrical  Expert  (Jan.  2,  1891),  5,  143. 

Directed  to  remove  its  pole  line  on  St.  Nicholas  avenue,  and  permit  to  be  given 
it  and  Postal  Co.  to  build  new  line  (March  ii,  1891),  5,  210. 

List  of  lines  of,  to  be  transferred  (April  20,  1891),  5,  312. 

Board  considers  application  of,  for  subsidiary  connections,  and  Consolidated  Tel. 
& E.  S.  Co.  directed  to  build  same.  Id.,  326. 

List  of  lines  of,  still  up  in  ist  proscribed  district.  Secretary  directed  to  notify 
to  remove  its  wires  on  4th  ave.  bet.  Astor  place  and  42d  st.  before  ist  of 
June  (May  27,  1891),  5,  382. 
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Board  considers  applications  of,  for  “time”  service,  and  Secretary  directed  to 
issue  permits  upon  such  of  its  applications  as  do  not  require  stringing  more 
than  150  feet  of  wire,  and  Engineer  and  Electrical  Expert  directed  to  report 
at  next  meeting  what  objections  there  are  to  Co.  putting  its  wires  under- 
ground, Id.,  382. 

Electrical  Expert  directed  to  report  at  next  meeting  on  Company’s  applications 
for  “time”  loops  (Aug.  3,  1891),  5,  39°. 

Application  of,  for  subsidiary  connection  (Oct.  8,  1891),  5,  394. 

Report  of  Electrical  Expert  upon  “time”  service  applications  of  Company  (Nov. 
10,  1891),  S,  397- 

WHEELER,  SCHUYLER  S. 

See  Electrical  Expert. 

See  “Engineer”  and  “Electrical  Expert.” 

WHEELER,  W.  L.,  & CO. 

Application  of,  to  repair  private  wires  laid  over  (Oct.  17,  1888),  2,  170. 

WHIPPLE,  FREDERICK  H. 

Statement  of  Commissioner  Gibbens  in  respect  to  communication  of,  in  regard 
to  burying  high  tension  wires.  Communication  to  be  replied  to  by  Elec- 
trical Expert  (March  19,  1889),  3,  12. 

WILSON,  J.  F. 

Communication  of,  in  relation  to  wrought  iron  pipe  imbedded  in  cement  con- 
crete (July  22,  1887),  I,  42. 


Y 

YOUNG,  MR.  (Electrician  of  Mt.  Morris  Electric  Light  Co.). 

Statement  of,  in  relation  to  deaths  by  electric  wires  (Oct.  9,  1889),  4,  12-15. 

YOUNG,  CHARLES  B. 

Report  of  Electrical  Expert  in  matter  of  injury  to,  by  electric  wire.  Board 
accepts  report  (Sept.  19,  1890),  5,  48-51. 


(APPENDIX  TO  INDEX.) 

EMPIRE  CITY  SUBWAY  COMPANY  (LIMITED). 

Mr.  Lauterbach,  of  counsel  for,  submits  proposed  contract  with,  to  build  low 
tension  and  Edison  subways,  1 together  with  bond  and  articles  of  incorpora- 
tion, makes  lengthy  statement  in  connection  with  proposal,  has  colloquy  with 
members  of  Board,  and  with  representatives  of  several  electric  light  com- 
panies, and  Board  refers  proposed  contract  to  Counsel  to  Corporation  (Dec. 

4,  1890),  5,  85-92.  . , -o  j 

Opinion  of  Corporation  Counsel  Clark  that  proposed  contract  between  Board 
and  Co.  complies  with  requirements  of  General  Term  in  Armstrong  case. 
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Statement  by  him  that  a contract  with  Empire  Co.  would  leave  old  company 
(Consolidated)  in  same  position  as  to  Board  as  at  present  time  (Dec.  8,  1890), 
5,  102,  103. 

Mr.  Lauterbach  states  that  Co.  will  give  a bond,  and  that  Consolidated  Tel.  & 
E.  S.  Co.  will  give  a new  bond,  Id.,  103. 

Corp.  Counsel  Clark  states  that  he  approves  bonds  of,  as  to  form,  but  not  as  to 
sufficiency  of  securities.  Id.,  104. 

United,  United  States,  Brush,  Manhattan,  Harlem  and  East  River  companies 
make  application  for  postponement  of  execution  of  proposed  contract  with 
Co.,  and  Board  lay  matter  over  to  December  10,  Id.,  105. 

Board  hears  representatives  of  several  electric  light  companies  in  opposition  to 
the  making  of  proposed  contract  with  Co.  Mayor  Grant  submits  preambles 
and  resolutions,  prepared  by  Mr.  Lauterbach  and  approved  by  Corporation 
Counsel  Clark,  that  contract  be  made.  Board  considers  same,  hearing  Mr. 
Lauterbach  and  Mr.  Clark.  Pending  consideration  thereof.  Mayor  Grant  is 
served  with  injunction  order  in  suit  of  Henry  vs.  Grant  et  ah,  enjoining  the 
making  of  contract  (Dec.  10,  1890),  5,  106-114. 

Mayor  Grant  states  that  Corporation  Counsel  Clark  advises  that,  in  order  to 
bring  injunction  suit  properly  before  Court,  it  is  necessary  to  adopt  formal 
preambles  and  resolutions  that  contract  be  made.  Board  adopts  such  pre- 
ambles and  resolutions  (Dec.  15,  1890),  5,  128-131. 

Act  of  Legislature  authorizing  Board  to  enter  into  contract  with  (May  15,  1891), 
5,  346. 

Preambles  and  resolution  that  contract  be  made  by  Board  with  Co,,  and  by 
Board  with  Con.  T.  & E.  S.  Co.,  Id.,  349. 

Contract  bet.  Board  and  Co.,  and  contract  bet.  Board  and  Consolidated  Co. 
Corporation  Counsel  Clark  approves  preambles  and  resolution  and  contracts. 
Contracts  executed.  Bond  presented  by  each  Co.  in  penal  sum  of  $250,000, 

Id.,  349-379. 

Secretary  directed  to  notify  Empire  and  Consolidated  companies  to  begin  work 
heretofore  ordered  before  June  15  and  that  same  must  be  completed  before 
December  15,  and,  in  event  of  failure,  it  is  sense  of  Board  that  bonds  of  said 
companies  be  forfeited  (May  27,  1891),  5,  380. 

Co.  authorized  to  construct  certain  subways.  Id.,  383.  (Aug,  3,  1891),  5,  392. 

Authorized  to  build  certain  subways  for  Edison  Co.  (Sept.  4,  1891),  5,  392. 

Authorized  to  construct  certain  subways  (Oct.  8,  1891),  5,  395.  (Nov.  10,  1891), 
S,  397- 
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(J  anuar y 2,  1891,  to  D e c e m ber  31,  1897^)  in 

City  of  N ew  York 


